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PREFACE 

In  these  days  of  numerous  text-books  the  author  who  dares 
still  further  to  increase  the  number  owes  to  the  public,  at  least, 
an  explanation  in  which  he  shall  set  forth  his  purpose,  however 
far  short  of  accomplishment  he  may  have  fallen. 

Accordingly,  in  this  volume,  the  author's  hopes  have  been:  — 

(i)  To  prepare  a  text-book  adapted  to  the  needs  of  first-year 
students  in  physics  at  Northwestern  University.  One  fear  in 
this  connection  is  that  the  transfer  of  a  course  of  lectures  from 
flexible  manuscript  to  rigid  type  metal  may  correspond  to  that 
stage  of  development  which,  in  the  life  history  of  an  animal, 
is  known  as  rigor  mortis.  This  difficulty,  it  is  hoped,  may  be 
avoided  by  varying,  from  year  to  year,  the  illustrative  phe- 
nomena employed  in  the  lecture  demonstrations. 

(ii)  To  keep  the  treatment  elementary,  and  yet  include  all 
the  fundamental  principles  of  physics ;  and  at  the  same  time 
to  bind  them  together  with  "connective  tissue"  in  such  a  way 
as  to  make  clear  to  the  student  the  essential  unity  of  the 
subject. 

(ill)  Not  merely,  or  even  mainly,  to  impart  information,  but 
to  set  before  the  student  a  large  and  compact  body  of  truth 
obtained  by  a  method  which  shall  remain  for  him,  throughout 
life,  a  pattern  and  norm  of  clear  and  correct  thinking. 

To  succeed  completely  in  an  undertaking  so  ambitious  as 
that  suggested  by  the  threefold  purpose  just  stated  is  more 
than  the  author  dares  to  hope. 

To  my  friend,  Mr.  John  Mackenzie  of  Minneapolis,  I  am 
indebted  for  those  paragraphs  in  Chapter  III  which  describe 
Professor  Osborne  Reynolds'  remarkable  theory  of  gravitation. 

The  imperfections  of  the  present  text  would  have  been  many 
more  except  for  the  clever  revision  of  the  proof  by  my  col- 
league. Professor  R.  R.  Tatnall,  and  by  my  friend,  Professor 
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A.  A.  Enowlton  of  the  Armour  Institnte.  Special  thanks  are 
due  Mr.  J.  H.  Spencer  of  the  United  States  Weather  Bureau, 
to  the  Tauth*$  Companion^  and  to  the  De  Laval  Steam  Turbine 
Company,  for  the  use  of  cuts.  Mr.  John  A.  Fleming  of  the 
Carnegie  Institution  was  good  enough  to  revise  those  para- 
graphs dealing  with  the  secular  variation  of  the  earth's  mag- 
netic field.     To  my  sister,  Caroline  L.  Crew,  I  am  indebted  for 

the  excision  of  many  awkward  English  constructions. 

H.  C. 
Btahitoh,  Illxvoii, 
April  8,  1908. 


PREFACE  TO  SECOND  EDITION 

The  author  begs  to  express  his  indebtedness  to  the  following 
friends  for  the  elimination  of  many  errors  of  statement  and  of 
typography  in  the  first  edition :  Professor  F.  E.  Austin,  Pro- 
fessor James  Barnes,  Mr.  N.  E.  Bennett,  Professor  A.  W.  Duff, 
Dr.  L.  R.  Ingersoll,  Professor  N.  A.  Kent,  Professor  G.  E. 
Ripley,  Professor  L.  P.  Sieg,  Professor  N.  F.  Smith,  Professor 
O.   M.  Stewart,   Professor  R.  R.   Tatnall,  and  Dr.   Samuel 

Willard. 

H.  C. 

Btanston,  Ilunou, 
June  1, 1909. 


PREFACE  TO  THIRD  EDITION 

The  changes  involved  in  this  revision  are  mainly  the  follow- 
ing: — 

(i)  A  more  concrete  and  historical  treatment  of  Dynamics ; 
more  prominence  to  Statics. 

(ii)  A  simpler  and  more  unified  treatment  of  Electricity 
and  Magnetism,  secured  by  use  of  the  electron  theory. 

(iii)  A  new  chapter  on  Electromagnetism,  in  which  the 
entire  discussion  is  based  upon  the  two  great  discoveries  of 
Oersted  and  Faraday. 

Besides  there  are  a  number  of  minor  additions,  including 
sections  on  Liquid  Air,  Diamagnetism,  Atmospheric  Electricity, 
and  Photometry. 

For  all  these  and  many  other  suggestions,  the  author  is 
deeply  indebted  to  Professor  F.  E.  Kester  of  Kansas,  A.  Zeleny 
and  P.  E.  Klopsteg  of  Minnesota,  Gordon  S.  Fulcher  of  Wis- 
consin, and  G.  F.  Hull  of  Dartmouth. 

The  author  wishes  to  record  his  especial  obligation  to  Pro- 
fessor D.  A.  Kreider  of  Yale,  who  with  penetrating  judgment 
and  perfect  candor  criticized  nearly  every  chapter  in  the  earlier 
edition. 

Dr.  R.  B.  Owens  of  the  Franklin  Institute  has  courteously 
granted  permission  for  the  use  of  certain  electrotypes ;  so  also 
have  Messrs.  Leeds  and  Northrup,  and  the  Weston  Electrical 
Instrument  Company.  My  colleagues.  Professors  George  V. 
McCauley  and  K.  K.  Smith,  have  generously  performed  the 

distasteful  task  of  going  over  the  proof. 

H.  C. 
ETAKSTOir,  Illinois,    * 

June  21,  1916. 
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NIBODUCrORY ;     THE  PlACE   OF   PhYSICS   AmONG   THE   SCIENCES 

The  Greeks  used  the  same  word    (#crfer/i409)   to  denote  both 
luture  and  order.    In  this  fact  is  dbcovered  an  admirable  attitude 
of  mind  in  which  to  approach  the  study  of  physics,  a  science  which 
has  for  one  of  its  principal  objects  the  discovery  of  order  in  nature. 
Physics,  in  the  present  sense  of  the  word,  is  not  an  ancient 
science,  but  a  creation  of  the  last  three  hundred  years.     Com- 
pared with  astronomy  and  medicine,  it  is  a  mere  upstart.    When, 
however,  one  considers  the  work  of  the  Egyptians  in  handling 
tremendous  blocks  of  stone,  such  as  those  used  in  the  construc- 
tion of  the  pyramids,  or  the  work  of  the  Greeks  in  devising  power- 
ful catapults,  or  the  work  of  the  Romans  in  distributing  water 
through  well-constructed  aqueducts,  or  any  one  of  their  numerous 
clever  devices,  such  as  the  steelyards,  locks,  and  surgical  instru- 
ments which  have  been  recovered  at  Pompeii,  it  becomes  evident 
that  the  ancients  were  familiar  with  a  wide  range  of  physical 
facts.    That  there  were  among  them  keen  observers  is  patent 
to  every  one  who  has  considered  the  Hermes  of  Praxiteles  or  the 
colunms  of  the  Parthenon.    The  skill  of  the  ancients  in  hunting 
and  the  accuracy  with  which  they  observed  the  motions  of  the 
planets  are  proverbial. 

Nor  were  they  wanting  in  the  desire  for  a  unitary  view  of 
the  world  about  them.  This  search,  for  unity  is  evinced  in  the 
idea  of  Heraclitus  that  igneous  vapor  (fire)  was  the  one  great 
principle,  in  the  idea  of  Thales  that  aqueous  vapor  was  the  key 
to  the  situation,  in  the  idea  of  Anaximenes  that  air  was  the  essen- 
tial principle,  and  in  the  notion  of  Democritus  that  the  origin 
of  all  things  was  to  be  sought  in  the  atom.    The  failure  of  these 
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various  views  gave  rise  to  the  general  opinion  that  four  "  elements  " 
—  earth,  air,  fire,  and  water  —  constituted  an  irreducible  mini- 
mum for  the  physical  imiverse.  The  Ptolemaic  system  of  crystal- 
line spheres,  cycles,  and  epicycles  is  another  product  of  their 
eagerness  for  unity.  Well,  then,  in  what  respect  does  modem 
physical  science  differ  from  the  ancient?  Why  is  the  beginning 
of  this  science  supposed  to  lie  only  some  three  hundred  years 
back  of  the  present? 

The  answer  to  this  question,  like  that  to  most  others  which 
begin  with  "  why,"  is  not  easy ;  and  all  that  can  be  done  here 
is  to  point  out  briefly  how  ancient  differs  from  modern  science 
rather  than  to  explain  why  this  difference  exists. 

During  the  fifteenth  century  there  seemed  to  come  over  the 
minds  of  thinking  men  a  change,  marked  especially  by  an  in- 
creased freedom  from  the  trammels  of  authority.  Such  freedom 
had  already,  even  as  early  as  the  fourteenth  century,  made  itself 
evident  in  painting,  architecture,  and  music.  A  new  literature 
had  found  expression  in  Dante,  Petrarch,  and  Boccaccio,  whose 
works  were  now  being  disseminated  by  the  newly  invented  art 
of  printing.  An  increased  boldness  was  shown  by  navigators, 
which  culminated  in  the  discovery  of  America.  This  same 
century  was  marked  by  the  birth  of  Copernicus,  with  Paracelsus 
and  Leonardo  da  Vinci  for  contemporaries.  Without  shedding  any 
new  light  upon  the  "  cause  "  of  this  changed  attitude  of  mind,  it 
may  perhaps  be  best  described  as  "  the  spirit  of  the  Renaissance." 
Previous  to  this  time,  those  great  generalizations  which  we  now 
call  "  physical  laws  "  seem  to  have  been  stumbled  upon,  so  to 
speak;  after  this  period,  the  search  for  law,  for  the  constant 
elements  in  the  behavior  of  nature,  seems  to  have  been  more  a 
matter  of  deliberate  and  definite  plan,  while  the  results  of  the 
search  have  been  tremendously  prolific  of  other  important  results. 

It  was  upon  such  a  background  as  this,  and  into  such  a  changed 
world  as  this,  that  on  the  15th  of  February,  1564,  at  Pisa,  in 
Italy,  the  founder  of  modem  physics  was  born.  But,  while 
all  science  is  the  creation  of  man,  it  is  equally  true  that  no  science 
is  the  creation  of  any  single  man.  In  what  sense,  therefore,  can 
Galileo  be  spoken  of  as  the  founder  of  modern  physics?    Just 
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this:  he  it  was  who  first  discovered  the  fundamental  principles 
of  modem  dynamics,  the  one  branch  of  learning  upon  which  the 
entire  superstructure  of  the  physical  sciences  has  been  erected. 
His  formulation  of  these  principles  was,  as  we  shall  later  see, 
imperfect ;  but  his  suggestion  that  bodies  change  their  motion 
when,  and  only  when,  acted  upon  by  some  external  force  —  or, 
if  you  please,  the  substitution  of  the  conception  "  force  "  in  place 
of  "  cause  "  of  motion  —  has  proved  to  be  the  most  fertile  princi- 
ple, as  well  as  the  first  fundamental  and  perfectly  general  prin- 
ciple, of  modem  dynamics,  a  principle  which  finds  its  later  and 
more  perfect  expression  in  Newton's  Three  Laws  of  Motion. 
Among  the  ancients,  Archimedes  (287-221  B.C.)  appears  to  be  the 
one  man  who  approached  the  modem  method  in  physics.  He 
established  a  firm  foundation  for  the  science  of  statics  —  the 
conditions  of  equilibrium  for  bodies  at  rest;  but  this  is  a  very 
special  case  of  dynamics,  and  the  achievements  of  Archimedes, 
which  early  attracted  the  attention  of  Galileo,  —  remarkable 
and  valuable  as  they  impress  us  to-day,  —  bore  little  fruit  until 
the  idea  of  force  as  the  condition  for  change  of  motion  was  intro- 
duced by  the  great  Italian.  From  Galileo's  time  on,  motions 
cease  to  be  classified  as  "  natural  "  and  "  violent."  AU  motions 
are  henceforth  "  natural,"  and  are  proper  subjects  for  special 
investigation.  The  faith  and  skill  in  experiment  exhibited  by 
Galileo  set  a  new  pace,  one  which  had  possibly  never  before  been 
reached,  and  one  which  has  certainly  seldom  since  been  surpassed. 

Very  striking  is  the  manner  in  which  experiment  continues  to 
grow  in  favor.  During  the  last  half  century  astronomers  have  made 
many  experiments  in  order  to  interpret  their  observations.  Still 
more  recently  have  biologists  taken  to  experiment  and  with  such 
earnestness  that  a  leading  American  naturalist  (Science,  vol.  41,  p.  4, 
1915)  considers  it  the  "  most  salient  feature  of  the  new  zoology." 

The  experimental  method  once  established,  new  facts  and  new 
generalizations  accumulated  with  marvelous  rapidity;  and  the 
subject  of  natural  philosophy,  enriched  by  the  labors  of  Hooke, 
Boyle,  and  Newton  in  England,  Descartes  and  Mersenne  in  France, 
Huygens  in  Holland,  Torricelli  and  other  pupils  of  Galileo  in  Italy, 
became  so  bulky  that  certain  natural  cleavage  lines  began  to  appear. 
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Certain  phenomena  were  soon  recognized  as  peculiar  to  living 
-  bodies  which  possess  the  ability  to  assimilate  food, 
the  power  of  reproduction,  sensation,  etc.,  and  these  came  to  be 
studied  under  the  head  of  natural  history  and  medicine.  This 
entire  group,  including,  as  it  now  does,  botany,  zoology,  physi- 
ology, anatomy,  paleontologj'  (as  distinguished  from  geology), 
bacteriology,  etc.,  has,  by  wide  consent,  been  given  the  name 
of  the  natural  sciences.  All  matter,  other  than  that  of  living 
bodies,  is  said  to  be  inanimate ;  and  it  is  with  this  class  of  bodies 
especially  that  the  physical  sciences  ha\-e  to  do. 

In  the  early  days,  nearly  all  the  phenomena  of  the  physical 
sciences  were  studied  under  the  head  of  Natural  Philosophy,  a 
term  which  was  employed  in  contradistinction  to  Natural  His- 
tory, and  one  which  included  such  diverse  subjects  as  the  motions 
of  the  solar  system,  engineering  structures,  and  meteorology. 
But  Physics,  or  Natural  Philosophy,  in  its  narrow  and  proper 
sense,  does  not  deal  with  all  the  phenomena  of  dead  matter. 
There  are,  (or  instance,  certain  bodies  which  are  so  distant  from 
us  that  they  can  l>e  studied  only  by  specially  designed  instruments 
such  as  the  telescope.  Accordingly,  the  study  of  the  fixed  stars, 
the  planets,  comets,  etc.,  is  pursued  under  a  special  department 
of  physical  science  called  Astronomy.  There  is  another  exceed- 
ingly large  and  important  branch  of  physical  science  which  deals 
especially  with  those  changes  which  occur  in  homogeneous  bodies 
—  mainly  changes  of  composition.  The  systematic  study  of  these 
changes  is  carried  on  under  the  head  of  Chemistry. 

Those  properties  of  inanimate  bodies  which  are  not  primarily 
connected  with  a  change  in  their  chemical  composition  are  then 
the  especial  subjects  of  study  pursued  under  the  head  of  Physics. 

Besides  these  there  are  other  important,  but  more  specialized, 
branches  of  physical  science  which  deal  with  particular  groups 
of  bodies.  Thus  the  comprehensive  science  which  takes  up  the 
study  of  the  earth's  crust  from  a  physical  and  chemical  stand- 
point is  caLed  Geology ;  while  Meteorology,  a  science  of  great 
significance  and  of  increasing  practical  value,  deals  exclusively 
with  the  physical  phenomena  of  the  earth's  atmosphere. 

Built  upon  the  physical  and  natural  sciences,  is  still  another 
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gPOilp  (A  studies  distinguished  from  the  preceding  ''  pure  "  sciences 
mainly  by  the  purpose  and  attitude  of  mind  on  the  part  of  the 
student.  Such  are  the  various  branches  of  engineering,  which 
are  largely  branches  of  applied  physics;  such  also  is  the  study 
of  modem  medicine,  a  science  which  has  become  immediately 
dependent  upon  Biology,  Chemistry,  Physics,  Physiology,  and 
Anatomy. 

In  attempting  roughly  to  locate  Physics  among  the  various 
sciences,  we  have  so  far  considered  only  those  groups  of  phenom- 
ena which  are  associated  with  matter,  and  have  left  to  one  side 
the  phenomena  of  mind,  also  the  historical  sciences  which  deal 
with  the  purposes  and  the  controlling  wills  of  individuals  and 
nations.  To  one  side  also  have  been  left  those  sciences  which 
deal  with  the  consensus  of  sane  opinion  and  with  the  expression 
of  the  will  of  the  entire  race,  sciences  which  Miinsterberg  calls 
"  Normative  "  and  which  include  Logic  and  Mathematics. 

The  place  of  Physics  in  the  family  of  the  sciences  is  then  a  very 
modest  one,  for  it  deals  only  with  a  particular  group  of  phe- 
nomena, associated  with  inanimate  matter,  and  limited  essen- 
tially to  those  changes  in  which  the  composition  of  the  various 
substances  involved  remains  unaltered.  Within  this  limited 
domain  the  purpose  of  the  physicist  is  to  discover  and  to  de- 
scribe the  imiversal  and  constant  modes  in  the  behavior  of  nature. 
Very  often  these  results  can  be  given  a  simple  and  accurate 
mathematical  formulation.  With  what  splendid  success  this 
work  has  been  pushed  forward  will  appear  when  we  come  to 
study  in  more  detail  the  work  of  the  men  who  have  followed  the 
great  Galileo,  men  such  as  Newton,  Faraday,  and  Maxwell  in 
England ;  Fresnel  and  AmpSre  in  France ;  Gauss,  Weber,  Kirch- 
hoff,  Helmholtz,  and  Hertz  in  Germany;  Volta  and  Melloni  in 
Italy;   Franklin,  Henry,  and  Rowland  in  America. 

Vast  and  bewildering  as  this  great  body  of  discovered  truth 
appears,  we  have  only  to  look  beyond  the  frontiers  of  knowledge 
to  realize  how  contemptible,  in  comparison  with  the  unknown, 
are  the  few  scientific  results  which  go  to  make  up  the  present 
science  of  Physics. 


"The  Book  of  Nature  is  a  fine  large 
ti4;)e8try  rolled  up  which  we  are  not  able 
to  see  all  at  once." 

RoBBBT  BoTLB,  Work9,  VI,  p.  796. 


CHAPTER  I 
KINEMATICS.    THE   SCIENCE   OF   MOTION 

Position 

1.  Kirchhoff  (1824-1886),  a  distinguished  German  physicist, 
first  clearly  pointed  out  that  the  aim  of  the  physicist  is  to  de- 
scribe the  motions  of  bodies  completely  and  in  the  simplest  possible 
manner.  But  since  a  body  is  a  limited  portion  of  matter,  which 
we  may  consider  as  made  up  of  a  number  of  small  particles,  it 
will  be  simpler  to  consider  first  the  motion  of  a  particle  and  then 
pass  to  the  consideration  of  bodies  in  motion.  The  word  "  par- 
ticle "  is  used  always  to  denote  a  body  so  small  that  its  dimensions 
may  be  neglected  in  comparison  with  other  distances  involved. 
Thus  a  baseball  may  be  considered  a  particle  when  one  is  think- 
ing only  of  its  path  through  the  air ;  but  in  the  pitcher's  hands 
it  becomes  a  body  of  very  appreciable  size,  a  body  which  he 
sets  into  rotation  about  a  definite  axis  in  order  to  give  it  any 
desired  "curve."  However,  since  motion  is  merely  change  of 
position,  it  will  be  convenient  first  to  learn  how  the  position  of 
a  particle  b  defined. 

Position  op  a  Particle  in  a  Plane 

2.  When  geographers  describe  the  position  of  a  town,  they 
assume  that  the  reader  already  knows  the  position  of  some  point 
on  the  earth,  which  may  be  called  a  point  of  reference.  Such  a 
point  of  reference  for  the  surface  of  the  earth  is  the  intersection 
of  the  meridian  through  Greenwich  with  the  equator.  This 
fixed,  the  location  of  a  town  is  definitely  described  when  two 
things  are  known  about  it ;  namely,  its  latitude  and  its  longitude. 
Thus  the  island  of  St.  Helena  is  in  15^  55'  south  latitude  and 
5°  43'  west  longitude. 
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Fio.  1. — niuBtratiiig  rectiingnltr 
coflrdiiiAt«6. 


A  similar  method  is  frequently  used  in  physics ;  e.g.  the  posi- 
tion of  a  point  P  (Fig.  1),  with  reference  to  another  point  0, 
in  the  same  plane,  b  described  when  two  mutually  rectangular 
straight  lines  are  drawn  through 
the  point  0,  and  the  perpen- 
dicular distances  of  the  point 
P  from  these  two  lines  respec- 
tively are  given.  The  point  of 
reference  0  is  general^  called 
the  origin.  The  horizontal  line 
of  reference  (TX  (Fig.  1)  is  " 
general^  called  the  axis  of  X; 
and  the  vertical  line  of  refer- 
ence UY,  the  axis  of  7.  The 
longitade  x  of  the  point  P  is 
called  its  abscissa;  wtule  the 
latitude  y  is  known  as  its  ordi- 
nate. Abscissas  are  positive 
when  drawn  to  the  right  from  the  axis  of  Y;  negative  when 
drawn  to  the  left.  Ordinates  are  positive  when  drawn  upward 
from  the  axis  of  X;  negative  when  drawn  downward.  These 
quantities  x  and  y  are  known  as  the  rectangular  coSrdinates  of 
the  point  P;  they  are  a  special  kind  of  Cartesian  coordinates, 
so  caUed  after  Descartes,  who  first  employed  an  algebra  of  this 
kind. 

In  the  laboratory  we  have  frequent  occasions  to  draw  curves, 
and  this  is  generally  done  by  locating  points  on  coordinate  paper 
in  the  manner  just  described. 

Navigators  and  surveyors  generally  employ  a  different  method 
of  locating  one  point  with  reference  to  another  in  the  same  plane. 
They  give  the  straight-line  distance  from  the  first  point  to  the 
second,  then  they  give  the  direction  of  the  line  joining  the  points. 
This  metiiod  also  is  frequent^  used  in  physics  and  is  known 
as  the  method  of  polar  coordinates.  The  idea  will  be  clear  from 
Fig.  2,  where  0  is  the  point  of  reference  and  UX  any  known 
direction.  There  is  no  doubt  about  the  exact  position  of  a  particle 
at  P  as  soon  as  we  know  the  distance  r  between  the  points  0  and 
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P,  and  the  angle  6  between  the  lines  OP  and  OX.     The  angular 
distance '9  we  shall  always  consider  positive  when  measured  in  a 

direction  contrary  to  tiliat 
in  which  the  hands  of  a 
clock  move,  a  direction 
which  is  called  counter- 
clockwise. In  like  manner, 
6    is    considered    negative 

Fio.  2.  —  Ulustrating  polar  codrdinates.  ,  i  •  i     i 

when  measured  in  a  clock- 
wise sense.    The  line  UX  we  may  call  the  line  of  reference. 


+a 


Position  of  a  Particle  in  Space 

3.  If  a  point  on  the  earth's  surface  is  to  be  described  still  more 
completely,  we  may  choose  the  sea  level  as  a  plane  of  reference, 
and  give  the  altitude  of  the  point.  So  in  mathematics  and 
physics  one  frequently  describes  a  point  by  locating  it  first  in  a 
certain  plane  as  described  in  the  pre- 
ceding sections,  and  then  stating  the 
position  of  this  plane  with  respect 
to  some  other  plane  of  reference.  It 
will  be  observed  that,  in  general, 
three  specifications  are  needed  to  cow- 
pletely  describe  the  position  of  one 
point  with  r^erence  to  another:  and 
when  the  numerical  values  of  these 
three  coordinates  are  once  known, 
the  position  of  the  point  is  given  without  ambiguity.  Thus  if  the 
rectangular  coordinates  of  a  particle  in  space  have  the  values 


+6 


Fio.  3. 


X  = 

y  = 

z  = 


-4, 
+  6, 
+  3, 


one  can  proceed  to  locate  it  as  indicated  in  Fig.  3. 
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Position  Vectors 

4.  But  a  third  and  simpler  way  to  think  of  the  position  of  a 
point  is  to  consider  it  as  completely  specified  by  a  single  straight 
line  running  from  the  point  of  reference  to  the  point  under  con- 
sideration. If  in  Fig.  4  we  know,  not  only  the  length,  but  also 
the  direction  (including  the  sense)  of  the  straight  line  OP,  we 
know  all  that  can  possibly  be  known  about 
the  position  of  the  particle  at  P. 

To  any  such  quantity  as  (JP,  possessing 
direction,  sense,  and  amount,  the  name 
'' vector"  has  been  given.  This  class  of 
quantities  includes  many  of  the  most  im- 
portant studied  in  physics. 

A  vector  quantity  is  simply  one  which 
resembles  a  limited  straight  line  in  three  par- 
ticulars ;  namely,  in  the  possession  of  direc- 
tion, sense,  and  numerical  magnitvde,  A  vector  which  locates  one 
point  with  reference  to  another,  as  in  Fig.  4,  is  called  a  position 
vector,  and  b  a  type  of  vector  quantities  in  general,  of  which  we 
shall  meet  many  examples  in  later  pages.  The  usefulness  of  the 
vector,  in  representing  the  position  of  a  point,  lies  in  its  clearness 
and  simplicity;  for  purposes  of  numerical  calculation  it  has 
small  value. 

Digression  on  Scalar  Quantities 

6.  The  mere  length  of  a  straight  line  b  the  same  in  whatever 
direction  the  line  may  lie.  The  lev^gth  of  a  straight  line  is,  there- 
fore, noi  a  vector  quantity.  It  is  independent  of  direction. 
Quantities  which  do  not  have  direction  are  called  scalars. 

Philadelphia  is  a  city  90  miles  from  New  York.  This  distance 
is  a  scalar  quantity.  The  information  contained  in  this  statement 
tells  me  only  that  Philadelphia  lies  somewhere  on  a  circle  of  90 
miles  radius  described  with  New  York  as  a  center.  But  "  90 
miles  southwest  of  New  York  "  gives  me  a  vector  quantity,  which 
locates  the  position  of  Philadelphia  without  ambiguity.  A  pound 
of  sugar,  three  yards  of  calico,  two  gallons  of  water,  a  volume  of 
anything,  any  amount  of  matter,  are  illustrations  of  scalars. 
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Summary 

6.  Summarizing^  then,  the  position  of  a  particle  is  nearly  always 
described  by  one  or  the  other  of  the  three  following  methods :  — 

(i)  Rectangular  coordinates,  in  which  the  position  of  a  point 
is  defined  by  giving  its  distance  from  each  of  three  mutually 
perpendicular  planes.  These  distances  are  caUed  the  rectangu- 
lar coordinates  of  the  particle  and  are  usually  denoted  by  x,  y,  z. 
The  three  mutually  perpendicular  reference  planes  are  indicated 
in  Fig.  3  by  YOZ,  ZOX,  and  XOY. 

(ii)  Polar  coordinaies,  in  which  the  position  of  a  particle  is 
described  by  its  distance  r  from  the  origin,  and  by  its  latitude 
and  longitude  on  a  sphere  whose  center  is  at  the  origin  and  whose 
radius  is  the  distance  r  just  described.  These  three  quantities 
are  called  the  polar  coordinates  of  the  particle  and  are  usually 
denoted  by  the  letters  r,  B,  and  0  respectively. 

(iii)  Vectors,  a  graphical  method  in  which  the  position  of  a 
particle  is  located  as  the  terminal  point  of  a  single  straight  line 
drawn  in  a  definite  sense  and  in  a  definite  direction  from  the 
origin. 

PosmoN  OF  A  Body 

7.  Having  thus  far  considered  the  position  of  a  particle  only, 
we  now  take  up  the  position  of  a  body  which  has  already  been  de- 
fined as  a  limited  portion  of  matter.  For  the  present  let  us  deal 
only  with  perfectly  rigid  solids,  that  is,  with  bodies  whose  size 
and  shape  are  each  constant.  If  we  consider  a  body  merely  as 
a  system  of  particles,  it  is  evident  that  its  position  is  completely 
defined  only  when  the  position  of  each  particle  in  the  system  is 
known.  But  since  the  body  is  rigid,  this  is  equivalent  to  saying 
that  its  position  is  completely  determined  when  we  know  the  posi- 
tions of  any  three  points  in  the  body,  provided  of  course  that 
these  points  do  not  lie  in  the  same  straight  line.  In  other  words, 
if  a  straight  line  and  one  point  outside  this  line  be  located  in  a 
rigid  body,  the  position  of  the  entire  body  is  completely  defined. 
It  is  clear,  therefore,  that  a  body  may  have  many  different  posi- 
tions in  which  two  points  in  the  body  are  fixed ;  for  under  this 
condition  it  may  be  rotated  through  any  angle  about  the  straight 
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line  joining  these  two  points.  As  we  shall  see  later,  it  is  often 
quite  as  necessary  to  consider  the  angular  as  well  as  the  linear 
position  of  a  body ;  while  for  a  single  particle  angular  position 
is  a  term  which  has  no  meaning. 

Measurement  of  Lengths 

8.  The  actual  determination  of  the  position  of  any  point  in 
the  world  about  us  leads  at  once  to  the  measurement  of  a  dis- 
tance, by  which  is  meant  simply  the  comparison  of  the  distance 
in  question  with  a  given  distance  which  we  agree  to  take  as  unity. 
As  later  experience  will  show,  comparison  is  the  essential  fea- 
ture of  all  measurement.  Ten  yards  of  cloth  is  simply  a  piece 
of  cloth  which  is  ten  times  as  long  as  a  certain  piece  of  wood, 
called  a  yardstick. 

Units  of  Length.    Centimeter.    Foot 

9.  Almost  the  entire  scientific  world  has  agreed  to  take  as  the 
standard  length  the  distance  between  two  marks  on  a  certain 
platinum-iridium  bar  preserved  in  the  International  Metric  Bureau 
at  Sivres,  near  Paris.  This  distance  is  called  a  meter.  The  one 
hundredth  part  of  the  distance  between  these  two  marks  is  taken 
as  the  unit  and  is  called  a  centimeter.  For  many  laboratory 
measurements  this  smaller  unit  will  be  found  more  convenient 
than  the  meter. 

It  will  be  observed  that  this  definition  is  purely  arbitrary,  a 
mere  matter  of  convention.  The  fact  that  the  meter  is  so  chosen 
as  to  be  nearly  equal  to  one  ten-millionth  of  the  distance  from  the 
earth's  equator  to  its  north  pole  is  interesting;  but  it  does  not 
enter  into  the  definition  of  the  unit  of  length.  As  a  matter  of 
fact,  the  length  of  the  earth's  quadrant  has  been  found  to  be  more 
nearly  10,000,880  meters. 

English  and  American  engineers  generally  employ  the  yard 
as  the  standard  of  length  and  the  foot,  which  is  one  third  of  a  yard, 
as  the  unit  of  length. 

In  Great  Britain  the  yard  is,  by  definition,  the  distance  be- 
tween two  rulings  on  a  certain  bronze  bar  preserved  in  the  Stand- 
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ards  Office  at  London.     In  the  United  States  the  yard  is  defined 
as  36/39.37  of  the  standard  meter  at  Sdvres. 
From  the  definition  of  the  yard  one  sees  that 

One  inch  =  1/36  yard    =  2.54001  centimeters 
and  One  mile  =  1760  yards  =  1609.35  meters. 

Measurement  op  Areas.    Unif  op  Area 

10.  Having  settled  upon  the  centimeter  as  a  miit  of  length, 
the  simplest  possible  unit  of  area  is  the  area  of  one  square  centi- 
meter. In  consideration  of  this  fact,  the  unit  of  area  almost 
universally  employed  in  science  is  the  square  centimeter.  Very 
seldom,  indeed,  are  areas  measured  by  direct  comparison  with 
a  unit  of  area.  More  frequently  it  will  be  found  convenient  to 
measure  the  linear  dimensions  of  the  surface  in  question,  and, 
from  these,  to  compute  by  geometry  the  area  of  the  surface.  Engi- 
neers, of  course,  employ  the  square  foot  as  the  unit  of  area. 

Measurement  op  Volumes.    Unit  op  Volume 

11.  Standards  of  volume,  such  as  the  bushel,  the  quart,  the 
cubic  foot,  are  already  familiar.  In  scientific  work  the  cubic 
centimeter  is  adopted  as  the  unit  of  volume,  and  for  the  same 
reasons  that  led  to  the  adoption  of  the  square  centimeter  as  the 
unit  of  area.  An  acquaintance  with  the  metric  system  makes 
the  wisdom  of  this  choice  at  once  apparent. 

In  the  case  of  volumes  whose  linear  dimensions  can  be  meas- 
ured, e.g,  a  parallelepiped  or  a  sphere,  it  is  frequently  more  con- 
venient to  compute  the  volume  than  to  measure  it  directly. 

Angular  Position.    Unit  Angle 

12.  When  two  straight  lines  do  not  coincide  in  direction,  they 
are  said  to  have  different  angular  positions.  The  difference  of 
their  directions  is  the  angular  displacement  of  one  line  with  re- 
spect to  the  other.  This  angular  displacement  is  expressed  by 
surveyors  and  astronomers  in  degrees.  But  navigators  use 
"points"  of  the  compass,  or  11J°,  as  units.    In  physics  and 
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mathematics  the  unit  of  angle  mostly  employed  in  the  descrip- 
tion and  discussion  of  phenomena  is  different  from  either  of  these. 
It  is  defined  as  follows :  If  two 
straight  lines  lying  in  the  same 
plane  differ  in  direction,  they 
will  intersect.  About  the  point 
of  intersection  as  center,  and  in 
the  plane  of  these  two  lines, 
draw  a  circle.  These  lines  are 
said  to  include  a  unit  angle 
when  they  intercept  an  arc  of 
this  circle  equal  in  length  to 
its  radius.    See  Fig.  5.    This 

..  ,     .         M   J  xt.         j»  Fio.  6.  —  Unit  angle. 

umt  angle  is  called  the  radian. 

It  is  evident,  since  the  circumference  of  a  circle  is  a  length  equal 
to  2t  times  the  radius,  that  in  one  right  angle  there  will  be  one 

quarter  of  2t  radians,  i.e,  -  radians.     Compute,   and   on   the 
margin  of  this  page  record,  the  number  of  degrees  in  one  radian. 

Problems 

1.  Explain  just  how  it  is  that  any  limited  straight  line  is  a  vector 
quantity,  while  the  length  of  such  a  line  is  a  scalar  quantity. 

2.  What  light  does  the  etymology  of  the  word  "  vector  "  shed 
upon  its  present  meaning? 

3.  How  many  radians  in  the  angle  subtended  by  a  semicircle? 

4.  The  volume  of  a  cube  is  921  c.c.  Find  the  area  of  one  face  of 
the  cube. 

6.  Draw  a  pair  of  axes  at  right  angles  to  each  other.  With 
reference  to  these  axes,  locate  the  points  A,  B,  and  C  which  have 
abscissas  and  ordinates  as  follows :  — 


POIKT 

AaaciBBjL 

Obdihat. 

A 

+  2 

+    7 

B 

+  5 

-  10 

C 

-8 

-    4 

6.   How  many  cubic  centimeters  in  the  volume  of  a  hemisphere  of 
8  cm.  radius? 
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7.  Draw  three  mutually  rectangular  axes  of  coordinates  and 
locate  the  two  points  whose  coordinates  are  ( —  2,  +3,  +4)  and 
(+1,   +5,   +2). 

8.  Find  the  length  of  the  vector  joining  the  two  points  whose 
positions  are  given  in  the  preceding  problem. 

9.  Which  of  the  two  foUowing  points  is  farther  from  the  origin, 
(+5,   -9)  or  (  +  7,   +7)? 

10.  The  two  mutually  perpendicular  sides  of  a  right-angled  triangle 
are  9  and  20  centimeters,  respectively,  in  length.  Find  the  area  of  the 
triangle  in  square  centimeters,  and  the  length  of  the  hypothenuse  in 
centimeters. 

11.  Compute  the  number  of  seconds  of  arc  in  one  radian. 

12.  Locate  on  the  plane  of  the  blackboard  the  following  position 
vectors:—  .^^  3q^  ^  ^    ^50 

r  =  30,  tf  -  345^ 
r  «  30,  tf  =  195^ 

13.  Considered  as  a  unit  of  volume,  what  advantage  has  the  cubic 
centimeter  over  the  cubic  inch  ? 

14.  How  many  cubic  centimeters  are  there  in  a  cubic  foot? 

16.  How  many  threads  to  the  inch  must  a  screw  have  in  order 
that  its  nut  may  be  advanced  one  half  millimeter  for  each  rotation? 


Fig.  6. — Change  of  pomtion,  a  quantity 
having  direction. 


Change  op  Position 

I.     Case  of  a  Particle 

13.  Imagine  a  bird  sitting  on 
a  tree  at  the  point  P  in  the  dia- 
gram (Fig.  6) ;  and  suppose  yom^ 
self  an  observer  standing  at  the 
point  0.  The  line  OP  will  repre- 
sent the  position  of  the  bird. 
But  if  while  you  remain  at  0 
the  bird  flies  to  another  tree  at 
Q,  it  is  evident  that  the  position 
of  the  bird  will  now  be  repre- 
sented by  the  straight  line  OQ, 
which  differs  from  OP  in  both 
direction  and  length.    How  shall 
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one  most  clearly  describe  the  change  in  the  bird's  position? 
Evidently  the  simplest  way  is  to  draw  a  straight  line  from  P  to 
Q  and  let  the  line  PQ  represent  the  change  in  position.  For  the 
new  position  of  the  bird  may  be  defined  either  by  giving  the 
two  straight  lines  OP  and  PQ,  or  by  simply  giving  the  one 
straight  line,  OQ ;  by  either  process  we  definitely  locate  the  new 
position,  Q. 

If  the  point  Q  lies  upon  the  line  OP,  or  upon  OP  extended,  the 
change  of  position  involves  a  change  of  distance  only ;  if  however 
OP  and  OQ  have  each  the  same  length,  then  the  change  is  one  of 
direction  only. 

The  upshot  of  the  whole  matter  is  that  change  of  position  is 
described  in  exactly  the  same  way  as  is  position  itself ;  namely,  by 
stating  the  length,  sense,  and  direction  of  a  straight  line. 

Digression  on  the  Addition  and  Subtraction  of  Vectors 

14.  Referring  to  Fig.  7,  let  us  denote  the  vector  OP  by  p, 
the  vector  PQ  by  q,  and  the  vector  OQ  by  r.  Then  it  will  be 
dear  that  the  new  position  Q  of  y 
the  particle  may  be  located  in 
either  one  of  two  di£Perent  but 
strictly  equivalent  methods. 
By  one  method,  the  particle  at  Q 
is  located  as  the  terminal  point 
of  the  vector  r.  By  the  other 
method,  it  is  the  terminal  point 
of  two  vectors  p  and  q,  placed 
end  to  end  with  their  arrows  in 
the  same  sense.  And  since  r 
locates  the  point  Q  at  the  same 
distance  and  in  the  same  direction  from  the  origin,  r  is  said 
to  be  the  resultant  or  vector  sum  of  p  and  q;  while  p  and  q 
are  said  to  be  the  components  of  r.  In  the  algebra  of  vectors 
this  fact  is  expressed  by  writing 

P  +  ?  =  r,  Eq.  1 

an  equation  which  contains  the  whole  story  of  vector  addition. 


Fio.  7.  —  Vector  addition. 
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In  ordinary  algebra,  which  deals  only  with  scalar  quantities,  we 

should  have 

P  +  q>r, 

but  this  inequation  refers  merely  to  lengths  and  not  at  all  to 
directions. 

The  resultant  of  any  number  of  vectors  is  obtained  by  pre- 
cisely the  same  process,  namely,  placing  these  vectors  end  to  end, 
in  any  order,  but  all  in  the  same  sense,  and  then  joining  the 
initial  point  of  the  first  vector  to  the  terminal  point  of  the  last 
vector. 

This  graphical  method  gives  rise  to  the  vector  polygon,  as 
illustrated  in  Fig.  8,  where  f  is  the  resultant  of  the  vectors  p, 

q,  and  a.  From  what  precedes  it 
will  be  seen  that  vector  addition 
means  nothing  more  than  what 
b  impUed  in  the  statement  that, 
so  far  as  mere  transportation 
is  concerned,  it  b  all  the  same 
whether  one  travels  by  train 
directly  from  Chicago  to  Pitts- 
burg, or  goes  first  from  Chicago 
to  Toledo,  thence  to  Cleveland,  and  thence  to  Pittsburg. 

Since  the  sign  of  a  vector  determines  its  sense,  one  sees  that 
the  subtraction  of  any  given  vector  from  another  is  precisely 
the  same  as  reversing  the  sense  of  the  given  vector  and  then 
adding  it  to  the  other. 

When  a  particle  receives  a  dis- 
placement which  is  represented  by 
any  given  vector,  say  OP,  Fig.  9, 
the  question  often  arises  as  to  what 
the  amount  of  the  displacement  is 
in  some  other  direction,  say  0  H. 

This  is  found  by  letting  fall  from 
the  terminal  point  P  a  perpendic- 
ular upon  the  line  OH.  If  R  denotes  the  foot  of  this  perpen- 
dicular, we  may  consider  the  vector  OP  as  broken  up  into  two 
components  OR  and  RP,  of  which  the  former  lies  entirdy  along 


Fio.  8. — Polygon  of  vectors. 


Fiu.  9.  —  Illustrating  the  resolution 
of  a  vector. 
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OH;  the  latter  has  no  component  along  OH,    From  the  defini- 
tion of  a  cosine  it  is  evident  that 

OR  =  OP  cos  e.  Eq.  2 

It  is  customary  to  speak  of  OR  as  the  projection  of  OP  upon  the 
straight  line  OH,  or  as  the  component  of  OP  along  0 H. 

The  correct  method  of  adding  and  subtracting  vectors  seems 
to  have  been  first  set  forth  clearly  by  Newton  and  Varignon  in 
1687.  For  in  this  same  year  Newton  published  his  Principia  and 
Varignon  his  Plan  for  a  New  Mechanics. 

II.    Case  of  a  Rifid  Body 

15.  As  has  been  observed  (§  7),  the  position  of  a  rigid  body  b 
fixed  when  any  three  points  in  the  body,  not  lying  in  the  same 
straight  line,  are  fixed. 

Accordingly,  one  might  expect  the  position  of  a  rigid  body  to 
change  in  a  great  variety  of  ways.  But  as  a  matter  of  fact  there 
are  only  three  different  methods  in  which  a  rigid  body  can  shift 
its  position. 

(i)  The  first  of  these  is  the  motion  one  sees  in  the  flywheel  of  a 
sewing  machine  or  in  a  grindstone,  or  in  any  wheel  and  axle,  such 
as  that  indicated  in  Fig.  10,  where 
the  rotation  is  about  a  fixed  axis. 
This  motion  of  a  rigid  body  about 
a  fixed  axis  is  called  a  pure  rota- 
tion. 

/••\   rm  1     #     1  ^«  Fig.  10.  —  A  case  of  pure  rotation. 

(u)  Ihe  second  of  these  motions 
is  one  which  occurs  in  the  piston  rod  of  an  ordinary  steam  engine, 
and  in  a  sled  which  slides  to  and  fro  in  its  own  track.  Here  no 
point  in  the  body  is  fixed.  The  motion  is  such  that  each  point 
in  the  body  describes  a  path  equal  and  similar  to  the  path  of  every 
other  point.    Such  a  motion  is  called  a  pure  translation. 

From  the  above  definition,  it  is  evident  that,  if  one  places  a 
compass  excentrically  on  a  horizontal  glass  plate  which  is  slowly 
rotating  about  a  fixed  vertical  axis,  the  circular  motion  of  the 
compass  needle  will  be  one  of  pure  translation. 


18  GENERAL  PHYSICS 

(iii)  The  only  other  motion  which  a  rigid  body  can  have  is  a 
combination  of  the  two  preceding,  that  is,  a  body  may  be  rotated 
and  translated  at  the  same  time.  Such  a  motion  is  called,  in 
technical  language,  a  twist.  The  first  example  of  a  twist  which 
will  occur  to  the  reader  is  doubtless  the  motion  of  a  nut  with 
reference  to  its  screw,  or  of  a  ring  sliding  over  a  rod,  or  of  a  base- 
ball pitched  in  such  a  way  as  to  acquire  a  "  curve." 

The  student  who  pursues  the  subject  further  will  find  that  any 
change  of  position,  such  for  instance  as  that  which  occurs  when 
one  takes  his  watch  from  his  pocket  and  lays  it  upon  the  table, 
may  be  accomplished  by  a  single  twist. 

The  fact  is  then  that  every  motion  of  a  rigid  body  turns  out 
to  be  either  a  pure  translation  or  a  pure  rotation  or  a  twist. 

As  we  have  already  seen,  linear  displacements  are  represented 

by  vectors;    so  also  are  angular  displacements.    For  imagine 

Y  the  rough  outline  in  Fig. 

11  to  represent  any  rigid 
*  ^       K^S^-^^       body  having  one  point  0 

"^■"■^     ^^^S^f^^^^^T"^  fixed.    Take  this  point  as 

lOvri-'-l i_t — X  origin.    Imagine  the  body 

y^  to  be  turned  through  any 

I^  angle  0  about  an  axis  OP. 

Fig.  11.- Angular  diBplacement  a  vector.  g^^j^  ^^  ^^^^^  displace- 
ment is  what  we  have  just  called  a  pure  rotation.  It  requires  for 
its  description  three  specifications,  namely,  (i)  the  direction  of  the 
axis  of  rotation,  (ii)  the  amount  of  rotation,  i.e.  the  angle  through 
which  the  body  has  turned,  and  (iii)  the  sense  of  rotation.  In 
short,  this  angular  displacement  requires  a  vector  to  represent  it.* 

Thus,  if  a  grindstone  be  rotated  through  90°,  its  angular  dis- 
placement would  be  represented  by  a  vector  drawn  in  the  direc- 
tion of  the  axis  of  the  grindstone,  and  of  a  length  -,  the  sense 

being  such  that  if  one  looks  in  the  direction  of  the  arrow  on  the 
vector,  the  stone  will  appear  to  rotate  in  a  clockwise  direction. 

*  The  student's  attention  is  here  especially  directed  to  the  fact  that  in 
adding  vectors  which  represent  angular  displacement,  the  resultant  is  not 
independent  of  the  order  in  which  the  vectors  are  added,  except  when  the 
angular  displacements  are  infinitesimal. 


KINEMATICS.     THE  SCIENCE  OP  MOTION  19 

Such  a  relation  between  the  direction  of  the  vector  and  the  direc- 
tion of  the  rotation  is  exactly  that  which  exists  between  the  direc- 
tion of  advance  and  the  direction  of  rotation  in  an  ordinary  wood- 
s^crew.  It  is  hence  called  the  right-handed  screw  relation.  It 
is  important  to  observe  that  the  rule  for  the  addition  of  vectors 
applies  to  angular  displacements  only  when  these  are  very  small. 
In  the  later  parts  of  physics,  we  shall  meet  many  pairs  of  quan- 
tities related  in  the  same  way  as  are  these  two  displacements, 
linear  and  angular,  which  we  have  just  been  considering. 

Degrees  of  Freedom 
I.    Case  of  a  Particle 

16.  It  is  interesting  to  observe  that  when  a  particle  is  free 
to  change  its  position  by  moving  in  any  direction  whatever,  it 
can  move  in  three,  and  only  three,  directions,  such  that  its  mo- 
tion along  any  one  of  these  directions  has  no  component  along 
either  of  the  other  two.  And  it  is  evident  that  these  three  direc- 
tions are  mutually  perpendicular;  for  if  they  were  inclined  at 
any  angle  other  than  90^,  say  0,  a  displacement  r  along  one  axis 
would  have  a  component  r  cos  0  along  the  other.  These  three 
directions  are  represented,  therefore,  by  any  three  rectangular 
axes.  In  view  of  these  facts,  a  particle  is  said  to  have  three 
degrees  of  freedom.  In  other  words,  a  particle  has  three  possi- 
bilities in  the  way  of  translational  motion.  It  cannot  rotate 
because,  by  definition,  it  has  no  appreciable  dimensions.  When 
the  motion  is  confined  to  a  single  plane,  it  has,  of  course,  only  two 
d^rees  of  freedom ;  and  when  its  motion  is  limited  to  a  line,  a 
particle  is  said  to  have  only  one  degree  of  freedom. 

11.    Case  of  a  Rigid  Body 

17.  The  case  is  quite  different  with  an  extended  body.  Con- 
sider a  coin,  a  metal  cylinder,  or  any  rigid  body  whatever;  if 
it  is  perfectly  free,  it  can  be  translated  parallel  to  any  of  the  three 
rectangular  axes.  Like  the  particle,  it  has  three  degrees  of  trans- 
lational freedom.  Now  imagine  this  body  supported  on  a  single 
pivot,  in  the  same  manner  as  a  spinning  top.    Here  one  point  is 
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fixed  so  that  the  body  has  no  freedom  of  translation;  yet  it  is 
clearly  possible  for  the  body  to  rotate  about  any  one  of  three 
mutually  perpendicular  axes  passing  through  this  fixed  point. 
A  rotation  about  any  one  of  these  axes  will  have  no  component 
of  rotation  about  either  of  the  other  axes.  A  rigid  body  not 
constrained  in  any  way  b  said,  therefore,  to  have  three  degrees 
of  freedom  of  rotation,  making  in  all  six  degrees  of  freedom  for 
any  unhampered  body,  namely,  three  of  translation  and  three  of 
rotation. 

The  student  will  find  it  both  interesting  and  important  to  dis- 
cover, in  any  particular  case  of  constrained  motion,  just  how 
many  degrees  of  freedom  a  body  has ;  for  the  advanced  student 
will  find  later  that  the  whole  behavior  of  a  body  may  be  described 
by  use  of  as  few  coordinates  as  the  body  has  degrees  of  freedom 


Interesting  Special  Case.     Uniplanar  Motion 

18.  When  the  motion  is  in  a  single  plane,  the  rigid  body  can 
be  transferred  from  any  one  position  to  any  other  position  (in 

that  plane,  of  course)  by  a  pure  rota- 
tion alone. 

To  prove  this  theorem,  consider 
any  two  positions  of  the  body  as  rep- 
resented by  AB  and  A'B'  in  Fig.  12. 
Bisect  A  A'  and  also  BB\  Draw 
perpendiculars  through  these  points 
of  bisection.  Denote  by  0  the  point 
where  these  perpendiculars  intersect. 
Then  the  axis  about  which  the  body 
B'  AB  must  be  rotated  to  bring  it  into 
Fig.  12.  —  Eiustrmting  the  most     the  position  A' B'  is  perpendicular  to 

general  uniplanar  motion.  ^ .  ,  ,  , ,  i     .  i 

the  plane,  and  passes  through  the 
point  0.  For  evidently  the  triangle  AOB  may  be  rotated  about 
this  axis  until  it  is  exactly  superposed  upon  the  congruent  tri- 
angle AVB\ 
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Problems 

16.  Does  the  arm  of  a  rocking  chair  in  actual  use  rotate  about 
one  fixed  axis  or  about  a  variable  axis? 

17.  A  marble  free  to  roll  on  a  floor,  but  not  free  to  leave  the  floor, 
has  how  many  degrees  of  freedom  ? 

18.  Design  a  rigid  body  having  one  degree  of  freedom  of  transla* 
tion  and  one  of  rotation. 

19.  How  many  degrees  of  freedom  has  one  of  the  balls  on  the  gov- 
ernor of  a  steam  engine  ? 

20.  Most  motions  that  are  employed  in  actual  machinery  are 
constrained,  i.e.  they  have  less  than  six  degrees  of  freedom.  What,  in 
your  estimation,  is  the  special  case  which  occurs  most  frequently  in 
machines? 

21.  In  the  following  motions  of  rigid  bodies  distinguish  clearly 
which  are  cases  of  pure  translation,  which  are  cases  of  pure  rotation, 
and  which  are  cases  involving  both  translation  and  rotation :  — 

i.   The  motion  of  a  door  on  its  hinges, 
ii.   The  motion  of  a  carriage  wheel  with  reference  to  its  axle, 
iii.   The  motion  of  a  carriage  wheel  with  reference  to  the  road  on 

which  it  travels, 
iv.   The  motion  of  a  rocking-chair  as  one  rocks  in  it. 
V.   The  motion  of  the  eyepiece  as  one  focuses  a  pair  of  opera  glasses, 
vi.   The  motion  of  the  blade,  with  reference  to  the  handle,  when  one 
opens  a  pocketknife. 

22.  What  vector  will  describe  the  final  position  of  a  man  who 
walks  10  miles  N.W.,  then  turns  and  walks  10  miles  S.W.  ? 

23.  Two  boats  sail  from  the  same  port;  at  the  end  of  5  hr.  one 
has  traveled  50  mi.  due  E.,  the  other  VSOOO  mi.  S.E.  What  vector 
will  then  represent  their  relative  positions  ?        Ans.    50  mi.  due  S. 

24.  The  coordinates  of  two  points  are  (+  2,  -f  3)  and  ( -  1,  +  4). 
Find  the  vector  which  joins  this  pair  of  points. 

26.  A  particle  moves  in  a  circle  starting  from  a  given  point  which 
we  may  call  the  origin.  Find  the  vector  which  describes  the  position 
of  the  particle  when  f  of  the  circumference  has  been  traversed. 

26.  Plot  the  following  four  points  and  show  that  they  are  the  cor- 
ners of  a  parallelogram  :  (  +  3,  +  2) ;  (  +  4,  +  1) ;  (  +  2,  -f  5)  ; 
(+  3,  +  4). 

27.  What  are  the  rectangular  components  of  the  vector  which  joins 
the  following  two  points :   (  +  7,  -h  3) ;   ( +  10,  -f  5)  ? 
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Rate  of  Change  op  Position.    Velocity 

19.  It  is  to  be  carefully  observed  that  up  to  this  point  we  have 
been  concerned  not  at  all  with  the  history  of  the  body  between 
the  tune  of  its  leaving  its  old  position  and  the  time  of  its  reaching 
its  new  position.  We  do  not  care  how  long  a  body  may  have  been 
in  changing  its  position,  nor  does  it  matter  through  what  **  cause  " 
it  may  have  changed  its  position.  We  have  been  concerned  only 
with  a  method  for  describing,  most  simply  and  most  completely, 
the  change  in  position  of  the  body.  When,  however,  it  b  asked 
how  this  change  occurred,  we  are  led  to  the  consideration  of  Time 
and  Velocity. 

In  the  world  about  us  we  find  motion  to  be  a  state  of  matter 
which  is  quite  as  natural  —  perhaps  even  more  natural  —  than 
rest.  Displacement  may  be  considered  as  the  result  of  motion. 
But  very  often  we  shall  be  concerned  rather  with  the  rate  of 
motion.  Accordingly,  we  must  now  consider  the  method  of  de- 
scribing a  rate  of  motion,  i.e.  a  velocity. 

When  a  man  buys  a  railroad  ticket  from  New  Orleans  to  Boston, 
he  pays  for  "  displacement,'*  and,  in  general,  the  price  of  a  rail- 
road ticket  varies  directly  as  the  amount  of  displacement.  But 
one's  choice  of  a  train  depends  largely  upon  its  speed,  or  rate  of 
displacement.  The  difference  in  price  between  a  good  watch 
and  a  poor  one  depends  principally  upon  the  rate  at  which  the 
angular  position  of  the  hands  change.  If  this  rate  is  very  uni- 
form, the  watch  is  well  made ;  if  the  hands  do  not  move  at  a  fairly 
constant  rate,  the  watch  is  poorly  made. 

The  word  rate  (which  is  merely  the  English  form  of  the  Latin 
word  ratio)  denotes  the  quotient  of  any  one  quantity  by  another. 
A  time  rate  is  a  rate  in  which  time  appears  in  the  denominator. 
Thus  the  rate  of  interest  is  the  amount  of  money  one  pays  for  the 
use  of  a  dollar,  divided  by  the  number  of  years  he  has  used  the 
dollar.  The  death  rate  is  the  total  number  of  deaths  among  a 
thousand  people  during  any  period,  divided  by  the  number  of 
years  in  that  period.  The  rate  with  which  we  are  here  especially 
concerned,  however,  is  the  time  rate  at  which  a  particle  passes 
over  distance. 
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But  before  we  can  measure  time  rates  we  must  decide  upon  a 
standard  and  a  unit  of  time.  These  are  described  in  the  follow- 
ing paragraph. 

Time.    Unit  op  Time 

20.  The  mean  (i.e.  the  average)  time  occupied  by  the  sun  in  one 
apparent  revolution  about  the  earth  is  known  as  the  mean  solar 
day.  This  interval  is  universally  employed  as  the  standard  of 
time.  The  ^l^nr  P^^  ^'  ^  mean  solar  day  is  called  a  second 
and  is  used  by  the  scientific  world  as  the  unit  of  time. 

Intervals  of  time  can  be  compared  with  marvelous  accuracy 
by  means  of  watches,  clocks,  or  chronographs. 

DEFiNrrioN  OF  Speed 

21.  More  than  a  century  ago  it  was  proved  by  Lavoisier,  the 
great  French  chemist,  that  all  matter  has  a  continuous  exist- 
ence; from  which  fact  it  follows  that,  as  a  particle  moves  from 
one  point  to  another,  it  must  occupy  every  intermediate  posi- 
tion along  the  route.  This  route  is  then  a  continuous  geometrical 
curve.  Accordingly  the  path  of  a  particle  is  defined  as  the  con- 
tinuous locus  of  all  the  successive  positions  which  it  occupies. 
We  are  now  able  to  define  clearly  what  is  meant  by  speed,  namely, 
the  rate  at  which  a  particle  moves  along  its  patii.  Direction  of 
motion,  it  will  be  observed,  does  not  enter  into  this  definition. 
A  man  who,  during  fifteen  minutes,  walks  a  mile  along  a  wind- 
ing cowpath  travels  with  precisely  the  same  average  speed  as 
another  man  who  walks  a  mile  in  fifteen  minutes  along  a  straight 
city  pavement. 

Let  us  denote  by  p  the  distance  which  a  particle  has  moved 
along  any  path  during  the  time  t  Then  for  purposes  of  com- 
putation, the  average  speed  of  the  particle  is  expressed  as  fol- 
lows :  —  p 

Average  Speed  =  jS  =  "•  Eq.  3 

But  if  the  speed  of  the  particle  is  varying  from  point  to  point, 
as  is  usually  the  case  in  nature,  then  denote  by  pi  the  distance 
traversed  by  the  particle  at  the  time  ti ;   and  by  p2  the  distance 
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traversed  by  the  end  of  the  time  <2.  Now  if  ti  and  (2  be  so  chosen 
that  ti  is  very  little  earlier  than  t ;  and  ^  a  very  little  later  than  t, 
the  speed  at  any  instant  t  will  be  the  limit  approached  by  the 

ratio  V^'~  V^ ,    Accordingly  one  writes 

Instantaneous  Speed  =  iS,  =  y  _  ^  I  Eq.  4 

where  the  subscript  ti  =^  t\  indicates  that  U  approaches  indefinitely 
near  to  ti. 

The  necessity  for  some  expression  of  this  kind  will  appear 
when  one  asks  such  a  question  as,  "  What  is  the  speed  of  a  base- 
ball thrown  vertically  into  the  air?  "  The  question  has  no  mean- 
ing unless  one  specifies  some  particular  instant  of  time ;  for  the 
ball  has  every  speed  from  the  initial  speed  with  which  it  left  the 
hand  of  the  thrower  to  zero,  which  is  its  speed  at  the  top  of  its 
path. 

Speed  is,  therefore,  really,  a  limit  The  conception  of  a  limit 
is  something  which  each  student  should  bring  with  him  from  a 
study  of  elementary  geometry ;  or,  not  having  acquired  it  there, 
he  should  now  master  it  once  for  all,  since  the  idea  is  one  which  is 
essential  even  in  elementary  physics. 

Unit  op  Speed 

22.  Having  adopted  the  centimeter  as  the  unit  of  length  and 
the  second  as  the  unit  of  time,  we  have  no  trouble  in  settling 
upon  the  proper  scientific  unit  of  speed ;  namely,  a  speed  of  one 
centimeter  per  second.  The  engineer,  however,  generally  em- 
ploys the  foot  per  second  for  his  unit  of  speed. 

Problems 

28.  Find  the  average  speed,  in  miles  per  hour,  of  a  steamer  which 
makes  the  passage  from  New  York  to  Liverpool,  3032  mi.,  in  6  da. 

29.  A  24-hour  train  from  New  York  to  Chicago,  926  mi.,  must 
make  what  average  speed  ? 

30.  A  shot  travels  a  distance  of  4  km.  in  10.5  sec.  Find  its  average 
speed  in  meters  per  second. 
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31.  A  speed  of  1  ft.  per  second  is  equivalent  to  a  speed  of  how  many 
centimeters  per  second  ? 

32.  A  gun  is  fired  at  a  distance  of  1  km. ;  the  report  is  heard  3.25 
sec.  later.  From  this  observation,  compute  the  speed  of  sound  in 
air. 

33.  Light  travels  from  the  sun  to  the  earth  in  about  8  min.  The 
distance  of  the  sun  from  the  earth  is  about  95  million  mi.  Find  the 
approximate  speed  of  light  in  miles  per  second.  What  is  the  value  of 
this  speed  in  meters  per  second  ? 

34.  One  man  walks  at  the  rate  of  3  mi.  per  hour;  another  walks 
at  the  rate  of  7  km.  per  hour.     Which  one  travels  faster? 

36.  Assuming  that  the  circumference  of  the  earth  at  the  equator 
is  25,000  mi.,  find  the  speed  of  a  particle  on  the  equator  rotating  once 
in  24  hr.  Express  this  speed  in  miles  per  second,  also  in  meters 
per  second. 

Velocity  op  a  Particle 

23.  It  is  evident  from  the  preceding  examples  that  speed  alone 
is  not  sufficient  to  determine  the  rate  at  which  a  particle  is  chang- 
ing position.  Con- 
sider, for  instance, 
a  particle  which 
moves  through  a 
small  distance  from 
Pt  to  Pz  along  the 
curved  path  indi- 
cated in  Fig.  13, 
where  P%  is  located 
by  the  vector  f2  and 
Pi  by  the  vector  fj. 
In  order  to  describe 
the  rate  of  change 
of  position,  it  is  nec- 
essarv  to  know  not 
only  how  far  the  particle  moved  in  passing  from  P2  to  P3,  but 
also  in  what  direction  the  line  joining  P2  and  Pz  lies. 

It  is  clear,  of  course,  that  w^hen  a  particle  moves,  it  always  moves 
at  any  particular  instant,  in  some  one  direction,  and  in  some  one 


Fig.  13. 
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sense.  To  completely  describe  the  motion  at  any  instant  it  is 
necessary,  therefore,  to  know  not  only  the  speed  but  also  the 
direction  and  the  sense  of  the  motion  at  that  instant.  This  can 
be  most  conveniently  done  by  use  of  a  vector  called  "  velocity  " 
which  has  the  same  direction  and  sense  as  that  of  the  motion  and 
which  has  a  length  equal  to  the  speed  of  the  motion.  Such  a 
vector  completely  describes  the  velocity  of  the  particle  at  the 
particular  instant  under  consideration.  Velocity  is,  therefore, 
a  vector  quantity,  and  speed  a  scalar.  To  illustrate :  **  A  boat 
leaves  her  pier  and  steams  in  a  straight  line  at  a  speed  of  10  miles 
an  hour  for  3  hours."  From  this  information,  all  that  we  know  of 
the  boat's  position  is  that  she  now  lies  somewhere  on  a  circle  of 
30  miles'  radius,  having  the  wharf  for  center.  If,  however,  her 
velocity  (instead  of  her  speed)  had  been  given  by  saying  that 
**  she  steamed  for  3  hours  at  a  10-mile  rate  in  a  northeasterly 
direction,"  her  present  position  would  be  accurately  known. 
Velocity  is,  accordingly,  defined  as  the  time  rate  of  change  of  posi- 
tion of  the  particle.  Or,  in  terms  of  algebra,  if  we  denote  veloci- 
ties by  V, 


Lfe  —  tiJivKt 


Defining  equation  .     -p        e 

for  velocity.  ^^' 


Note  carefully  the  difference  between  this  equation,  which 
defines  velocity,  and  Eq.  4,  which  defines  speed ;  the  nimierator 
in  (5)  is  a  vector,  while  the  numerator  in  (4)  is  a  scalar.  Prom 
this  follows  the 

Distinction  between  Speed  and  Velocity 

24.  Speed  represents  merely  the  rapidity  of  motion,  while 
velocity  represents  rapidity,  direction,  and  sense.  Speed  is  de- 
fined by  a  single  number,  while  velocity  demands  three  speci- 
fications; namely,  amount,  direction,  and  sense.  Imagine  two 
trains  traveling  along  the  same  piece  of  double  track,  the  one 
going  north  30  miles  an  hour,  the  other  going  south  30  miles 
an  hour.  Both  trains  have  the  same  speed  and  the  same  direc- 
tion ;  but  their  velocities  are  as  different  as  they  can  be ;  for  they 
are  directly  opposite  in  sign,  i.e,  in  sense. 
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Velocity  op  a  Body 

26.  We  leave  now  the  discussion  of  a  particle  and  pass  to  the 
consideration  of  an  extended  body,  i.e.  of  a  body  whose  dimen- 
sions cannot  be  neglected  in  comparison  with  other  quantities 
involved.  And  since  we  have  found  (§  15)  that  any  change  in 
the  position  of  a  body  can  be  defined  by  not  less  than  two  vectors, 
a  translation  and  a  rotation,  it  follows  that  the  rate  at  which  a 
body  changes  position  will  require  for  its  description  two  velocities. 

If  the  motion  of  the  body  is  one  of  translation  only,  it  is  the 
same  as  that  of  a  car  along  a  straight  piece  of  railroad ;  the  linear 
velocity  is  the  same  for  every  particle  in  the  car ;  and  this  velocity 
is  completely  described  when  the  speed  of  any  one  point  on  the 
car  and  the  direction  of  the  track  are  given. 


Fio.  14. 

But  suppose  the  car  is  placed  on  a  turntable  (Fig.*  14),  and 
the  table  then  made  to  rotate;  particles  near  the  end  of  the 
car  will  move  rapidly,  those  near  the  center  will  move  slowly! 
In  general,  the  speed  of  a  particle  will  vary  as  the  distance  from 
the  axis  of  the  tiuntable.  How  shall  we  describe  a  motion  which 
is  apparently  so  complicated?  This  is  very  easily  done  when 
we  recall  that  practically  the  only  quantity  changing  is  the  angu- 
lar position  of  the  car,  and  that  this  change  is  the  same  for  every 
part  of  the  car. 

Imagine  this  car  to  have  turned  through  an  angle  of  6  radians. 

Consider  next  any  horizontal  Une  drawn  in  the  car,  the  back 
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of  a  seat,  or  the  edge  of  a  window  sill;  each  has  been  turned 
through  the  same  angle  6.  Indeed,  the  new  position  of  the  ear 
is  definitely  fixed,  when  the  motion  is  one  of  rotation  only,  by 
saying  that  the  axis  of  rotation  is  vertical,  the  amount  of  rotation,  9 
The  rate  at  which  the  angle  9  varies  with  time  is  called  the  fltigiilar 
speed  of  the  car  (regardless  of  the  axis  about  which  the  rotation 
takes  place). 

Angular  Speed 

26.  And,  in  general,  if  9i  be  the  angular  position  of  any  line 
in  a  body  at  a  time  ti,  and  %  its  angular  position  at  time  ^,  then 
its  average  angular  speed  Q.  is  defined  and  completely  described 
by  the  following  equation :  — 


0.        Defining  equation 

Q  =  •       for  average  angu-  Eq.  6 

fe  —  ti         lar  speed. 

Unit  angular  speed  is  evidently  that  with  which  a  body  must 
rotate  in  order  to  describe  one  radian  per  second. 

The  engineer  generally  employs  a  unit  of  angular  speed  which 
is  only  about  one  tenth  as  large  as  this,  namely,  one  revolution 
per  minute;  for  which  he  uses  the  symbol  "  R.P.M." 

If,  instead  of  the  average  angular  speed,  we  wish  to  measure 
the  actual  angular  speed  at  any  particular  instant,  we  must  then 
take  the  average  speed  over  an  indefinitely  small  interval  of 
time,  including  this  particular  instant.  This  operation  is  indi- 
cated in  the  following  notation  :  — 

O       [^2  -  gi1  Defining  equation 

li  =     for  angular  speed  JmJ.  / 

L  fe  —  ^1  -Mr't       <^  ^^y  instant. 

Angular  Velocity 

27.  The  numerical  value  of  Q  (in  Eq.  7)  together  with  the 
direction  and  sense  of  the  axis  about  which  the  rotation  occurs 
are  the  three  specifications  which  describe  any  angular  velocity. 
It  is  evident,  then,  that  one  specification  is  sufficient  to  define 
angular  speed,  but  three  specifications  are  required  to  define 
angular  velocity. 
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The  graphical  representation  of  angular  velocity  is  quite  as 
simple  as  that  of  linear  velocity;  for  we  have  only  to  lay  oflf 
along  the  axis  of  rotation  as  many  imits  of  length  (centimeters) 
as  there  are  radians  per  second  in  the  angular  speed. 


Witti  this  convention,  the  straight  line  OX  (Fig.  15)  com- 
pletely represents  an  angular  velocity ;  for  its  length  measures  the 
angular  speed  and  its  direction  is 
the  direction  of  the  axis  of  rota- 
tion, while  the  arrow  indicates  the  .  . 
sense  of  rotation. 


An  angular  velocity  b  said  to 
be  positive  when,  on  looking  along 

the    positive    duwtion  of   the  axis      Fio.  is.  — Angular  velocity  repre- 
Aivxi-Lj  X         XX'  sented  by  a  vector. 

OX,  the  body  appears  to  rotate  m 

the  same  sense  that  a  right-handed  screw  appears  to  rotate  when 
one  looks  along  the  direction  of  its  advance.  When  the  rotation 
is  in  the  opposite  sense,  it  is  called  negative. 

Thus  the  angular  velocity  which  one  gives  to  the  steering  wheel 
of  an  automobile  is  represented  by  a  vector  drawn  in  the  direc- 
tion of  the  steering  post.  If  the  motion  of  the  wheel  is  clockwise, 
the  arrow  on  the  vector  must  point  down ;  if  the  motion  is  counter- 
clockwise, the  arrow  points  up. 

The  angular  velocity  of  the  earth  is  continually  changing 
because  its  axis  is  continually  varying  in  direction;  but  the 
angular  speed  of  the  earth,  is  so  uniform  that  no  variation  in 
it  has  ever  been  certainly  detected.  From  Eqs.  4  and  6  it  is 
clear  that  angular  speed  is  a  quantity  which  is  strictly  analogous 
to  linear  speed ;  in  like  manner  linear  and  angular  velocities  are 
strictly  analogous. 

Relation  between  Linear  and  Angular  Speed 

28.  Consider  any  point  P  (Fig.  16)  in  a  rigid  body  rotating 
about  any  fixed  axis,  with  constant  angular  speed,  a  wheel  on  its 
axle,  for  instance.  Let  the  perpendicular  distance  of  this  point 
from  the  axis  of  rotation  be  r.     If  the  angular  speed  of  the  body 

is  0,  it  will  rotate  once  in  —  seconds. 
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But  while  the  body  performs  one  rotation,  the  particle  at  P 
has  moved  over  a  distance  of  2  irr. 

Let  S  denote  the  average  linear  speed 
of  the  particle ;  then, 

Distance      2  vr 


Time 


&) 


=  rQ=^  S. 


In  fhe  case  of  a  fixed  axis,  fhe  angular 

speed  of  the  body,  and  fhe  linear  speed 

_  ,   .    ^  of  any  particle  on  it,  are,  therefore,  related 

Fio.  16.— Relation  between     -  ^„       .  . 

linear  and  angular  speed.       by  the  f  ollowmg  equation :  — 

S  =  rQ  Eq.  8 

Problems 

36.  A  boy  attaches  a  small  stone  to  the  end  of  a  string  which  is  80 
centimeters  long,  and  then  swings  it  about  his  head  at  the  rate  of  3 
turns  per  second.  What  is  the  linear  speed  of  the  stone  in  centimeters 
per  second? 

37.  The  belt  of  a  driving  pulley  travels  at  a  speed  of  15  m.  per 
second.  The  pulley  rotates  10  times  per  second.  Assuming  that  the 
belt  does  not  slip  on  the  face  of  the  pulley,  compute  the  diameter  of 
the  pulley.  ^^    160 

38.  In  the  case  of  a  watch,  compute  the  angular  speeds  of  the 
second  hand  and  the  hour  hand,  respectively.       a        j_^       i       t 

30  21600* 

39.  What  is  the  angular  speed  of  a  bicycle  wheel  making  30  revo- 
lutions per  minute?  Ana,    r  radians  per  second. 

40.  The  front  wheel  of  a  bicycle  is  28  in.  in  diameter.  Find  the 
angular  speed  of  the  wheel  about  its  axle  when  it  is  ridden  at  the 
rate  of  12  mi.  per  hour  Ana,     15.09  radians  per  second. 

41.  How  may  the  wheel  of  a  car  rounding  a  curve  at  5  mi.  an  hour 
be  used  to  illustrate  the  case  of  a  body  having  a  constant  angular 
speed,  but  at  the  same  instant  a  variable  angular  velocity? 

42.  Show  that  the  fly  wheel  of  an  engine,  when  the  steam  is  cut  off, 
illustrates  an  angular  velocity  which  is  uniform  in  direction,  but 
variable  in  speed. 

43.  What  is  the  aim  of  the  clockmaker,  to  produce  an  instrument 
which  will  give  constant  angular  speed  or  constant  angular  velocity? 
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Change   op  Velocity.    Addition   and   Subtraction   op 

Velocities 

29.  Up  to  this  point  we  have  considered  a  particle  which  is 
urged  only  by  one  single  velocity.  It  often  happens,  however, 
that  a  particle  has  impressed  upon  it  two  or  more  different  veloci- 
ties at  the  same  time.  For  instance,  if  a  man  be  sitting  in  a 
moving  street  car,  his  motion  with  respect  to  the  earth  is  directly 
along  the  rails.  If,  however,  he  change  his  seat  to  one  directly 
opposite,  on  the  other  side  of  the  car,  his  motion  with  respect 
to  the  earth,  as  he  walks  across  the  car,  is  not  along  the  rails,  nor 
across  the  rails,  but  in  a  diagonal  direction,  ^C,  as  indicated  in 


-RAIL 


'c 

Fio.  17. — Addition  of  vBlocities. 

Fig.  17^  ABisA  straight  line  which  indicates  the  velocity  of  the 
car;  BC  is  a  straight  line  which  represents  the  velocity  of  the 
man  with  respect  to  the  car.  These  vectors  are  added  as  are 
all  other  vectors,  and  ^40  is  said  to  be  the  resttUant  velocity  of  the 
components  AB  and  BC.  ^C  is,  therefore,  the  straight  line  which 
represents  the  man's  motion  with  respect  to  the  earth. 

Since  velocity  is  a  vector  quantity,  it  is  evident  that  we  may 
at  once  apply  to  it  the  general  rules  for  vector  addition  and  sub- 
traction. For  these  see  §  14  above.  Thus  having  given  a  particle 
whose  speed  is  v  and  whose  direction  is  defined  by  6,  its  velocity 
will  be  the  vector  OF,  in  Fig.  18.  Let  us  suppose  the  motion  to 
take  place  in  the  X  Y  plane.  Then  if  we  desire  the  velocity  of  the 
particle  in  a  direction  parallel  to  the  axis  of  X,  it  is  only  necessary 
to  project  OF  on  the  axis  of  OX.  We  thus  obtain  OH  as  the 
required  velocity.  In  like  manner  HV  will  be  the  velocity  parallel 
to  the  axis  of  7;  or  in  terms  of  algebra 


OH_  =  OJ^  cos  e, 
HV  =  OF  sin  «, 


0H^+  HV^^OV\] 


Eq.  9 
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In  like  manner,  if  it  is  desired  to  find  the  component  of  the 
velocity  OV,  resolved  in  any  other  direction,  say,  along  the  line 

OR,  which  makes 
an  angle  if>  with 
OV,  we  have 

OR^OVcosif>. 
Eq.  10 

This  same  result 
may  be  expressed 
graphically  by  say- 
ing that  the  com- 
ponent of  a  veloc- 
ity in  any  given 
direction  is  the  pro- 
jection of  the  vec- 
tor which  represents 

that  velocity  upon  a  straight  line  drawn  in  the  given  direction. 

Angular  velocities  are  compounded  and  resolved  in  precisely  the 

same  manner  as  linear  velocities. 


Fio.  18. 


All  Motion  Relative 

30.  In  the  case  above  considered,  where  a  man  changes  his 
seat  from  one  side  of  a  car  to  the  other,  the  question  might  have 
been  asked :  What  is  his  motion  with  respect  to  the  cart  The 
answer  would  then  have  been  that  his  velocity  with  respect  to 
the  car  is  completely  represented  by  the  straight  line  BC,  Fig.  17. 

Whether,  then,  the  man's  velocity  is  represented  by  -40  or  BC, 
depends  entirely  upon  whether  we  take  the  earth  or  the  car  as 
our  reference  point. 

And  so  it  is  with  all  velocities.  Each  one  is  a  velocity  with 
reference  to  some  point  which  for  the  time  being  we  consider  as 
fixed.  If  a  man  be  seated  in  a  railway  car  which  is  traveling  at 
the  rate  of  30  miles  an  hour,  we  may  say  that  the  man  is  at  rest 
or  in  motion,  according  as  we  take  for  our  reference  point  some 
part  of  the  car  or  some  part  of  the  earth.  In  the  case  of  an  aero- 
plane, all  the  problems  of  equilibrium  and  stability  are  just  the 
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same  for  a  machine  which  is  flying  through  still  air  at  the  rate  of 
50  miles  an  hour  as  for  one  which  is  tethered  at  its  center  of  grav- 
ity in  the  face  of  a  gale  which  is  blowing  50  miles  an  hour. 

Problems 

44.  Represent  by  a  diagram  the  velocity  of  a  boat  which  is  being 
rowed  east,  at  the  rate  of  4  mi.  an  hour,  while  the  current  is  carrying 
it  south  at  the  rate  of  1  mi.  an  hour. 

45.  A  wheelman  is  riding  north  at  the  rate  of  8  mi.  an  hour  against 
a  head  ¥rind  which  is  retarding  him  at  the  rate  of  2  mi.  an  hour.  What 
speed  would  he  make  if  there  were  no  wind? 

46.  What  speed  would  this  same  wheelman  make  if  he  turned 
around  and  rode  with  the  wind  ? 

47.  A  canal  boat  is  towed  at  the  rate  of  3  mi.  an  hour.  How  fast 
must  a  man  walk  its  deck  in  order  that  he  may  remain  at  rest  with 
respect  to  the  towpath? 

48.  A  wheel  rider  travels  east  at  the  rate  of  6  mi.  per  hour  while 
the  wind  is  blowing  from  the  north  with  a  speed  of  6  mi.  per  hour. 
From  what  direction  will  the  wind  appear  to  strike  the  rider? 

49.  A  boat  is  rowed  on  the  river  so  that  its  speed  in  still  water 
would  be  6  mi.  an  hour.  Suppose  the  river  flows  at  the  rate  of  4  mi. 
an  hour.  Make  a  diagram  showing  the  direction  in  which  the  boat 
must  head  in  order  that  its  motion  with  reference  to  the  bottom  of 
the  river  may  be  at  right  angles  to  the  current. 

60.  Two  trains  of  the  same  length  are  running  with  the  same  speed 
on  parallel  tracks,  but  in  opposite  directions.  Their  combined 
length  is  800  ft.,  and  they  pass  each  other  in  6  sec.  What  is  the 
velocity  of  the  trains  relative  to  the  track?  From  Shearer's  Notes 
and  Questions  in  Physics^  No.  49. 

61^  Find  the  resultant  of  the  following  three  velocities,  10,  6,  and 
10 V2,  which  make  the  angles  +  45"*,  0°,  and  —  30°  respectively  with 
the  horizontal.  Ans.     25.3  in  a  horizontal  direction. 

52.  Two  velocities  each  of  16  cm.  per  second  include  an  angle  of 
120**  between  them.     Find  the  resultant. 

Rate  op  Change  of  Velocity.    Acceleration 

31.  Having  now  considered  three  fundamental  ideas  (position, 
change  of  position,  and  velocity),  we  proceed  to  the  study  of  a 
fourth  fundamental  quantity ;  namely,  rate  of  change  of  velocity. 
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If  all  the  motions  we  encounter  in  nature  had  velocities  which 
were  uniform  both  in  direction  and  in  speed,  the  vocabidary  of 
physics  would  be  even  smaller  than  it  now  is.  Although  the 
behavior  of  a  good  clock  and  the  rotation  of  the  earth  on  its  axis 
are  marvelously  close  approximations  to  constant  angular  speeds, 
it  is  an  interesting  fact  that  no  instance  of  perfectly  constant  speed 
has  yet  been  discovered  in  nature  or  invented  by  man.  The 
motion  of  a  cutting  tool  on  a  shaper  is  fairly  constant  so  far  as 
direction  is  concerned ;  but  its  speed  is  by  no  means  constant. 

DEFiNmoN  OP  Linear  Acceleration 

32.  If  the  velocity  of  a  particle  is  not  uniform,  it  must  be  be- 
cause either  the  direction  of  the  motion,  or  the  speed  of  the  mo- 
tion, is  changing,  or  both.  For  these  are  the  only  two  contin- 
uously variable  elements  in  velocity.  When  either  or  both  of 
these  changes  occur,  i.e,  when  the  velocity  of  the  particle  is  chang- 
ing, the  motion  is  said  to  be  accel- 
erated (ad  +  celero). 

If  the  vector  OVi  (Fig.  19)  rep- 
resents the  velocity  of  the  particle 
at  a  time  tu  and  the  vector  OVt 
represents  it  at  a  time  fe,  we  know 
from  the  properties  of  vectors  that 
the  total  change  in  velocity  dur- 
ing the  interval  fe  —  <i  is  repre- 
Fio.  10.  sented^by  the^ vector  ViV^.    In 

other  words,  the  straight  line  joining  Vi  and  V2  is  as  many  centi- 
meters long  as  there  are  units  of  speed  in  the  incremeni  of  velocity 
F1F2.  Not  only  so,  but  the  direction  of  this  straight  line  is  the 
same  as  that  of  the  added  velocity. 

To  the  rate,   ,  has  been  given  the  name  acceleration. 

Let  us  denote  this  acceleration  by  a,  the  change  in  velocity  by 
tJi  —  fi,  then 

_    VlV%   _  i^  —  ri  Deaning equation 

O  —  ~         ~         " 7"*  for  averaot  ac-  xfiq.  1 1 

k  —  h       ^2  —  ti  celeration. 


KINEMATICS.     THE  SCIENCE  OP  MOTION  35 

Acceleration,  then,  is  simply  the  rate  at  which  the  particle  is 
gaining  or  losing  velocity.  This  rate  is  not  always  constant; 
consequently,  the  average  acceleration  will  depend  in  such  a 
case  upon  how  long  an  interval,  fe  —  h,  is  covered  by  the  average. 
In  order  to  get  the  actual  acceleration  at  any  particular  point  of 
time  t,  we  must  take  the  average  over  an  indefinitely  small  inter- 
val of  time,  including  t 

«-rjffi.1        -rt>2-t^1  Defining  equation 

O  =  I =  I  for  acceleration  at  Jl«q.  U 

Lfe  —  <lJi^j      Lk  —  ti.Jigk4i      any  instant  t. 


is  accordingly  the  limit  approached  by  the  ratio 
between  an  increment  of  velocity  and  the  corresponding  incre- 
ment in  time.  If,  therefore,  a  particle  is  moving  with  uniform 
velocity,  its  acceleration  is  zero.  Whether  the  particle  is  moving 
fast  or  slowly  makes  no  difference.  So  long  as  its  velocity  is  not 
changing,  its  acceleration  is  zero. 

Unit  op  Acceleration 

33.  From  this  "  defining  equation,"  our  unit  of  acceleration 
is  obtained  exactly  as  we  obtained  our  unit  of  velocity,  viz.,  we 
make  the  numerator  and  denominator  of  the  right-hand  member 
each  unity ;  then  a  must  be  imity .  We  thus  arrive  at  the  follow- 
ing definition :  Unit  acceleration  is  an  acceleration  in  which  unit 
change  of  velocity  is  produced  in  unit  of  time. 

Since,  in  pure  science,  the  centimeter  per  second  is  the  unit 
of  velocity,  the  natural  unit  of  acceleration  is  the  centimeter 
per  second  per  second,  often  written  cm./sec.^.  Thus  a  coin  dropped 
from  one's  hand  gains  during  each  second  a  velocity  of  approx- 
imately 981  centimeters  per  second  toward  the  center  of  the 
earth.  Accordingly  the  acceleration  of  a  body  falling  freely 
under  gravity  b  said  to  be  981  cm./sec*.  In  engineers'  units 
this  quantity  would  read  approximately  32.2  ft./sec.^. 

Angular  Acceleration 

34.  Angular  velocity,  like  linear,  depends  for  its  value  upon 
two  variables,  namely,  the  direction  of  the  axis  of  rotation,  and 
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rate  of  rotation.  If,  in  any  spinning  body,  either  of  these  two 
variables  changes,  the  body  is  said  to  have  an  angular  accelera- 
tion. Thus  the  shaft  of  a  turbine  steamer  may  be  rotated  with 
a  constant  angular  speed,  but  if  the  steamer  is  changing  her  course, 
the  angular  velocity  of  the  shaft  is  changing,  and  the  shaft  is 
said  to  have  an  angular  acceleration.  If,  at  another  time,  the 
boat  be  moving  in  a  perfectly  straight  line  and  the  speed  of  the 
turbine  be  varying,  the  motion  of  the  shaft  is  also  said  to  have 
an  angular  acceleration. 

In  general,  the  velocity  of  a  spinning  body  varies  from  instant 
to  instant ;  as,  for  example,  the  fly  wheel  of  a  stationary  engine ; 
so  that  if  we  wish  to  obtain  the  angular  velocity  at  a  particular 
instant  t,  we  much  choose  ^  and  ti  in  such  a  way  that  ^  shall 
be  a  time  a  very  little  later  than  t,  and  ti  a  time  a  very  little  earlier 
than  t  Then,  if  we  denote  by  Qi  the  angular  velocity  at  the 
instant  ti,  and  by  ik  the  angular  velocity  at  the  instant  k,  the 
angular  acceleration  at  any  instant  t  will  be  the  limit  approached 
hy  A  as  ti  —  ti  approaches  zero. 


L<2  -hi 


Defining  equation 

for  angular  Ek}.  13 

if^i       acceleration. 


Since  the  numerator  in  the  right-hand  member  is  a  vector  quan- 
tity, while  the  denominator  is  a  scalar,  it  follows  that  the  angular 
acceleration  A  is  also  a  vector  quantity,  and  is,  therefore,  com- 
pounded and  resolved  as  are  other  vector  quantities. 

Unit  of  Angular  Acceleration 

36.  When  the  rate  at  which  a  body  is  rotating  changes  by  one 
radian  per  second  during  each  second,  the  value  of  its  ongiiinr 
acceleration  is  unity. 

Two  Important  Special  Cases 

36.  Having  now  considered  in  some  detail  the  three  fundamental 
conceptions  of  kinematics ;  namely,  position,  velocity,  and  accel- 
eration, we  proceed  to  the  study  of  two  highly  interesting  special 
cases  of  linear  acceleration. 


KINfCMATICS.     THE  SCIENCE  OP  MOTION  37 

Case  I.     Motion  of  a  Particle  along  a  Straight  Line:  Direction 

of  Velocity  Constant;  Speed  Variable 

37.  71,  in  Fig.  20,  the  velocity^  of  a  particle  be  changed  from 
OVi  to  OVt  (the  points,  0,  Ff,  V^  all  lying  on  the  same  straight 
line),  then  the  acceleration 
results  from  a  change  of  speed 
only.  For  the  velocity  of  the 
particle  is  all  the  while  along 
the  straight  line  OF2.  Here 
the  acceleration  is  in  the  same 
direction  as  the  motion  of 
the  particle. 

Let   us   imagine   that   the  6 

,       .  .  ,        ,  Fio.  20. 

speed  of  a  particle  changes 

from  OFi  to  OF2  in  any  interval  of  time  t,  and  that,  throughout 
the  motion,  the  acceleration  is  constant.  Let  us  call  the  accelera- 
tion a;  then  the  particle  will  gain  a  units  of  speed  during  each 
second.  The  total  gain  of  speed  during  any  time  t  is  therefore 
given  by  the  following  expression :  — 

s  =^  at.  Eq.  14 

If  now,  we  happen  to  know  the  speed  of  the  particle  at  the 
beginning  of  the  interval  and  call  it  Sq,  then  the  actual  speed  at 
the  end  of  the  interval  will  be  the  original  speed  plus  the  speed 

gained,  viz. :  — 

S  ^  So  +  s, 

or  S  --  So  +  at.  Eq.  15 

This  equation  is  very  useful ;  for  it  not  only  describes  the  vari- 
able speed  S  at  each  instant  of  time,  but  it  also  enables  us  to 
compute  the  value  of  any  one  of  the  four  quantities  involved  as 
soon  as  we  know  the  other  three. 

In  case  a  particle  loses  speed,  we  have  a  negative  value  for  s, 
and  hence  a  negative  value  for  a  in  the  equation,  s  =  at.  For  in 
these  problems,  t  is  always  positive. 

Not  infrequently  we  shall  want  to  know  something  more  about 
the  motion  of  the  particle  than  its  mere  speed.    We  often  want 
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to  know  what  the  position  of  the  particle  is  after  a  certain  inter- 
val during  which  its  motion  has  been  accelerated. 

If  the  acceleration  a  is  a  constant,  then  the  gain  in  speed  as 
time  goes  on  will  be  proportional  to  the  time. 

And  the  mean  speed  of  the  particle  from  the  beginning  to  the  end 
of  the  interval  is  the  value  of  the  speed  at  the  middle  of  this 

interval,  viz.,  the  speed 
represented  by  the  line 
LAf,  in  Fig.  21,  but  this 
speed  is,  by  definition, 
the    mean    of    So    ttnd 

So  +  a<,  which  is  S© + — • 
jTmiw    Call  this  average  speed 

"jttOOIlM  ^  * 

S.    We  may  now  take 
this  average  value  of  the 
speed  and  substitute  it  for  S  in  Eq.  3,  §  21,  thus  obtaining 

P  =  S<  =  (So+|), 
or  JP  =  So<  +  ia<^  Eq.  16 

where  p  is  the  length  of  path  (i.e.  simply  the  distance)  covered 
by  the  moving  particle. 

For  the  special  case  which  we  are  considering,  namely,  motion 
in  a  straight  line,  this  equation,  together  with  Eq.  15,  S  =  So  +  (rf, 
tells  the  whole  story.  One  gives  us  the  speed  of  the  particle  when 
we  know  the  acceleration  and  the  duration  of  its  action ;  the  other 
gives  us  the  change  in  the  position  of  the  particle. 

If  between  these  two  equations  we  eliminate  <,  we  get  another 
useful  expression  giving  us  the  speed  of  a  particle  in  terms  of  its 
acceleration  and  the  distance  traversed,  namely :  — 

S2  =  So*  +  2  ap.  Eq.  17 

To  solve  any  problem,  then,  under  this  special  case  which  we 
have  just  been  considering  (motion  in  a  straight  line :  acceleration 
constant),  one  has  merely  to  observe  which  of  the  above  five 
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quantities  {S,  So,  a,  t,  and  p)  are  given,  which  required,  and 
lastly  which  of  these  three  equations  contains  the  desired  and 
the  known  quantities.  He  has  then  one  equation  to  solve  for 
the  unknown  quantity. 

Problems 

53.  A  bicycle  and  rider  start  from  rest  at  the  top  of  a  hill.  At  the 
end  of  16  sec.  the  foot  of  the  hill  is  reached,  with  a  speed  of  640 
cm.  per  second.  Find  the  average  acceleration  of  the  bicycle  during 
the  descent  of  the  hill.     Here  S,  So,  and  (  are  given         Ana,     a  =  40. 

64.  Having  computed  the  acceleration,  use  this  and  the  speed  at 
the  foot  of  the  hill  to  compute  the  length  of  the  hill. 

Ans.     X  »  51.2  m. 

55.  A  train  running  at  36  km.  per  hour  is  stopped  by  a  sudden 
application  of  the  brakes.  What  acceleration  must  be  produced  by 
the  brakes  in  order  to  stop  the  train  in  8  sec?  Here,  again,  iS»,  iS»oi 
and  i  are  given.  Ana,     a  »  +  125. 

56.  When  steam  is  turned  on  again,  a  constant  acceleration  of  50 
units  is  produced.  How  long  will  it  be  before  the  train  has  again  ac- 
quired its  original  speed  of  36  km.  per  hour?  Ana.     20  sec. 

57.  Over  what  distance  will  this  train  have  traveled  while  coming 
to  rest  in  problem  55?  Ana,    40  m. 

58.  How  far  will  the  train  travel  while  again  acquiring  its  original 
speed  in  problem  56?  Ana,     100  m. 

69.  A  football  player  running  north  at  the  rate  of  8  m.  per  second 
reverses  his  velocity  and  in  an  interval  of  2  sec.  is  again  running,  this 
time  south,  with  a  speed  of  8  m.  per  second.  Find  his  mean  accelera- 
tion during  the  interval.  Ana,     a  »  —  800. 

60.  A  particle  is  simultaneously  urged  to  move  with  speeds  of  40, 
15,  and  20  ft./sec.  respectively.     Can  it  remain  at  rest  ? 

61.  A  train  which  is  uniformly  accelerated  starts  from  rest,  and  at 
the  end  of  3  sec.  has  acquired  a  speed  with  which  it  would  travel 
through  1  km.  in  the  next  5  min.     Find  the  acceleration. 

62.  Two  bodies,  whose  respective  velocities  are  accelerated  in  every 
second  by  30  and  50  cm.  per  second,  begin  to  move  toward  each  other 
at  the  same  instant.  At  first  they  are  2  km.  apart,  and  have  no 
initial  velocity.     After  how  many  seconds  will  they  meet  ? 

63.  A  body  tends  to  move  with  equal  speeds  in  two  directions 
inclined  to  each  other  at  120^.     Find  its  path  and  resultant  velocity. 
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64.  One  man  A  is  standing  at  a  point  1500  ft.  east  of  another  man 
B.  At  the  same  instant  both  men  start  to  walk  east,  B  at  the  rate 
of  4  mi.  an  hour,  and  A  at  the  rate  of  3  mi.  an  hour.  How  long  will 
be  required  for  B  to  overtake  A? 

65.  A  particle  has  an  initial  velocity  of  20  cm.  a  second,  and  re- 
ceives an  acceleration  of  8  cm.  per  second  every  second  in  the  same 
direction.     What  distance  will  it  travel  in  15  sec? 

66.  A  wind  is  blowing  from  a  point  intermediate  between  north 
and  east.  The  northerly  component  of  its  velocity  is  10  mi.  an  hour, 
and  the  easterly  component  is  36  mi.  an  hour.  Find  the  whole 
velocity. 

67.  Write  in  the  margin  of  your  book  the  special  form  which  Eqs. 
15,  16,  and  17  assume  when  the  particle  starts  from  rest. 

Case  II.     Uniform  Motion  in  a  Circle:  Direction  of   Velocity 

Variable;  Speed  Constant 

38.  Let  us  now  consider  an  entirely  different  case  where  the 
velocity  of  a  particle  varies  from  instant  to  instarU  only  in  direction. 

Such  a  motion  is  almost  perfectly  illustrated 
by  the  motion  of  a  heavy  particle  at  the  end  of 
a  light  thread  as  indicated  in  Fig.  22  —  a  device 
known  as  a  conical  pendulum.    The  motion  of 
the  earth  about  the  sun  is  also  a  close  approxi- 
mation to  uniform  circular  motion. 
Let  the  circle  in  Fig.  23  represent  the  path  of 
Fig.  22.  —  Conical  the  particle  whose  motion  we  are  studying.    The 
pen  u  urn.         velocity  of  the  particle  at  any  instant  evidently 
has  a  direction  which  is  tangent  to  this  circle. 

If  Pt  be  the  position  of  the  particle  at  any 
instant,  the  direction  of  the  velocity  at  this 
instant  will  be  represented  by  a  line  perpendic- 
ular to  the  radius  OPt, 

Passing  now  to  Fig.  24,  let  Pi  and  P2  be  two 
positions  of  this  particle  separated  by  a  small 
interval  of  time,  L    Then  OVi  and  OV2  drawn    Fio.  23— Unifom 
at  right  angles  to  OPi  and  OP2  wUl,  as  before,      ^^^^^^  °^^*^^'^- 
represent  the  velocities  of  the  particle  in  the  positions  Pi  and  Pi 
respectively.    The  length  of  the  vector  OVi,  as  abo  that  of  OKj, 
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must  of  course  be  numerically  the  same  as  that  of  the  constant 
speed,  S,  of  the  particle. 

Denote  the  angular  speed  of  the  radius  OPi  by  Q,  -and  its  length 
by  R ;  then  the  value  of  the  linear  speed  of  the  particle,  that  is, 
of  the  point  Pi,  is  QR;  while  the  linear  speed  ^^  J(; 
of  the  point  Vi  is  OS. 

We  can  now  determine  at  once  the  accelera- 
tion of  the  particle ;  for  the  total  change  in  the 
velocity  of  the  particle  during  the  time,  t,  is 
completely  represented  by  the  vector  F1F2, 
this  being  the  velocity  which  must  be  added     ^     „,      «  j.  , 

°  *^  .  .  Fio.  24.  —  Radial 

to  0  Fi  to  give  0  F2.    And  hence,  by  definition.        acceleraUon. 
Acceleration  of  particle  at  P|  =  — ^— ^ 

Bu^  ~~  I  measures  the  speed  of  the  point  Vi ;  it  is  there- 
fore as  we  have  just  found  equal  to  ilS  and  has  a  direction  at 
right  angles  to  OVi.     Hence 

Acceleration  of  particle  =  QS 
and  is  always  directed  from  the  particle  towards  the  center. 
Remembering  that  S  =  QR,  we  may  also  write 
Acceleration  of  particle 


r^o 


movmg  at  constant 
speed  in  circle 


=  OS  =  iPR  =  ^.  Eq.  18 

R 


Or  if  we  denote  by  T  the  time  required  for  one  revolution 
of  the  particle  in  its  circular  path  —  an  interval  which  is 
usually  called  the  period  of  the  motion  —  then  T  =  2  tt/Q, 
and  Eq.  18  may  be  written  as  follows :  — 

Acceleration  towards  center  =  ——-  =  — - — • 

T  T 

Thus  in  the  case  of  the  earth  which  moves  about  the  sun  with 
a  motion  which  is  nearly  circular  and  nearly  uniform  we  have 
T  =  one  year  and  /?  =  15  X  10"  cm.  Hence  the  earth  is  accel- 
erated toward  the  sun  at  the  rate  of  0.6  cm./sec.^.    In  like  manner 
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the  moon,  which  is  4  X  10'"  cm.  distant  from  the  earth,  is  accel- 
erated toward  us  at  the  rate  of  0.27  cm./sec.° 

We  have  nOw  a  complete  description  of  the  motion  of  a  parti- 
cle which  moves  with  uniform  speed  in  a  circle.  The  student 
should  be  able  to  put  into  words  the  meaning  of  each  of  these  five 
different  expressions.     For  example,  the  third  form,  — ,  says  that 

"  the  acceleration  of  a  particle  moving  with  uniform  speed  in  a 
circle  is  constant,  and  is  numerically  equal  to  the  square  of  the 
linear  speed  of  the  particle  divided  by  the  radius  of  the  path." 

Ge\era.i.  Case  of  Linear  Acceleration 

39.  We  have  now  considered,  In  some  detail,  two  special  cases 
of  acceleration,  in  one  of  which  the  speed  alone  varies,  in  the  other 
of  which  the  direction  alone  varies. 

The  importance  which  attaches  to  these  two  cases  arises  partly 
from  the  fact  that  tlie  acceleration  of  any  particle  whatever, 
moving  at  any  given  instant  in  any  path,  however  tortuous,  may 
always  be  resolved  into  two  components,  one  along  the  path, 
and  one  normal  to  the  path ;  and  these  two  components  belong 
respectively  to  the  two  special  cases  which  we  have  just  studied. 
We  have  thus  the  general  result :  — 

Vector  sum  of  the  acceleradon  along 
the  path  and  the  acceleration  normal 
to  the  path. 

The  advanced  student  will  discover  in  Vector  Analysis  a  much 
more  elegant  method  of  treating  this  subject. 

Addition  and  Subtraction  of  Acceleration 
Since  acceleration  is  a  vector  quantity,  it  follows  at  once  tiiat 
accelerations  are  added  and  subtracted  in  the  same  manner  as 
velocities  and  other  vectors.     .See  §  14. 

40.  When  one  considers  any  .spinning  body,  such  as  a  grind- 
stone or  the  propeller  shaft  in  a  steamer,  it  is  at  once  evident  that 
the  angular  \elocity  with  which  any  of  these  rigid  bodies  is  rotat- 
ing may  change  in  either  of  two  ways,     (i)  The  rate  at  which  the 


Total  acceleration  of 
any  particle 
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body  is  spinning  about  its  own  axis  may  vary,  as,  for  instance, 
the  angular  speed  of  the  propeller  when  the  engine  is  just  starting 
or  stopping.  And  (ii)  the  direction  of  the  axis  of  rotation  may 
change ;  for  example,  the  direction  of  the  propeller  shaft  when  the 
steamer  is  changing  her  course  without  changing  the  speed  of  her 
engines. 
We  proceed  to  consider  these  two  cases  more  in  detail. 

Case  I.     Direction  of  Axis  of  Spin  Constant ;  Rate  of  Spin  Variable 

41.  Here  we  have  a  case  in  which  the  acceleration  is  constant 
so  far  as  direction  is  concerned.  The  ideas  are  therefore  precisely 
the  same  as  those  involved  in  Ekjs.  15,  16,  and  17,  except  that 
here  we  are  dealing  with  angular  speed ;  there,  with  linear  speed. 

Let  the  angular  position  of  the  rotating  body  be  denoted  by  0, 

its  an^ar  speed  by  Q,  its  angular  acceleration  by  A,  and  time  by 

t,  then  one  has  ^       ^  ^  ^     .^, 

Eq.  15 


n  =  iio  +  At. 
0   =  Bo^  +  i  At\ 
82  =  ao*  +  2^tf. 


Eq.  16' 
Eq.  17' 


Case  II.    Rate  of  Spin  Constant;  Direction  of  Axis  of  Spin  Variable 

42.  We  now  come  to  the  case  in  which  the  propeller  shaft  is 
changing  direction ;  the  boat  in  changing  her  course  turns  about 
a  vertical  axis,  i.e.  about  an  axis  at  right  angles  to  the  axis  of  spin. 
The  analogue  with  uniform  circular  motion  (§  38,  Eq.  18)  is  com- 
plete.   There  it  was  found  that 

Linear  speed  of 
particle  multiplied 
by  the  rate  at 
which  its  direc- 
.  tion  is  changing 


a  = 


'  Acceleration  of 
particle  in  trans- 
lation 


iSa.     Eq.   18 


Here  it  is  found  that 


i4  = 


Acceleration  of 
rigid  body  in 
rotation 


Angular  speed  of 
body  multiplied  by 
rate  at  which  its 
axis  of  spin  is 
changing  direction 


=  flw.     Eq.  18' 
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Observe  that  just  as  in  uniform  circular  motion  the  three  quantities 
a,  Sf  and  Q  are  vectors  .each  one  at  right  angles  to  the  other  two,  so 
here,  in  Eq.  18^  A,  Q,  and  ca  are  three  mutually  rectangular  vectors. 

The  motion  here  considered  is  easily  illustrated  by  the  ordinary 
balanced  gyrostat. 

The  student  will  find  it  an  interesting  exercise  to  prove  that 
angular  and  linear  accelerations  at  any  point  on  a  rotating  rigid 
body  are  connected  by  the  following  equation :  — 

a  =  rA,  Eq.  8' 

an  equation  which  is  strictly  analogous  to  Eq.  8,  p.  30. 

This  subject  is  one  whose  detailed  discussion  at  this  point 
would  lead  us  too  far  afield ;  but  it  is  hoped  that  every  student 
will  at  least  get  a  fair  grasp  of  the  exact  analogy  between  trans- 
lation and  rotation  in  Kinematics,  and  thus  reduce  the  com*- 

■ 

plexity  of  the  subject  by  at  least  one  half. 

Algebraic  Summary  of  Kinematics 
Linear  I  Angular 


Fundamental  Quantities 
Length  and  time ;  p  and  t       \      Angle  and  time ;  0  and  t. 

Position 


Defined  by  a  vector  whose 
length  measures  a  distance. 


Defined  by  a  vector  whose 
length  measures  an  angle. 


VehcUy 

Lfe  -  tlJhMt  L  fe  ""  ^1  J*' 


F  =  rQ. 


Acceleration 


_  rQ2  ~  All 


a  =  rA. 
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Special  Case  /.     Direction  Coneiant :  Speed  Variable 


52  =  So^  +  2  op. 


12   =  iio  +  At, 


Special  Case  IL    Direction  Variable :  Speed  Constant 
a  =  SO.  I  ^   =  flw. 


Problems 

68.  Twenty  seconds  after  the  current  is  turned  on  an  electric  motor, 
the  armature,  starting  from  rest,  has  acquired  an  angular  speed  of 
600  radians  per  second.     Find  the  average  angular  acceleration. 

69.  The  fly  wheel  of  an  engine  is  subject  to  a  negative  angular 
acceleration  of  4  radians  per  second  per  second.  If  the  wheel  is 
making  220  R.P.M.  when  steam  is  shut  off,  how  long  will  it  take  the 
fly  wheel  to  come  to  rest  ? 

70.  A  particle  is  accelerated  vertically  upward  with  an  accelera- 
tion of  3,  and  horizontally  eastward  with  an  acceleration  of  4.  Find 
the  total  acceleration  of  the  particle. 

71.  A  particle  on  the  surface  of  a  fly  wheel  of  120  cm.  radius,  rotat- 
ing with  an  angular  speed  of  4  radians  per  second,  is  accelerated  to- 
ward the  center  at  what  rate  ? 

72.  How  fast  must  a  bicycle  wheel  be  made  to  revolve  in  order 
that  a  small  particle  of  mud  attached  to  the  tire  may  experience  an 
acceleration  of  12  cm./sec.'?  It  is  assumed  that  the  diameter  of 
the  wheel  is  70  cm. 

73.  What  data  would  you  need  in  order  to  compute  the  acceleration 
of  the  moon  toward  the  earth  as  it  revolves  about  the  earth  in  an 
orbit  which  is  practically  a  circle  ? 

74.  A  grindstone  is  set  in  motion  with  an  angular  speed  of  3  ra- 
dians per  second.  When  left  to  itself,  it  rotates  through  an  angle  of 
60  radians  before  stopping.     Find  the  angular  acceleration. 

76.  The  shaft  of  a  hoisting  windlass  is  set  into  motion  (starting 
from  rest),  under  an  angular  acceleration  of  200  radians  per  second 
per  second.  What  angle  will  it  have  turned  through  by  the  end  of 
3  seconds? 
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76.  Show  that,  if  we  take  any  equal  intervals  of  time  and  count 
from  the  beginning  of  a  motion  uniformly  accelerated  in  one  direction, 
the  distances  traversed  during  these  successive  instants  will  bear  to 
one  another  the  same  ratio  as  the  series  of  odd  numbers,  1,  3,  5,  7, 
etc.    [Galileo.] 

77.  Prove  that,  when  a  particle  which  is  uniformly  accelerated 
in  one  direction  traverses  any  two  distances,  measured  from  a  com- 
mon initial  point,  in  any  two  time  intervals  whatever,  these  time 
intervals  bear  to  one  another  the  same  ratio  as  one  of  the  distances 
bears  to  the  mean  proportion  of  the  distances.    [Galileo.] 
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CHAPTER  II 
SIMPLE  HARMONIC  MOTION 

Case  I.    Linear  Motion 

43.  Another  motion  which  one  meets  with  extraordinary  fre- 
quency is  that  of  a  particle  hanging  at  the  end  of  a  spiral  spring 
and  vibrating  in  a  vertical  line.  Such  a  particle  is  represented  by 
P  m  Fig.  25.  J 

There  is  perhaps  no  one  motion  in  nature  more  wide-  ^ 
spread,  and  no  department  of  physics  in  which  it  does 
not  make  its  appearance.  The  motion  of  any  point  on 
a  guitar  string  which  has  just  been  plucked  and  let  go 
furnishes  another  illustration  of  this  motion.  If  a  body 
be  suspended  by  a  rubber  band  and  then  slightly  dis- 
placed up  or  down  and  suddenly  released,  its  motion 
also  will  be  that  which  we  are  about  to  study. 

In  each  of  these  cases  observe  that,  when  the  body 
vibrates  freely ;  — 

(a)  The  motion  is  one  of  translation;   because  the 
particles  of  the  body  describe  equal  and  similar  paths. 

(6)  The  path  is  a  limited  straight  line.  ^*°-  ^• 

(c)  The  particle  moves  most  rapidly  at  the  middle  of  its  path, 
and  comes  to  rest  at  each  end  of  its  path. 

{d)  The  motion  gradually  dies  down,  unless  kept  up  by  some 
"  outside  "  means. 

Such  would  be  a  popular  and  qualitative  description  of  the 
motion. 

Case  II.    Angular  Motion 

44.  In  the  case  of  solid  bodies  having  a  fixed  axis  of  rotation, 
we  frequently  meet  a  similar  motion,  and  one  with  which,  again, 
all  students  are  familiar  in  a  general  way. 

47 
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The  pendulum  of  a  clock  is  approximately  a  rigid  body  whose 
angular  position  is  constantly  changing.  It  typifies  the  motion 
we  are  about  to  describe.  The  motion  of  the  balance  wheel  in 
a  watch  movement  also  illustrates  the  motion  under  consideration. 
If  a  slender  lath  be  clamped  at  one  end,  while  the  free  end  is  pulled 
aside  and  suddenly  let  go,  this  free  end  will  vibrate  with  practi- 
cally the  same  motion  as  that  of  a  pendulum  left  to  itself. 

Observe  that,  in  each  case,  when  the  body  vibrates  freely :  — 

(a)  Its  motion  is  an  angular  one. 

(6)  The  amount  of  swing  (angular  displacement)  never  ex- 
ceeds, in  any  one  case,  a  certain  limited  angle. 

(c)  The  angular  speed  is  greatest  at  the  middle,  and  vanishes 
entirely  at  the  end  of  the  swing. 

{d)  The  vibration  gradually  dies  down,  unless  kept  up  by  some 
means  external  to  the  system  we  are  studying,  as,  for  instance, 
by  the  weight  of  the  clock  or  the  coiled  spring  of  the  watch. 

These  two  motions,  the  linear  and  the  angular,  are  each  close 
approximations  to  what  is  called  Simple  Hannonic  Motion;  and 
are  often  indicated  by  the  letters  S.H.M. 

The  student  should  note  here,  once  for  all,  that  a  mere  name 
of  a  physical  quantity  or  phenomenon,  such  as  the  above,  while 
exceedingly  convenient,  does  not  define  it.  We  now  proceed  to 
the  exact 

Definition  of  Linear  Simple  Harmonic  Motion 

45.  Imagine  a  point  P  (Fig.  26)  to  move  with  uniform  speed 
in  the  circumference  of  a  circle.  Imagine  any  diameter  drawn  in 
the  circle.  And  from  the  point  P,  in  each  of  its  successive  posi- 
tions, imagine  a  perpendicular  let  fall  upon  this  diameter.  The 
motion  of  the  foot  of  this  perpendicular,  //,  to  and  fro  along  the 
diameter,  is  a  simple  hannonic  motion.  It  is  evident  that  the 
speed  of  the  point  //  near  either  end  of  the  diameter  will  be  much 
less  than  at  the  center  0.  In  this  respect  the  motion  of  H  is  like 
that  of  a  pendulum  bob. 

The  same  definition  may  be  put  more  elegantly,  as  follows: 
Simple  hannonic  motion  is  the  projection  of  uniform  circular 
motion  upon  a  diameter  of  the  circle.    We  shall  presently  see 
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that  this  motion  can  be  accurately  described  (defined)  in  a  man- 
ner even  simpler  than  this. 

The  student  frequently  confounds  simple  harmonic  with  circular 
motion,  and  should,  therefore,  at  this  point,  carefully  distinguish 
between  these  two  motions. 
S.H.M.  is  a  to-and-fro  motion  in 
a  straight  line;  circular  motion 
is  curved.  S.H.M.  is  oscillatory ; 
uniform  circular  motion  never 
turns  back  but  carries  its  particle 
along  at  uniform  pace  in  its 
curved  path.  The  adiuU  motion 
of  one  of  Jupiter's  satellites  is 
nearly  circular  while  its  apparent 
motion  is  practically  simple  har- 
monic. S.H.M.  is  merely  uniform 

circular  motion  seen  edgewise.  Fio.  26.  —  Simple  harmonic  motion. 


Definition;   Circle  of  Reference 

46.  The  circle  in  which  we  have  imagined  the  point  P  (Fig. 
26)  to  move  with  uniform  speed  is  called  the  circle  of  reference. 
We  shall  also  employ  the  center  of  this  circle  0  as  our  point  of 
reference. 

DEFiNmoN;  Amplffude  of  S.H.M. 

47.  The  radius  of  the  circle  of  reference  is  the  maximum  dis- 
tance to  which  H  can  recede  from  0  in  either  direction.  This 
mftTJiniiTn  distance,  which  will  be  denoted  by  ^,  is  called  the 
anqilitade  of  the  S.H.M.  Accordingly  the  amplitude  of  S.H.M. 
is  defined  as  the  radius  of  the  circle  of  reference. 


Definition;   Period  of  S.H.M. 

48.  Let  us  denote  by  S  the  uniform  speed  of  the  point  P  in 
the  circle  of  reference.  In  one  complete  trip  around  the  circle 
this  point  will  travel  a  distance  2  tA,    The  time  required  for  this 


round  trip  will,  therefore,  be 


2irA 

S 


seconds.     This  interval  of 
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time,  generally  denoted  by  T,  is  a  constant,  and  is  called  the 
period  of  the  S.H.M.  Accordingly  the  period  is  defined  as  the 
time  occupied  in  one  romid  trip  of  the  actual  moving  point  H  to 
and  fro  across  the  diameter  of  the  circle.  The  reciprocal  of  the 
period  T  is  called  the  frequency,  and  is  generally  denoted  by  n. 

Definition;   Phase  op  S.H.M. 

49.  Let  H  (Fig.  27)  be  the  particle  which  is  moving  along  the 
diameter  BC  with  simple  harmonic  motion ;  let  P  be  the  corre- 
sponding point  moving  in  the 
circle  of  reference  with  uniform 
speed.    The  angle,  fl,  which  the 
.--*-'"'^      radius  vector  OP  makes  with 
B  I ^cr3tI_L_li2—    the  line  of  reference  0  X  is  called 


FiQ.  27. 


the  phase  of  the  S.H.M.  at  the 
time  t 

(The  phase  of  a  S.H.M.  is 
therefore  defined  as  the  angle 
between  the  line  of  reference 
for  angles  and  the  radius  vector  drawn  to  the  corresponding 
point  in  the  circle  of  reference.  The  phase  angle,  0,  is  usually 
expressed  in  radians. 

DEFiNrrioN;   Epoch  of  S.H.M. 

60.  Let  us  now  suppose  that  the  moving  point  P  occupied  the 
position  D  at  the  instant  when  <  =  0,  and  that  it  travels  about  the 
circle  of  reference  in  a  counter-clockwise  sense.  Then  the  radius 
OD  will  be  the  line  of  reference  for  the  measurement  of  time.  It 
is  evident  that  the  phase  at  the  time  <  =  0  is  the  angle  DOC, 
which  we  shall  denote  by  6.  This  angle  6,  which  is  the  value  of 
the  phase  at  the  time  <  =  0,  is  called  the  epoch  of  the  S.H.M. 

51.  If  we  denote  by  co  the  angular  speed  of  the  radius,  OP,  it 
follows,  Eq.  6,  that  during  any  interval,  t,  this  radius  will  describe 
an  angle  which  is  measured  by  id,  and  hence  the  phase  at  the  end 
of  this  interval,  U  will  he  (d  +  €.  Or  one  may  express  this  alge- 
braically by  writing 
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Thus  when  fl  =  -,  we  understand  that  the  particle,  H,  has 

completed  one  quarter  of  a  vibration  since  it  was  in  the  position 
C  at  the  end  of  its  swing. 

DEFiNmoN;   Displacement  op  S.H.M. 

62.  The  point  which  is  actually  Trumng  with  S.H.M  is  repre" 
sented  by  H  in  Fig.  27.  The  distance  of  this  moving  particle, 
at  any  instant,  from  the  center  of  the  circle  of  reference  is  called 
its  Displacement.  We  shall  denote  this  displacement,  OH,  by 
X.  Then  in  thie  right-angled  triangle  OPH,  Fig.  27,  it  is  evident 
from  the  definition  of  a  cosine  that 

COS  tf  =  --, 
A 

or  X  ^  A  cos  0. 

But  by  the  definition  of  the  phase  angle,  0,  we  have 

0  ^  (d  +  €, 
and  hence  x  =  A  cos  (cot  +  e).  Eq.  21 

Or  if  angles  and  times  be  measured  each  from  the  same  line  of 
reference,  namely,  0  X,  then  e  =  0  and  we  shall  have 

x  =  A  eoscd.  Eq.  22 

Equation  21  tells  the  whole  story  concerning  the  displacement. 
Every  possible  value  which  x  can  assume  is  easily  computed 
as  soon  as  we  know  the  corresponding  value  of  the  variable  t 
and  of  the  constants  A,  co,  and  €. 

To  completely  describe  a  S.H.M.  along  any  given  straight 
line  we  must,  then,  tell  the  following  four  things  about 
it:  — 

(1)  The  amplitude,  A,  i.e.  the  radius  of  the  circle  of  reference. 

(2)  The  period,  T,  or  what  is  the  same  thing,  co ;  for 

27r 
T 

(3)  The  phase  at  any  time  t,  namely,  cot  +  €. 
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(4)  The  fense  of  motion  ol  the  point  P  in  the  dide  of  refer- 
ence, i^.  the  sign  ot  <a  must  be  given. 

These  htLving  been  given^  nothing  can  be  added  that  will  make 
the  description  more  definite. 

Linear  Acceleration  of  S.H.M. 

83.  In  our  previous  study  of  circular  motion,  we  found  that 
whenever  a  particle  moves  in  a  circle  with  uniform  speed,  it  is 

alwa^-s  accelerated  toward  the  center. 
The  amount  of  this  acceleration  we 
found  (§  38)  to  be  ia*A,  where  A  is 
the  radius  of  the  circle  and  ay  is  its 
angular  speed. 

In  other  words,  the  acceleration  in 
uniform  circular  motion  is  represented 
by  a  vector  of  length  co*  •  PO  drawn 
to  0  in  the  direction  PO. 

Hence  the  acceleration  in  S.H.M., 

Fiu.  28.  —  Acceleration  of  S.H.M.       i  .  i     .       ^i  .       .  •         •# 

which  is  the   projection  of  uniform 
circular  motion,  is  represented  by  the  projection  of  this  vector, 
that  is,  by  a  vector  of  length  co^  •  HO  drawn  to  0  in  the  direc- 
tion HO.    See  Eq.  2,  §  14. 
Let  us  denote  by  a  this  acceleration  of  S.H.M.,  then 

a  =  co^PO  cos  tf  =  co2  .ffO  =  -  ca^z.  Eq.  23 

This  equation  shows  us,  when  once  we  know  the  disptacemerU 
of  any  S.H.M.,  how  to  obtain  the  corresponding  acceleration. 
This  is  the  fundamental  equation  of  S.H.M.,  and  may  perhaps  be 
written  in  the  following  form :  — 

Acceleration       a  x*  x    x 

=  A  negative  constant. 


Displacement 


In  other  words,  the  acceleration  is  proportional  to  the  displace- 
ment and  opposite  in  sense. 

The  relation  between  displacement,  velocity,  and  acceleration 
will  be  clear  from  Fig.  29. 
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This  equation  (23)  also  gives  us  an  exceedingly  useful  expression 
for  the  period  of  a  S.H.M.    For,  since 

r=— andco*  =  --,wehave  r  =  2T\P--  Eq.  24 

(ax  —a 

On  account  of  damping  such  as  that  due  to  frictional  resistance, 
the  amplitude  of  all  actual  vibratory  motions,  except  those  in  which 
energy  is  supplied  from  outside' 
the  vibrating  system,  continually 
diminishes.  Hence  we  do  not  meet 
any  motions  in  nature  which  are 
accurately  simple  harmonic;  but  "^  — r  .^    — 

in  thousands  of  cases  the  approxi-  ^^^  ^ZX  vT-  •-! 
mation  is  so  dose  that  in  treating  a«-f-  a--  a*—  a»-f. 
these  cases  we  may,  with  impunity,  o  and  x  always  have  opposite  signs, 
use  the  laws  of  S.H.M.  Fio.  29. 

Angular  Simple  Harmonic  Motion 

As  we  have  already  seen  (§  44),  bodies  rotating  about  a  fixed 
axis  may  have  an  angular  motion  which  is  analogous  to  the  linear 
motion  which  we  have  just  been  studying.  A  most  excellent 
illustration  is  to  be  found  in  the  motion  of  the  balance  wheel  of  a 
watch. 

The  angular  displacement  B  of  such  a  body  is  described  in  terms 
of  three  constants  and  the  time  exactly  as  in  the  case  of  linear 

S.H.M.    Thus  n      ^        f  4  V    \  T?     01/ 

tf  =  H  cos  {(d  +  €),  Eq.  21 

where  the  constants  are 

O  =  maximum  angular  displacement,  or  amplitude, 

«  =  — ,  where  T.  is  the  period  of  oscillation, 

€  =  phase  at  time  <  =  0, 

while  the  variables  are  0  and  t 

Just  as  in  the  case  of  linear  S.H.M.  it  was  shown  (Eq.  24)  that 
the  period  depends  only  upon  the  ratio  of  displacement  to  accel- 
eration, so  here  it  may  be  shown  in  the  same  way  that 

T  =  2T^1   Angular  displacement"  ^  o    J   6    .         ^^  24' 
—  (Angidar  acceleration)  —  A 
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In  other  words,  the  criterion  of  angular  S.H.M.  is  that  the 
angular  acceleration  shall  be  proportional  to  the  angular  displace- 
ment, but  opposite  in  sense. 

The  Harmonic  Curve,    or    the    Composition    op   Uniporm 

Rectiunear  Motion  with  a  S.H.M.  in  a 

Direction  at  Right  Angles 

M.  If  one  walks  along  the  smooth  sand  of  the  lake  shore  or 
the  ocean  beach,  dragging  his  walking  stick  behind  him  and 
at  the  same  time  vibrating  it  to  and  fro  sidewise,  he  will  trace, 
upon  the  sand  a  wave-shaped  line  which  is  of  considerable  im- 
portance in  Physics  and  which  is  known  as  the  Harmonic 
Curve. 

It  is  the  resultant  of  two  motions  which  are  at  right  angles 
to  each  other  and  which  are  described  by  the  following 
equations :  — 

(i)  y  =  A  cos  o)t,  Simple  Harmonic  Motion. 

and 

(ii)  X  =  Vt  Uniform  Rectilinear  Motion. 

Eliminating  t  between  these  two  equations  of  motion,  we  have 
the  equation  of  the  path,  namely :  — 


y  —  A  cos  [^  jar.     Eq.  of  Harmonic  Curve. 


25 


Such  a  motion  is  evidently  periodic,  the  same  value  of  y  recur- 


0)X 


ring  whenever  —  changes  by  2  ir,  as  illustrated  in  Fig.  30. 


Fio.  30.  —  Path  resulting  from  S.H.M.  and  uniform  rectilinear  motion. 

This  curve  is  also  known  in  mathematics  as  the  cosine-  or 
sine-curve. 
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Problems 

78.  Show,  either  graphically  or  algebraically,  that  when  the  par- 
ticle H  (Fig.  28)  is  passing  the  center  and  has  its  maximum  speed,  the 
acceleration  is  zero. 

79.  Show  that  when  the  particle  H  (Fig.  28)  reaches  the  end  of  its 
swing  and  for  an  instant  stands  still,  the  acceleration  is  a  maximum. 

80.  The  displacement  in  a  certain  S.H.M.  at  a  given  instant  is 
—  32.  At  the  same  instant  the  acceleration  is  -f  }.  Find  the  period 
of  the  S.H.M.  Ans.     16  t. 

81.  The  period  of  a  S.H.M.  is  6.28  seconds,  and  the  acceleration 
at  a  given  instant  is  —  4.  What  is  the  displacement  at  the  same 
instant? 

82.  In  any  S.H.M.  when  is  the  displacement  a  maximum?  When 
is  it  a  minimum? 

83.  At  what  part  of  its  path  does  a  particle  in  S.H.M.  move  most 
rapidly  ? 

84.  A  man  walks  at  a  uniform 
rate  in  a  circular  track  ABCD,  Fig. 
31.  Another  man  starts  from  A  at 
the  same  time  and  walks  along  the 
diameter  AC  so  that  the  line  joining 
them  is  perpendicular  to  AC.  What 
kind  of  motion  will  the  second  man 
have?  Where  will  he  walk  the  fast- 
est? The  first  goes  clear  around  in 
20  minutes.  What  is  his  angular 
speed?  What  is  the  periodic  time 
of  the  second  man? 

Shearer's  Questions,  407. 

86.  Imagine  a  particle  to  move  in  a  straight  line  with  constant 
acceleration.  Draw  a  curve  which  shall  represent  such  a  motion, 
using  abscissae  to  represent  time  and  ordinates  to  represent  accelera- 
tion, 

86.  If  a  particle  starts  from  rest  and  moves  in  a  straight  line  under 
constant  acceleration,  what  curve  will  represent  the  relation  between 
the  speed  of  the  particle  and  the  time?  Draw  such  a  curve  on  the 
blackboard. 

87.  A  particle  starts  from  rest  and  moves  in  a  straight  line  under 
constant  acceleration ;  draw  a  curve  in  which  the  abscissse  represent 
times  and  the  ordinates  the  corresponding  distances  traveled  by  the 
particle.     What  name  have  mathematicians  given  to  such  a  curve? 
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88.  Suppose  7  to  be  the  period  of  a  S.H.M.  such  as  that  shown  in 

T 
Fig.  31.     Take  —  as  the  unit  of  time  and  imagine  the  particle 

M  to  start  from  A  at  the  instant  when  <  -  0.  Plot  a  curve  in  which 
the  abscissse  represent  timeSj  ranging  from  0  to  7  and  the  ordinates 
represent  the  corresponding  displacemenU  of  the  particle  M. 

89.  Plot  a  curve  similar  to  the  preceding  except  that  while  abscissa 
represent  timeSf  the  ordinates  represent  the  corresponding  accelerti- 
tiona  of  the  particle  M. 

90.  Put  Fig.  29  on  the  blackboard  and  interpret  the  signs  of  the 
three  quantities  there  mentioned. 


"A  theory  of  matter  ia  a  policy  imther 
than  a  creed." 

Sir  J.  J.  Thomson, 

Corpuscular  Theory  of  MatUr, 


CHAPTER  III 
SOBIS  GENERAL  PROPERTIES  OF  BfATTER 

66.  Up  to  this  point  we  have  been  considering  some  of  the 
motions  of  particles  or  bodies,  and  have  confined  our  attention 
entirely  to  the  motion,  not  at  all  to  the  moving  object.  We 
next  proceed  to  study  some  of  those  properties  which  all  pieces 
of  matter  have  in  common ;  properties  possessed  alike  by  bodies 
at  rest  and  by  bodies  in  motion,  and  by  bodies  of  every  possible 
chemical  composition.  Properties  of  this  kind  are  called  gen- 
eral properties. 

We  shall  consider  four  of  these,  viz..  Inertia,  Gravitation,  Capac- 
ity for  Energy,  and  Elasticity.  Afterwards  we  shall  investigate 
some  of  the  special  properties  of  inanimate  matter,  such  as  hard- 
ness, magnetic  quality,  transparency,  color,  and  we  shall  then  see 
how  these  special  properties  are  employed  to  classify  the  dif- 
ferent kinds  of  bodies. 

Matter  is  something  with  which  we  are  familiar  in  a  general 
way  from  our  earliest  years;  on  the  other  hand,  investigators 
in  physical  science  have  spent  centuries  in  studying  the  various 
peculiarities  of  matter,  and  have  not  yet  succeeded  in  defining 
it  in  terms  of  anything  simpler.  Much  has  recently  been  dis- 
covered to  commend  the  view  that  matter  will  ultimately  be 
found  to  consist  of  electricity  in  motion.  This  is,  at  present,  the 
most  helpful  theory  of  matter  ever  proposed. 

I.    Inertia 

66.  One  of  the  commonest  experiences  of  life  is  that  of  "  siz- 
ing up  **  a  body  by  pushing,  pulling,  or  "  hefting  "  it. 

When  one  sees  a  barrel  being  rolled  along  the  street,  he  can 
always  tell  whether  it  is  empty  or  is  filled  with  something  that  has 
considerable  weight.    The  empty  barrel  rebounds  to  a  greater 
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extent,  as  it  passes  over  a  smaU  stone,  and  is  more  easily  turned 
aside  from  a  straight  course. 

Even  a  wagon  drawn  by  a  team  behaves  so  differently  when 
empty  and  when  loaded  that  an  observer  does  not  need  to  look 
into  the  box  of  the  wagon  to  see  whether  it  contains  a  load  or  not. 

Imagine  three  balls,  each  six  inches  in  diameter,  each  painted 
black,  one  a  rubber  football,  one  a  wooden  ball  from  a  bowling 
alley,  one  an  iron  cannon  ball.  Imagine  them  all  started  rolling 
with  the  same  speed  over  a  moderately  smooth  sidewalk.  Any 
boy  or  girl  can  tell  instantly,  by  observing  the  behavior  of  the 
three  balls,  which  one  is  filled  with  air,  which  one  is  made  of 
wood,  and  which  one  of  iron. 

Everybody  knows  that  the  empty  barrel  is  more  easily  set  in 
motion  than  the  full  one,  and  that  it  is  more  easily  stopped  than 
the  full  one.  Any  one  can  tell,  by  kicking  the  barrel,  whether 
it  is  full  or  empty.  In  like  manner,  any  one  can  go  up  to  the 
three  black  balls,  each  of  the  same  size  and  color,  each  at  rest 
on  the  ground,  and  can  distinguish,  by  a  push  with  the  foot, 
the  iron  ball  from  the  wooden  ball,  the  wooden  ball  from  the 
football.  But  just  how  is  one  able  to  arrive  so  quickly  at  the 
correct  conclusion?  The  answer  is  that  every  one  knows  from 
his  previous  experience  with  matter  these  two  facts :  — 

(i)  That  it  requires  an  effort  to  put  matter  into  motion  when 
the  matter  is  already  at  rest;  that  it  requires  an  effort  to  stop 
matter  after  it  has  once  been  set  in  motion. 

(ii)  That,  with  any  given  body,  the  amount  of  effort  is  greater 
in  proportion  as  the  change  of  motion  is  greater;  and  that,  for 
any  given  change  of  motion,  the  amount  of  effort  is  greater  in 
proportion  as  the  amount  of  matter  in  the  body  is  greater. 

The  first  of  these  facts  is  described  by  saying  that  all  matter 
possesses  inertia.  Now  inertia  is  simply  the  Latin  word  for 
laziness;  but  this  laziness  of  matter  differs  in  one  essential  re- 
spect from  that  exhibited  by  ourselves  —  on  certain  more  or 
less  rare  occasions  —  in  that  matter  hesitates  quite  as  much  to 
stop  when  once  in  motion  as  to  start  when  once  at  rest.  Does 
your  own  experience  indicate  that  liquids  and  gases,  as  well  as 
solids,  possess  inertia  ? 
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In  all  the  experience  of  the  human  race  no  exception  has  been 
found  to  the  statement  that  all  matter  possesses  inertia.  How, 
then,  shall  we  explain  the  fact  that  a  marble  started  rolling  on 
a  level  blanket  so  soon  stops?  Here  the  blanket  forms  a  slight 
hill  in  front  of  the  marble,  and  hence  exerts  an  effort,  so  to  speak, 
against  the  marble.  But  suppose  the  marble  put  into  motion 
on  a  smooth  level  table ;  here  the  marble  rolls  much  farther  before 
it  stops,  but  the  very  slight  roughness  of  the  table  is  sufficient  to 
bring  the  marble  to  rest.  The  effort  which  a  sheet  of  level  plate 
glass  can  oppose  to  the  motion  of  the  marble  is  slighter  still,  yet 
sufficient  to  stop  the  marble  by  and  by.  The  smoother  the  road 
and  the  freer  the  bearings  are  from  friction,  the  longer  a  bicycle 
will  run  when  coasting  on  level  ground. 

Suppose  now  that  a  bicycle  wheel  is  entirely  free  from  fric- 
tion, not  only  the  friction  of  the  bearings,  but  the  friction  of  the 
air.  How  long  will  it  continue  to  spin  when  the  frame  is  held 
above  the  ground  and  the  wheel  set  in  motion?  All  our  experi- 
ence goes  to  show  that,  under  these  ideal  conditions,  the  ¥^eel 
would  never  stop.  The  earth  in  its  rotation  on  its  axis  comes 
very  nearly  being  such  a  body;  the  earth  is,  indeed,  so  per- 
fectly free  from  any  effort  to  stop  it,  that  it  keeps  on  moving, 
year  after  year,  with  essentially  the  same  speed. 

So  extraordinarily  constant  is  this  angular  speed  of  the  earth,  that 
Sir  George  Darwin  says,  **  Attempts  have  been  made  to  estimate  the 
actual  amount  of  retardation  of  the  earth's  rotation  but  without 
much  success.     Ency,  Brit.,  art.  **  Tides,''  p.  945. 

In  like  manner,  if  a  body  has  a  motion  of  pure  translation 
(§  15),  the  natural  and  logical  inference  b  that  the  body  will 
keep  on  moving  indefinitely  if  no  effort  is  exerted  against  it.  This 
inference  was  first  made  by  Galileo  on  the  ground  of  the  follow- 
ing experiment. 

A  body  is  allowed  to  roll  down  the  inclined  plane  AF,  of  fixed 
height  AB  (Fig.  32).  The  body  on  reaching  the  foot  of  the 
plane  AF  with  a  constant  and  definite  velocity,  is  allowed  to  roll 
up  a  second  incline  of  variable  slope.  Galileo  observed  that  as 
the  slope  of  the  second  plane  diminished  it  required  a  longer  and 
longer  time  for  the  ball  to  reach  any  given  elevation  which,  of 
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course,  must  be  less  than  AB.    From  this  he  argued  that  it 
friction  were  eliminated  and  the  ball  were  allowed  to  roll  along 

a    perfectly    smooth    and 
aP>^  ^,...^;^:>:^:^ — -^      horizontal   plane  FGy   the 

^   time    required    would    be 
infinite.     In  other  words, 
there  would  be  no  retarda- 
tion along  such  a  plane,  and  hence  the  motion  would  be  uniform 
in  direction  and  speed. 

67.  But  as  a  matter  of  fact  in  all  cases  of  actual  motion  we 
find  that  there  is  some  outside  influence  at  work  which  interferes 
with  the  uniformity  of  the  motion.  Thus,  in  the  case  of  a  bullet 
fired  vertically  upwards,  we  find  that  the  bullet  does  not  continue 
to  move  upwards  forever,  but  soon  returns  to  the  earth.  In  the 
case  of  a  kite,  on  the  other  hand,  the  combined  effort  of  the  string 
and  the  weight  of  the  kite  are  not  sufficient  to  bring  the  kite 
down.  An  equally  peculiar  case  is  that  of  an  empty  bottle  corked 
and  then  immersed  under  water.  The  bottle  at  once  rises  to  the 
surface. 

In  order  to  explain  such  various  motions  in  a  really  simple 
and  comprehensive  way  it  will  be  necessary  first  to  define  two 
new  terms,  viz..  Mass  and  Momentum. 

Comparison  op  Masses 

68.  Since  one  does  not  know  what  matter  is,  he  finds  it  mani- 
festly impossible  to  take  any  one  body  by  itself  and  determine 
just  "  how  much  matter  "  there  is  in  it.  But  we  have  already 
seen  that  one  can  compare,  in  a  rough  way  at  least,  the  amount 
of  matter  in  one  body  with  that  in  another  by  simply  shaking  or 
pushing  the  two  bodies  in  succession.  In  physical  science  the 
''  mass  of  a  body  ''  is  a  phrase  used  to  denote  the  inertia  of  that 
body  or,  if  you  prefer,  the  amotmt  of  matter  in  that  body  compared 
with  that  of  another  body  taken  as  standard. 

Naturally  the  next  problem  is  to  find  some  quantitative  method 
for  comparing  the  mass  of  one  body  with  that  of  another  taken  as 
standard.    Perhaps  the  first  solution  which  occurs  to  the  student 
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is  to  put  the  two  bodies  on  an  ordinary  beam  balance  and  weigh 
them ;  and  thb  is,  indeed,  the  very  best  of  all  known  methods. 
But  weighing  is,  as  yet^  open  to  this  objection,  namely,  one  does 
not  know  without  further  evidence  that  the  earth  pulls  equally  hard 
on  all  substances,  i,e.  upon  all  ^nds  of  matter.  One  does  not 
know,  before  the  events  but  that  copper  may  be  more  strongly 
attracted  by  the  earth  than  is  nickel ;  that  mass  which  we  call  a 
''  pound  of  feathers  '^  may  weigh  more  than  that  mass  which  we 
call  a  ""  pound  of  lead  ''  simply  because  the  earth  exerts  a  stronger 
attraction  for  feathers  than  for  lead ;  just  as  a  piece  of  iron  exerts 
'a  stronger  pull  upon  a  magnet  than  upon  a  piece  of  brass  having 
the  same  size,  shape,  and  position  as  the  magnet. 

As  a  matter  of  fact,  Galileo,  Newton,  and  Bessel  proved  —  by 
methods  which  will  be  considered  later  —  that  the  earth  accel- 
erates—  attracts  —  all  bodies  equally.  Hence  weighing  is  the 
ajqiroved  method  for  comparing  masses. 

Since  however  the  mass  of  a  body  is  something  quite  different 
from  its  weight,  and  since  the  idea  is  fundamental  to  every  branch 
of  physics,  we  must  consider  a  method  of  comparing  masses 
lAiixHi  is  independent  of  weight.  The  following  is  such  a  process. 
Let  two  small  metal  cars  be  placed  upon  a  smooth  horizontal 
table  and  let  the  cars  be  attached  to  each  other  by  means  of  a 
stretched  rubber  band  AB,  k&  indicated  in  Fig.  33. 

A B 

y^ r:v-1illllllllllllllF-C^) Q-^ 

^  0  60  100  ? 

Fio.  33.  —  Fundamental  method  for  measurement  of  mass. 

The  cars  should  be  made  to  run  with  very  little  friction  and 
should  be  held  apart  at  a  distance  of,  say,  100  centimeters  by 
means  of  a  meter  stick.  When  this  stick  is  deftly  removed  and 
the  wagons  approach,  we  may  fairly  assume  thai  the  rubber  band 
jndU  with  equal  strength  upon  each  car  regardless  of  the  substance 
from  which  the  car  is  made  and  of  the  substance  ivith  which  it  is 
loaded.  This  assumption  corresponds,  of  course,  to  that  which 
is  tacitly  made  when  one  compares  masses  by  weighing,  namely. 
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that  the  earth's  attraction  for  a  substance  does  not  depend  ui>on 
the  chemical  composition  of  that  substance. 

From  the  moment  when  the  two  cars  are  released  until  they 
collide,  each  will  acquire  an  increasing  —  and  hence  accelerated  — 
speed.  Let  3f^  and  Mb  indicate  the  respective  masses  of  the 
two  wagons,  including  their  loads,  while  a  and  6  indicate  the  re- 
spective accelerations  of  the  wagons  at  any  instant.    Then  the 

ratio  of  the  masses,  3f^  and  Msy  is,  hy  definition,  equal  to  -,  a  fact 

a 

more  simply  expressed  by  the  following  equation :  — 

Mj^  __  0  ^  Defining  equation  for  p^    2A 

J^         fl  ratio  of  masses.  ^* 

But  since  the  distance  which  a  body  travels  from  rest  is  always 
proportional  to  its  acceleration,  one  may  also  write 

M.  =  Efi,  Eq.27 

Mb     Pa 

where  p^  and  ps  are  the  respective  distances  traversed  by  the  two 
wagons  before  collision. 

To  compare  the  masses  of  two  bodies  without  weighing  we  have 
therefore  only  to  take  the  ratio  of  their  accelerations  when  the  mo- 
tion of  each  body  is  accelerated  by  the  same  external  influence.  This 
definite  quantitative  idea  of  inertia  seems  to  have  been  introduced 
into  physics  by  Sir  Isaac  Newton  {Principia,  Book  I,  Def.  III). 

It  was  quite  a  century  after  the  publication  of  the  Principia 
in  1687,  that  Lavoisier  proved  that  the  mass  of  a  given  body  is 
an  invariable  quantity.  No  man  has  succeeded  by  any  means, 
chemical,  thermal,  or  other,  in  creating  or  annihilating  a  single 
particle  of  matter.  But  really  all  those  who  from  the  earliest 
times  to  the  present  have  used  the  steelyard  or  other  beam  balances 
have  been  comparing  masses  while  they  were  weighing.  It  was 
not  therefore  a  new  method  of  determining  mass  which  Newton 
introduced,  but  a  new  idea,  a  new  conception  of  inertia,  a  new 
interpretation  of  the  result  of  weighing  on  a  beam  balance,  ac- 
cording to  which  the  mass  of  a  body  has  the  same  numerical 
value  whether  determined  on  one  part  of  the  earth  or  another 
or  even  on  another  planet. 
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Unit  op  Mass 

69.  Having  once  learned  how  to  compare  (i.e.  measure)  masses, 
we  have  only  to  select  a  certain  standard  of  mass,  in  order  to  be 
able  to  determine  the  masses  of  other  bodies. 

There  is  a  piece  of  matter  preserved  in  the  International  Bm*eau 
of  Weights  and  Measures  at  Sivres,  near  Paris,  a  piece  of  plati- 
num-iridium,  weighing  about  two  pounds,  which  the  scientific 
world  has  arbitrarily  agreed  to  call  the  standard  kilogram,  i.e. 
1000  grams.  The  gram,  which  is  therefore  one  thousandth  part 
of  this  standard  of  mass,  is  taken  as  the  unit  of  mass. 

When  hereafter  we  shall  speak  of  the  mass  of  a  body  as  "  25 
grams,"  we  shall  mean  that  the  body  has  25  times  as  much  matter 
in  it  as  there  is  in  one  gram ;  that  the  effort  required  to  start  it 
moving  with  a  given  speed  is  25  times  that  required  to  start  one 
gram  moving  with  the  same  speed ;  or,  what  happens  to  be  the 
same  thing,  that  it  weighs  25  times  as  much  as  one  gram. 

Digression  on  Fundamental  and  Derived  Unfis 

60.  The  standard  of  mass,  and  also  the  standards  of  length 
and  time,  have  been  defined  in  a  purely  arbitrary  way.  See 
§§  9  and  20.  They  do  not  depend  upon  any  other  standards  for 
their  value.  A  unit  which  is  chosen  in  this  arbitrary  manner, 
without  reference  to  other  units,  is  called  a  fundamental  unit. 
In  modem  physics  there  are  practically  only  three  fundamental 
units,  viz.,  the  unit  of  mass,  the  unit  of  length,  and  the  unit  of 
time. 

All  other  units  are  on  a  different  basis,  as  will  be  seen  by  con- 
sidering one  of  them,  say  the  unit  of  speed.  The  whole  scientific 
world  uses  as  unit  speed,  that  speed  with  which  a  particle  will 
traverse  unit  distance  in  unit  time.  In  the  metric  system  we 
say  unit  speed  is  one  centimeter  a  second.  The  unit  of  speed 
thus  depends  upon  the  units  of  time  and  length.  It  is,  therefore, 
said  to  be  a  derived  unit. 

Derived  units  are  defined  as  those  which  depend  for  their 
value  upon  the  fundamental  units.  In  like  manner,  the  unit  of 
acceleration,  the  unit  of  area,  and  the  unit  of  volume  are  all  de- 
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rived  units.  So  are  aU  tlie  uQits  empluyed  in  this  textbook,  ex- 
cept the  three  fundamental  ones  just  mentioned.  Units  which 
are  based  upon  the  centimeter,  gram,  and  second  are  spoken  of 
as  "  C.G.S.  units." 

The  engineer  uses  a  different  set  of  fundamental  units,  which 
are  as  follows :  the  foot  is  his  fundamental  unit  of  length,  and  the 
second  his  fundamental  unit  of  time;  but  the  inertia  of  a  pound 
he  takes  as  his  unit  of  viass  and  the  weight  of  a  pound  as  his  unit 
at  force.  This  last  step  is  sometimes  convenient,  though  unneces- 
sary, and  the  practice  is  not  fallowed  either  in  physical  science  or 
in  electrical  engineering ;  for  as  we  shall  see  when  we  come  to 
consider  the  subject  of  force  the  weight  of  a  pound  is  variable 
while  the  mass  of  a  pound  is  c^onstant. 


The  International  Metric  System 

61.  Since  1875  when  the  International  Bureau  of  Weights  and 
Measures  was  established  at  Paris  and  placed  under  the  control 
of  an  international  committee,  the  whole  scientific  world  has  been 
using  the  same  standards  of  length  and  mass.  This  International 
Bureau  has  distributed  to  eat-h  of  the  nations  represented  in  it 
copies  of  the  original  meter  and  the  original  kilogram  preserved 
at  Paris,  In  1901  our  government  established  a  Bureau  of  Stand- 
ards at  Washington,  and  this  bureau,  under  the  directorship  of 
Professor  S,  W.  Stratton,  is  charged  with  the  care  and  use  of  these 
"  American  prototypes,"  as  our  copies  are  called.  This,  however, 
is  but  one  of  the  many  functions  of  the  Bureau  of  Standards ;  for 
this  institution  has  prepared  and  holds  ready  for  use  many  elec- 
trical standards,  radioactive  standards,  standards  of  temperature, 
etc.  Besides  producing  and  duplicating  these  standards,  the 
bureau  also  investigates  many  methods  and  questions  of  fact 
arising  in  chemistry,  physics,  and  engineering.  The  results  of 
these  investigations  are  published  in  the  Bulletin  of  the  Bureau  of 
Statidarda. 

The  British  nation  preserves  its  standard  pound  —  the  Imperial 
Pound  Avoirdupois  —  in  the  Standartls  Office  at  Westminster, 
London.     In  Germany,  France,  and  Italy  the  metric  system  ia 
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used  everywhere.  The  German  pfund,  the  French  livre,  and  the 
Italian  libbra,  while  retaining  their  original  names,  are  each 
exactly  500  grams.  The  English  pound  imfortunately  contains 
only  453.5924  grams. 

Recently  Professor  A.  A.  Michelson  has  measiured  the  length 
of  the  standard  meter  at  Paris  in  terms  of  a  wave  length  of  red 
light,  by  a  method  so  accurate  that  if  the  original  meter  were 
destroyed  it  could  nevertheless  be  duplicated  with  an  error  prob- 
ably not  to  exceed  one  part  in  two  million.  The  standard  kilo- 
gram if  lost  could  probably  be  restored  with  even  greater  accu- 
racy. Evidently  modern  precision  is  of  a  higher  order  than  that 
with  which  the  old  English  pound  was  defined,  in  the  reign  of 
Henry  III  (1266),  as  7680  "  wheatcorns  in  the  midst  of  the  ear."  ♦ 

DEPiNrnoN  OF  Density 

62.  It  is  a  household  fact  that  the  mass  of  a  cubic  inch  of  lead 
is  greater  than  that  of  a  cubic  inch  of  pine  wood ;  it  is  a  matter 
of  common  knowledge  that  copper  is  denser  than  water,  and  that 
a  copper  coin  will  sink  in  water.  In  physics  the  ''  density  of  a 
body  "  is  a  phrase  used  to  denote  the  ratio  of  the  mass  of  that 
body  to  its  volume.  Accordingly  if  we  denote  the  mass  of  a 
body  by  M,  its  volume  by  V,  and  its  density  by  D,  then 

r\  __M        Defining  equation  for  -p^     c%q 

^  ~"y'      average  density.  i!-q.  Z5 

The  gram  was  intended  to  be,  and  is  very  nearly,  equal  to 
the  mass  of  one  cubic  centimeter  of  water  at  a  temperature 
of  4°  C.  The  mass  of  any  body  of  water  is,  therefore,  numeri- 
cally equal  to  its  volume,  provided  we  use  the  centimeter  and 
the  gram  as  units ;  that  is,  the  density  of  water  is  unity  in  the 
metric  system.  Accordingly  for  this  substance  Eq.  28  reduces 
to  M  =  V. 

The  more  accurate  value  for  the  mass  of  one  cubic  centimeter 
of  water  at  4°  C.  is  0.999980  gram. 

♦Chiflholm,  H.  W.,  Weighing  and  Measuring  (Maomillan,  1877),  p.  55. 
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Digression  on  Moment  of  Mass  and  Center  of  Mass 

63.  Let  us  consider  any  rigid  body  of  mass  M  as  made  up 
of  a  large  number  of  particles.  Call  the  masses  of  these  parti- 
cles mi,  ma,  ttis,  etc. ;  their  positions  in  the  body  may  be  stated 
by  means  of  rectangular  coordinates  (xi^Zi),  {xiy^,  ip^iy^i 
etc.,  respectively.  Next  form  the  sums  indicated  in  the  three 
following  equations :  — 


m\Xi  +  mix%  +  wijara  +  etc.  =  S(?iKr), 
rriiyi  +  mgyt  +  m^yi  +  etc.  =  S(my), 
ntiZi  +  m^zg  +  77182^  +  etc.  =  S(m2;), 


Eq.  28A 


Each  of  these  products  is  called  a  "  moment  of  mass."    Those 

in  the  first  equation  are  the  moments  of  mass  with  respect  to 

the    FZ-plane;   those  in  the  second  equation  are  the  moments 

of  mass  with  respect  to  the  XZ-plane;    while  the  moments  of 

mass,  for  each  particle,  with  respect  to  the  ^F-plane  are  given 

in  the  third  equation. 

Let  us  now  choose  a  point  whose  distance  x  from  the  YZ- 

plane  is  such  that 

i  =  ?^,  Eq.  28B 

M 

and  whose  distance,  y,  from  the  XZ-plane  is  such  that 

"         M 

In  like  maimer,  make  the  distance  from  the  XK-plane  such  that 

-      Z(m) 
M 

The  point  thus  determined  by  these  three  rectangular  coordi- 
nates (x,  y,  z)  is  called  the  center  of  mass  of  the  body,  a  name 
introduced  by  Daniel  Bernouilli  (1700-1782). 

If  the  origin  of  coordinates  be  chosen  at  the  center  of  mass, 
it  follows  that  x  =  y  =  z  =  0 ;  and  hence 

S(m«)  =  2(my)  =  2(m)  =  0.  Eq.  28  C 
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It  follows,  therefore,  from  Eq.  28  C  that  the  center  of  mass  of 
any  body  is  the  point  about  which  the  moment  of  mass  is  zero. 
If  we  pass  a  plane  through  the  center  of  mass,  it  does  not  fol- 
low that  there  are  as  many  particles  of  unit  mass  on  one  side 
the  plane  as  the  other;  but  it  does  follow  that  the  moment  of 
mass  of  the  particles  on  one  side  is  the  same  as  the  moment  of 
those  on  the  other.  A  briefer  and  clearer  way  of  viewing  this 
subject  is  perhaps  the  following.  Let  each  particle  m  be  com- 
pletely located  with  reference  to  any  fixed  origin  by  means  of  a 
position  vector  r.  Then  the  position  vector  of  the  center  of  mass 
/?  is  by  definition  expressed  in  the  following  equation :  — 

5  =  2^.  Eq.28D 

M 

As  will  be  seen  later,  in  the  discussion  of  gravitation,  the  center 
of  mass  is  practically  identical  with  the  center  of  gravity. 

DEFiNmoN  OP  Linear  Momentum 

64.  The  product  obtained  by  muitiplsring  the  mass  of  a  body 
by  its  linear  velocity  is  one  so  frequently  employed  in  physics 
fliat  a  special  name  has  been  given  to  it,  viz.,  Linear  Momentum. 

Since  velocity  is  a  vector  quantity  and  mass  a  scalar  quan- 
tity, it  is  evident  that  their  product,  momentum,  is  a  vector 
quantity,  and  that  its  direction  is  the  same  as  that  of  the  velocity 
factor.  The  product  of  the  mass  and  linear  speed  of  a  body  gives 
the  merely  numerical  part,  the  scalar  factor,  of  momentum. 

The  momentum  of  a  bicycle  ridden  north  at  the  rate  of  six  miles 
an  hoiu*  is  by  no  means  the  same  as  that  of  the  same  wheel  ridden 
east  at  six  miles  an  hour.  The  mere  numerical  values  of  these 
two  momenta  are  the  same ;  the  difference  of  momenta  in  these 
two  cases  is  keenly  appreciated  when  we  consider  the  diflBculty 
involved  in  avoiding  a  collision  with  another  wheel  going  south. 
For  instance,  in  a  crowded  street,  when  the  wheels  are  proceeding 
from  north  to  south,  one  after  another,  the  danger  to  another 
wheel  moving  east  or  west  six  miles  an  hour  is  enormously  greater 
than  the  danger  to  the  same  wheel  going  north  or  south  six  miles 
an  hour. 
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Let  m  denote  the  mass  of  a  particle  and  v  its  velocity,  then 

Linear  momentum  of  a  particle  =  m^.     u^J^m^e'n/i^.  Eq.  29. 

The  reasonableness  of  this  definition  will  be  seen  when  we 
recall  that  the  mass  of  a  body  is  one  of  the  factors  which  measm*e 
the  diflSculty  of  starting  or  stopping  the  body.  But,  as  every 
one  knows,  the  difficulty  of  starting  or  stopping  a  body  in  trans- 
lation depends  also  upon  how  fast  you  start  it  going,  or  upon  how 
fast  it  is  moving  when  you  attempt  to  stop  it.  It  depends,  as 
Newton  said  (Definition  2,  Prindpia),  upon  the  "quantity  of 
motion  "  in  it ;  or,  as  we  now  say,  upon  its  linear  momentum. 

Since,  then,  the  difficulty  of  stopping  a  body  in  translation 

depends  both  upon  its  mass  and  upon  its  velocity,  we  say, 

• 

Linear  momentum  =  Mass  X  Velocity. 

RotATioNAL  Inertia  and  Angular  Momentum 

66.  Two  children  who  are  seesawing,  one  at  each  end  of  a 
board,  know  very  well  that  the  seesawing  goes  on  more  sm'oothly 
and  with  greater  uniformity  when  they  are  out  near  the  ends  of 
the  board  than  when  they  are  in  near  the  middle.  But  when 
they  are  near  the  middle,  the  board  is  much  more  quickly  started 
or  stopped  by  a  third  party  taking  hold  of  the  end.  The  mass 
of  the  board  and  the  children  is  the  same  in  each  case ;  only  the 
distribution  of  the  mass  is  different. 

The  children  and  the  board  constitute  a  typical  rotating  sys- 
tem. The  axis  of  rotation  is  the  line  of  contact  of  the  board  and 
the  log  over  which  the  board  is  balanced.  The  point  to  which 
attention  is  here  directed  is  that  the  resistance  which  a  body 
offers  to  being  set  in  rotation,  i.e.  its  rotational  inertia,  is  not 
measured  by  its  mass  merely,  but  depends  also  upon  the  distri- 
bution of  its  mass,  i.e.  upon  the  position  of  the  mass. 

Every  one  who  has  used  a  sewing  machine  knows  that  it  would 
run  in  a  very  jerky  manner  were  it  not  for  the  heavy  fly  wheel 
which  has  most  of  its  mass  in  the  rim  and  therefore  steadies  the 
motion.  Imagine  two  fly  wheels  to  have  equal  masses.  In  the 
first  wheel  we  shall  suppose  the  mass  to  be  situated  mostly  near 
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the  axis  of  rotation ;  in  the  second  wheel  the  mass  is  placed  far 
out  near  the  rim.  Every  one  knows  that  the  second  wheel  will 
be  the  more  effective  in  producing  steady  motion. 

But  if  now  this  rotational  inertia  does  not  depend  merely  upon 
the  mass  of  the  wheel,  upon  what  else  does  it  depend  ?  The  an- 
swer to  this  question  is  simple  but  it  cannot  be  satisfactorily  given 
until  we  have,  in  a  later  section,  considered  the  subject  of  energy. 
For  the  present  we  can  only  borrow  from  the  future  and  ask  the 
student  to  take  for  granted,  what  we  shall  prove  a  moment  later, 
that  the  inertia  of  any  particle  with  respect  to  its  axis  of  rotation 
is  measured  by  the  product  of  its  mass,  m,  and  the  square  of  its 
distance  r  from  that  axis. 

Rotational  inertia  of  a  particle  =  mr^.  Eq.  30 

Rotational  inertia  of  a  rigid  body  =  '^(mr^)       Eq.  31 

This  product  which  measures  the  rotational  inertia  of  a  body  is 
called  its  moment  of  inertia,  an  unhappy  name  first  introduced 
by  the  Swiss  mathematician  Euler  (1707-1783),  and  now  gener- 
ally denoted  by  the  letter  /. 
Just  as  we  defined 

Linear  momentum  =  Linear  inertia  X  Linear  velocity, 

so  we  may  now  define 

Angular  momentum  ^  Rotational  inertia  X  Angular  velocity, 
or  more  briefly      Angular  momentum  —  lu).  Eq.  32 

66.  We  have  now  increased  our  vocabulary  by  the  defini- 
tion of  four  physical  quantities  of  fundamental  importance, 
namely:  — 

(1)  Linear  Inertia,  commonly  called  Mass. 

(2)  Rotational  Inertia,  commonly  called  Moment  of  Inertia. 

(3)  Linear  Momentum. 

(4)  Angular  Momentum. 

A  mere  passing  acquaintance  with  these  four  ideas  will  not  suffice. 
The  student  should  know  them  intimately. 
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D10BE8610N  ON  THE  Dimensions  of  Untts 

67.  Before  going  faiths  with  the  principal  discussion  it  is 
necessary  to  consider  for  a  moment  what  is  meant  by  the  "  dimen- 
sions ''  of  a  unit.  As  stated  above,  there  are  in  mechanics,  only 
three  units  which  are  chosen  arbitrarily,  namely,  those  of  length, 
mass,  and  time;  these  units  are  generally  indicated  by  their  initial 
letters  M,  L,  and  T;  and  all  other  units  are  expressed  in  terms  of 
these  three. 

Now  the  powers  to  idiich  tbe  fundamental  units  enter  into  any 
derived  unit  are  called  the  "  dimensions  "  of  that  unit. 

As  soon  therefore  as  one  knows  the  definition  of  a  physical  quan- 
tity he  can  write  its  dimensional  equation.  Thus  if  we  denote 
speed  by  8  and  define  it  as  the  ratio  of  distance  to  time,  we  have 


m 


[^]-uT  1. 


Maxwell  introduced  the  square  brackets  to  indicate  that  not 

the  values  of  the  quantities,  but  merely  the  dimensions  of  their 

units,  are  involved  in  these  equations.    The  student  will  be 

interested  to  obtain  for  himself  the  ''  dimensions  '*  listed  in  the 

following  table.    All  the  data  needed  are  the  definitions  of  the 

quantities. 

Partial  List  of  Dimensions 


QVAHTITT 

DistancH^  . 

AnM 

Yoium« 

Liuear  »p«HMi 
Un«iar  MiHH!4«4r»tioii 


DlMKNiaONII 


—  1 


L 
T 


QUANTtTT 


Angular  speed  .  . 
Angular  acceleration 

Mass 

Moment  of  inertia 
Density  .... 
linear  momentum 
Angular  momentum 


DnaivBioNs 


7»-i 

M 

MI? 

ML-* 
MLT-^ 
MI^T-^ 


The  idea  ot  **  dimeiUMiUV'^ "  is>t  xis^ul  in  detecting  an\*  lack  of 
hinm>geneity  in  the  «^uatiii4t>(  irf  i^ij^ics.  Thus  take  Eq.  16  or 
aii\'  other  fquatiiui  in  thi^  Un^k  ainl  it  will  be  found  that  in  each 
term  i4  the  n)\iatii»\  the  f^unlauHMital  unit:^  enter  to  the  same 
pi>wer.     Ima^iie  \\m^^  vtUk\l  U|k^\  tv>  write  from  memory*  the 
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expression  for  the  distance  traversed  by  a  freely  falling  body. 
You  might  inadvertently  write  down 

But  you  could  at  once  detect  the  error:  for  each  term  on  the 
right-hand  side  must  be  of  the  same  ''  dimensions  "  as  p,  which 
is  a  length.  The  expression  as  it  stands,  however,  contains  a  term 
S(f^  which  has  the  dimensions  [L  T] ;  but  this  is  impossible,  and 
the  equation  is  therefore  wrong.  All  equations  must  be  homo- 
geneous; in  other  words  only  like  things  can  be  equal  to  each 
other.  The  above  doctrine  of  "  dimensions  "  was  first  formulated 
by  the  French  physicist  Fourier  in  1822.  The  advanced  student 
will  find  a  still  more  important  application  in  the  principle  of 
"  dynamical  simikrity." 

Problems 

91.  How  is  it  that,  in  a  fly  wheel  weighing  one  ton,  the  effect  of  the 
wheel  in  steadying  the  motion  of  the  engine  is  very  much  increased 
by  placing  most  of  the  mass  out  near  the  rim  of  the  wheel  ? 

92.  If  an  extra  pound  is  to  be  added  to  a  bicycle  wheel,  where  will 
it  prove  to  be  the  greater  hindrance  to  starting,  when  placed  in  the 
tire  or  in  the  hub?     Why? 

93.  Why  is  it  that  in  the  balance  wheel  of  a  watch  most  of  the 
material  is  placed  in  the  rim  of  the  wheel  ?  Sketch  such  a  wheel  on 
the  blackboard. 

94.  An  iron  hoop,  circular  in  shape,  and  very  thin,  weighs  200  g. 
Its  radius  is  15  cm.  Find  its  rotational  inertia  about  an  axis  which 
passes  through  the  center  of  the  hoop  and  is  perpendicular  to  the 
plane  of  the  circle. 

96.  The  angular  momentum  of  a  certain  fly  wheel  is  25,000,000 
C.G.S.  units.  Its  angular  speed  b  20  radians  per  second.  Find  its 
moment  of  inertia. 

96.  A  light  pendulum  rod  whose  mass  may  be  neglected  has  clamped 
on  it  two  heavy  particles ;  one  is  a  mass  of  12  g.  at  a  distance  4  cm. 
from  the  axis,  the  other  a  mass  of  20  g.  at  a  distance  of  35  cm.  from 
the  axis.     Find  the  moment  of  inertia  of  the  system. 

97.  We  shall  presently  find  that  the  time,  T,  required  for  one  vi- 
bration of  a  simple  pendulum  is  given  by  the  following  equation :  — 

m  ^  2     \j  Length  of  pendulum 

Acceleration  of  gravity 

Show  on  the  blackboard  that  the  "  dimensions ''  of  each  member  of  the 
equation  are  the  same. 
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The  Meaning  of  Force 

68.  Up  to  this  point  we  have  been  considering  some  of  the 
simpler  motions  which  bodies  may  acquire;  but  we  have  not 
concerned  ourselves  with  the  manner  in  which  any  body  has 
acquired  its  motion. 

Bodies  act  upon  each  other  in  a  great  variety  of  ways.  An 
incandescent  lamp  may  illuminate  a  page,  it  may  heat  one's  hand, 
it  may,  through  rise  of  temperature,  set  the  surrounding  air  into 
motion ;  a  walking  stick  coming  into  contact  with  the  hand  of  a 
boy  is  very  apt  to  acquire  motion,  and  it  may  also  undergo  a 
change  of  shape ;  the  steam  in  the  cylinder  of  a  locomotive  sets 
the  piston  head  in  motion. 

But  of  all  these  various  effects  there  are  two  with  which  we  are 
especially  concerned  in  the  study  of  mechanics,  (i)  The  first 
is  the  production  of  motion.  In  fact  no  other  process  is  known 
by  which  motion  may  be  gained  or  lost  except  by  the  mutual 
action  of  one  body  upon  another,  (ii)  There  is  a  second  effect 
of  one  body  upon  another  which  involves  no  change  of  motion  but 
which  is  nevertheless  commonly  described  in  terms  of  "  force  "; 
this  is  a  change  of  shape  or  size.  When  the  butcher  places  a 
piece  of  meat  on  the  pan  of  his  spring  balance,  the  whole  system 
quickly  comes  to  rest  and  the  only  effect  of  the  meat  is  to  stretch 
the  spring  of  the  balance  by  a  certain  amount.  The  shape  of 
the  spring  is  altered.  The  meat  is  said  to  exert  a  '*  force  "  upon 
the  spring ;  while  the  spring  holding  up  the  meat  is  said  also  to 
exert  a  "  force  "  upon  the  meat.  Again  consider  a  system  made 
up  of  a  beam  balance  and  the  earth.  When  one  buys  two 
pounds  of  tea  from  the  grocer,  a  two-pound  brass  piece  is  first 
placed  upon  one  pan  of  this  beam  balance;  then  the  grocer 
places  in  the  other  pan  just  enough  tea  to  restore  the  configuration 
which  the  system  had  before  the  balance  was  loaded  and  to  bring 
the  pointer  back  to  zero.  The  earth  is  then  said  to  exert  the 
same  "  force  "  upon  the  tea  as  upon  the  two-pound  mass.  In  a 
similar  manner,  the  boy  who  uses  a  pump  to  inflate  the  tire  of  his 
bicycle  compresses  the  air  in  the  cylinder  of  the  pump,  that  is, 
he  changes  the  size  of  the  inclosed  air,  and  we  therefore  say  that 
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he  exerts  a  ''  force  "  upon  this  air.  So  also  the  air  in  the  tube  is 
said  to  exert  a  ''  force  "  upon  the  tube,  keeping  it  stretched  to  a 
size  larger  than  is  natural. 

In  general  when  one  body  acts  ^pon  another  hi  such  a  way  as 
to  change  either  its  motion  or  its  size  and  shape  the  one  body  is 
said  to  exert  a  force  iqion  tibe  otfier.  So  much  for  a  qualitative 
definition  of ''  force/'    We  now  proceed  to  define  it  quantitatively. 

The  Measure  of  Force 

69.  In  looking  over  the  accomplishments  of  the  ancients  in  the 
domain  of  mechanics  one  is  struck  by  the  fact  that  up  to  about  the 
year  1600  a.d.  —  say  to  the  time  of  Shakespeare,  Queen  Eliza- 
beth, or  the  settlement  at  Jamestown  — no  one  had  made  any 
successful  study  of  change  of  motion.  Thus  Vitruvius,  the  dis- 
tinguished Roman  engineer  and  architect,  in  his  interesting  treat- 
ment of  mechanics,  describes  various  pumps,  windlasses,  cyclom- 
eters, etc,  each  involving  only  uniform  motion ;  when  he  comes 
to  catapults  and  ballistse,  he  confines  his  attention  to  the  struc- 
ture of  the  machine,  not  at  all  to  the  variable  motion  of  the 
projectile. 

And  so  it  came  about  most  naturally  that,  until  recent  times, 
the  only  practical  standard  of  force  was  the  pull  which  the  earth 
exerted  upon  a  selected  standard  body.  Among  the  Romans  this 
standard  body  was  called  a  libra.  Its  mass  was  327.25  grams. 
The  common  instrument  by  which  these  measures  were  made  was, 
of  course,  the  steelyard.  Forces  of  all  kinds,  such  for  instance 
as  that  required  to  break  a  rope,  were  measured  in  terms  of  this 
weight.  This  was  a  method  which  answered  every  purpose  until 
late  in  the  seventeenth  century.  Between  the  years  1671  and 
1672  Huygens  and  Richer  discovered  that  the  weight  of  a  body  is 
a  variable,  instead  of  a  constant,  quantity.  These  men  showed 
by  experiment  that  the  weight  of  a  body  diminishes  by  something 
like  one  part  in  three  hundred  when  the  body  is  transported  from 
the  latitude  of  Paris  to  that  of  the  equator,  and  that  this  loss  is 
regained  when  the  body  is  brought  back  to  Paris.  It  became  at 
once  evident  that  if  forces  were  to  be  accurately  measured  they 
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must  be  compared  with  something  more  constant  than  the  weight 
of  a  standard  mass.  For  the  comparison  of  masses  the  balance 
remained  still  the  same  superb  instrument  which  it  had  always 
been. 

In  the  meantime  Galileo  (1564-1642)  had  made  a  highly  origi- 
nal study  of  variable  motion.  He  had  found  that  a  body  which 
is  left  to  itself  —  free  from  others  —  is  never  accelerated ;  even 
though  the  body  be  in  motion  when  left  to  itself,  its  motion  does 
not  change.  He  experimented  mainly  with  falling  bodies,  in- 
quired especictUy  into  the  rate  at  which  they  changed  momentum,  and 
discovered  by  experiment  that  this  rate  is  approximately  constant 
for  any  one  body  falling  freely.  Besides  this,  Galileo  laid  especial 
emphasis  upon  his  definition  of  constant  acceleration,  which  is 
essentially  the  one  we  use  to-day. 

The  next  and  the  final  step  in  the  modern  definition  of  force  was 
taken  by  Newton  and  his  contemporaries  still  before  the  end  of 
the  seventeenth  century.  They  proposed  to  adopt  the  method  of 
Galileo  and  measure  the  action  of  one  body  upon  another,  at  any 
instant,  by  the  rate  at  which  the  momentum  of  this  other  body  is 
changing  at  that  instant.  Accordingly  the  modem  measure  of 
the  force  acting  upon  any  body  is  the  time  rate  at  which  tibe  mo- 
mentum of  that  body  is  changing.  Change  of  momentum  is 
therefore  the  criterion  of  force ;  and  its  time  rate,  the  measure  of 
force. 

To  express  this  definition  in  the  shorthand  of  algebra  let  us 
denote  the  momentum  of  a  body,  at  the  instant  /i,  by  Mi ;  and  at 
the  next  instant  fe  let  its  momentum  be  M2.  Then  the  force  F^, 
acting  upon  the  body  during  the  interval  fe  —  ti,  is  given  by  the 
following  equation :  — 

p    __  M2  ~  Ml  ^  Defining  equation  -p      «« 

'^  ^  4         4      '  for  average  force.  JMJ.  00 

Or  if  we  choose  the  interval  fe  —  <i  indefinitely  small  and 
pass  to  the  limit:  — 

P  =r  I     ^        ^  Defining  equation  for  -p^    *M 

I      4    *     J««.      ^OTce  at  any  instant.  "^^* 
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And  since  we  have  already  agreed  (Eq.  12)  to  call  the  rate  of  change 
of  velocity  by  the  name  of  acceleration,  we  may  indicate  the  mass 
of  the  body  by  m,  its  acceleration  by  a,  and  write :  — 

F  =  mf"^^^]      =  ma.  Eq.  35 

Thus  force  comes  to  be  defined  as  the  product  of  mass  by  acceler- 
atioiiy  a  definition  equivalent  to  that  given  above.  Of  the  two 
factors  in  this  defining  equation  one,  m,  is  a  scalar  and  the  other, 
a,  is  a  vector  quantity.  Hence  force  itself  is  a  vector  quantity, 
and  can,  therefore,  be  represented  in  direction,  sense,  and  amount 
by  a  straight  line  of  limited  length. 

Unit  of  Force:  The  Dyne.    The  Pound 

70.  Since  the  force  acting  upon  any  body  is  the  product  of 
the  acceleration  which  it  produces  in  this  body  multiplied  by 
the  mass  of  the  body,  we  have  no  liberty  of  choice  as  to  a 
unit  of  force.  For,  provided  we  wish  to  be  at  fill  consistent, 
we  must  maintain  our  previously  employed  units  of  accelera- 
tion and  mass.  But  these  we  have  already  defined  in  §§  33 
and  59.  Hence  the  unit  of  force,  which  is  called  a  ^Mjrne," 
is  that  force  which  will  produce  unit  acceleration  in  a  mass  of 
one  gram. 

Or,  what  is  the  same  thing,  unit  force  is  that  force  which  is 
capable  of  changing  the  momentum  of  a  body  at  the  rate  of  one 
unit  per  second. 

Or,  what  is  the  same  thing  still,  we  may  define  the  unit  of 
force  as  that  force  which  will  change  the  velocity  of  a  mass  of 
one  gram  at  the  rate  of  one  unit  (that  is,  one  centimeter  per 
second)  per  second.  Note  that  **  dyne  "  is  simply  the  Anglicized 
form  of  the  Greek  word  for  force.  The  student  will  be  interested 
in  proving  that  the  dimensions  of  force  are  MLT~^, 

The  engineer  employs  as  a  unit  of  force  the  weight  of  a 
one-pound  mass  at  London;  in  other  words,  his  unit  of  force 
is  that  force  which  the  standard  pound  exerts  upon  the  bot- 
tom of  the  box  which  contains  it  at  the  Standards  Office  in 
London. 
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In  order  to  dbtinguish  between  the  mass  of  a  pound  and  the 
force  of  a  pound,  it  is  well  to  write  the  former  " lbs"  and  the 
latter  "  pounds." 

In  practice  one  meets  a  great  variety  of  units  of  force.  It  is 
all  important,  therefore,  for  the  student  to  remember  that  the 
simple  form  of  Eq.  35  holds  true  only  when  F,  m,  and  a  are  all 
measured  in  the  same  system  of  units.    In  general, 

F  =  kma, 

where  Ar  is  a  constant  to  be  definitely  determined.    If  mass  is 
expressed  in  grams  and  acceleration  in  cm./sec.',  then 

F  —  ma  dynes  y 

Or  if  mass  is  expressed  in  pounds  and  acceleration  in  ft.  /sec.*,  then 

F  =  ma  poundals, 

where  evidently  the  *'  poundal  "  is  defined  as  the  force  which  will 
produce  an  acceleration  of  one  foot  per  second  per  second  in  a 
mass  of  one  pound. 
If,  however,  force  and  mass  are  each  measured  in  pounds,  then 

F  =  — L-  .  ma  pounds,  approximately. 

Here  the  proportionality  constant  k  has  the  value   of    1/32.2. 
Again  if  F  and  a  are  expressed  in  the  C.G.S.  system  and  m  in 
pounds  mass,  instead  of  grams,  then 

F  =  453.592  wia  dynes, 

from  which  it  follows  that  k  has  the  value  453.592. 

Definition  of  Torque 

71.  In  a  precisely  analogous  manner,  torque  is  tibe  name  given 
to  the  time  rate  at  which  the  angular  momentum  changes.  Let 
L  denote  the  torque  acting  upon  a  rigid  body  whose  rotational 
inertia  (moment  of  inertia)  is  /  and  which  is  capable  of  rotation 
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about  some  given  axis ;  let  cu  be  the  amount  by  which  its  angular 
velocity  is  changed  during  the  time  t;   then  the 

Average  Torque 

acting  upon  the  body  during  the  interval  t  is  given  by  the  follow- 
ing equation :  — 

L  =  —  =  /  X  rate  of  change  of  angular  velocity, 
or,  Eq.  13,  L  =  7^4,  Eq.  36 

where  A  denotes  the  angular  acceleration  of  the  rigid  body^  about 
the  given  axis. 

Reiation  between  Force  and  Torque 

72.  As  a  matter  of  fact  many  bodies  are  set  into  rotation 
by  means  of  "a  single  force"  applied  to  the  body  at  what  is 
practically  a  single  point.  Thus,  one  starts  a  grindstone  or  a 
coffee  mill  by  means  of  a  push  of  the  handle;  the  beam  of  a 
balance  is  set  into  rotation  by  means  of  a  force  applied  at  the 
knifeedge. 

The  effect  of  such  a  force  acting  on  any  such  body  is  in  general 
to  change  not  only  its  motion  of  translation,  but  also  its  motion 
of  rotation.  The  amount  of  this  change  in  rotational  speed  will 
obviously  depend  upon  two  things:  (1)  the  magnitude  of  the 
force  applied,  and  (2)  the  distance  of  the  line  in  which  it  acts  from 
the  axis  of  rotation. 

Thus,  if  one  wishes  to  shut  a  door  and  can  exert  only  a  limited 
force,  he  knows  that  this  force  will  be  much  more  effective  when 
applied  near  the  edge  of  the  door  than  when  applied  near  the  hinge 
line. 

In  like  manner,  when  one  wishes  to  turn  a  heavy  wheel,  he 
always  takes  hold  near  the  rim  and  not  near  the  hub.  He  does 
this  in  order  to  make  the  perpendicular  distance  between  the 
force  and  the  axis  as  great  as  possible. 

Hence,  the  effect  of  a  force  in  producing  rotation  about  any 
axis  can  be  measured  by  the  following  product,  viz.,  Fr^  where 
F  is  the  force  acting,  and  r  is  the  perpendicular  distance  from  the 
axis  to  the  direction  of  the  force.    See  Fig.  34. 
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Let  us  denote  the  moment  of  force  by  L,  then 

L  =  rF.  Eq.  37 

This  simple  relation  between  force  and  moment  of  force,  L  =  rF, 
should  be  thoroughly  mastered  by  every  student;   for  it  is  the 

connecting  link  between  force  and 
torque,  and  is  generaUy  considered 
as  the  defining  equation  for  torque. 
Outside  of  engineering  circles  torque 
is  generaUy  called  "moment  of 
force,"  because  "  moment "  is  a 
Latin  word  which  means  impor- 
Fio.  34.— Moment  of  a  force  act-  tance;  and  since  the  product  Fr 
ing  on  a  particle,  at  the  end  of    measures  the  importance  of  the  force 

an  aim  r.  ...... 

F  m  producing  rotation,  it  is  appro- 
priately called  moment  of  force.  The  word  is  used  here  then  in 
the  same  sense  in  which  Shakespeare  employs  it  when  he  speaks 
of  "  enterprises  of  great  pith  and  moment." 

The  idea  is  one  which  appears  first  to  have  been  introduced 
into  physics  by  the  Italian  mathematician  Benedetti  (1530-1590). 

Newton's  Laws  of  Motion 

73.  Some  years  before  Newton  was  bom,  Galileo  had  shown 
that  he  understood  how  bodies  behave  when  they  are  not  acted 
upon  by  any  forces.  In  computing  the  path  of  a  projectile  fired 
from  a  gun,  he  showed  himself  equally  familiar  with  the  behavior 
of  a  body  when  acted  upon  by  several  forces  at  once.  But  it  was 
not  at  all  clear  to  him  as  to  what  happens  when  two  bodies  col- 
lide, such  for  instance  as  two  billiard  balls.  This  last  problem 
seems  to  have  been  solved  largely  by  Wallis,  Wren,  and  Huygens, 
contemporaries  of  Newton. 

The  first  man,  however,  who  succeeded  in  formulating  the 
few  fundamental  principles  which  govern  all  the  cases  mentioned 
above,  and  indeed  all  the  cases  occurring  in  mechanics,  was  New- 
ton himself.  These  simple  descriptions  of  how  bodies  behave 
under  the  action  of  forces  are  contained  in  the  introductory  chap- 
ter of  the  Principia,  and  are  known  as  Newton's  Laws  of  Motion. 
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They  are,  in  modern  terms,  as  follows:  — 

74.  Law  I.  Ha  body  in  translation  is  not  acted  upon  by  any 
oatstde  force,  its  linear  momentum  remains  constant. 

This  fact  is  described  algebraically  by  the  following  equation :  — 

mv  =  constant,  Eq.  38 

where  m  is  the  mass  and  v,  the  linear  velocity  of  the  body. 

In  like  manner  if  a  body  in  rotation  is  not  acted  upon  by  any 
external  torque,  its  angiUar  momentum  remains  constant.  Or,  more 
briefly,  /^  =  constant,  Eq.  39 

where  /  is  the  moment  of  inertia  and  <a  the  angular  velocity  of  the 
body. 

Experiment  shows  that  these  two  statements  are  true  for  bodies 
at  rest  as  well  as  for  bodies  in  motion,  and  that  they  are  true  for 
a  body  of  any  size,  shape,  or  composition.  But  they  hold  only 
under  the  conditions  stated ;  namely,  that  the  body  or  the  system 
of  bodies  is  affected  by  no  outside  action.  Before  one  can  say 
whether  or  not  a  body  is  acted  upon  by  outside  influences,  he  must 
be  very  careful  to  define  just  what  the  body  is  which  he  is  studying. 
This  done,  the  distinction  between  "  internal "  and  **  external  " 
forces  is  easy. 

If,  therefore,  a  heavy  fly  wheel,  set  in  rotation  and  "left  to 
itself,"  gradually  diminishes  in  angular  speed,  we  may  fairly 
expect  to  find  the  wheel  is  not  really  left  to  itself  and  is  not  en- 
tirely free  from  external  influences.  In  such  an  expectation  no 
one  has  yet  been  disappointed. 

If  a  skater  coasting  on  level  ice  finds  himself  moving  more 
and  more  slowly,  he  suspects  resistance  to  his  motion  in  the  air, 
and  in  the  frictional  resistance  between  the  ice  and  the  skates. 

If  a  baseball,  thrown  vertically  into  the  air,  changes  its 
velocity  (as  it  does,  first  diminishing,  then  stopping,  and  then  in- 
creasing in  speed),  we  may  rest  satisfied  that  an  outside  influence 
is  at  work.    In  this  case  it  is  popularly  called  "  gravity." 

Since,  then,  bodies  left  to  themselves  move  with  uniform 
velocity,  we  may  say  that  motion  is  a  state  of  matter  quite  as 
natural  as  rest.  For  bodies  in  motion  and  left  alone  keep  in 
motion ;  while  bodies  at  rest  and  left  alone  remain  at  rest. 
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76.  Law  II.  The  change  in  the  linear  momentum  of  a  body 
is  proportional  to  tibe  force  acting  upon  tibe  body ;  and  flie  direc- 
tion of  tibe  change  is  the  same  as  tibe  direction  of  tibe  force. 

The  algebraic  description  of  this  fact  is  the  same  as  the  defining 
equation  (p.  75)  for  force,  namely :  — 


-=  m(^^—^^^  ma,  Eq.  35 


Force 

where  a  is  the  acceleration  of  a  body  whose  mass  is  m. 

A  similar  law  describes  the  behavior  of  a  body  in  which  there 
occurs  a  change  of  angular  momentum. 

The  change  in  the  angular  momentum  of  a  body  is  proportional 
to  the  torque  {or  moment  of  force)  acting  upon  the  body;  and  the 
axis  ami  direction  of  the  change  are  the  same  ca  the  axis  and  direc- 
tion of  the  mo^neni  of  force. 

Tlie  matliematioal  form  of  this  law  is  given  by  Eq.  36,  namely. 

Torque  =  —  =/*'!, 

where  A  is  the  angular  acceleration  produced  in  a  body  whose 
VHitneiht  of  inertia  is  /. 

Nothing  i\HUUH*ttHl  witli  Xewtou's  second  law  is  more  strik- 
ing than  its  gtMiorality.  It  i\>Yers  the  l^ehaWor  of  all  bodies  ex- 
ivpt  jx^bly  eltvtn^ns  moving  at  very  high  speeds.  Ordinary 
Uxlios  may  U^  at  n*st  i>r  in  motion ;  may  be  hot  or  cold ;  may 
Ih*  liquid.  si>liil»  or  gas^HUis ;  may  be  acteil  upon  by  other  forces 
at  the  same  time  or  ui^t ;  in  evory  i*ase  the  law  has  been  found 
to  \\oiA.  Tlu*  faot  that  au\  ^iveu  foiw  ali»'a\*s  produces  the 
sauxe  efftvt  wliother  i^thor  forvYS  1h*  acting  or  not  gives  us 
iuum\iiatclv  the  nile  for  the  addition  of  fim.vs  which  will  be 
ivnsiilerwl  in  §  7S. 

76.  L\w  III.  To  eYiMir  Kvce  theiv  always  exists  a  cone- 
spondiog  force  which  i»  e^na)  and  offiosite^  directed. 

So  also  to  eTery  tor^n^  ther^  aNniy«  exists  an  eq[iial  cocre^ond- 
ing  torque  directed  about  ttie  «4uiie  a»s.  bat  in  an  opposite  sense. 

Th^f  uwauifo:  oj:  tK<  tlurvl  Ux*  ciAti  twcvll^v  If^ut  <v>  bev>me  dear 
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train  is  running  on  a  level  track  at  the  uniform  rate  of  24  miles 
an  hour,  there  b  no  change  in  the  speed  or  in  the  direction  of  the 
velocity ;  accordingly  the  acceleration  of  the  train  is  zero.  This 
conclusion  is  plain,  simple,  unavoidable.  But  how  can  this  be, 
when  the  engine  is  exerting  a  force  of  millions  of  dynes  on  the 
train? 

The  answer  is  simply  this :  The  pull  of  the  engine  b  only  one 
among  many  forces  acting  upon  the  train.  In  these  forces  we 
must  include  the  friction  of  the  rails,  the  friction  of  the  bearings, 
and  the  friction  of  the  wind.  These  forces  are  all  opposing  the 
pull  of  the  engine.  If  now  the  train  be  running  uniformly  at  the 
rate  of  24  miles  an  hour,  we  conclude  that  these  opposing  forces 
are  exactly  equal  and  opposite  to  the  pull  of  the  engine;  and 
hence  that  the  total  force  acting  upon  the  train  is  zero.  If  steam 
be  cut  off  the  engine,  the  opposing  forces  retard  the  motion  of 
the  train  in  such  a  way  as  to  diminish  its  speed.  When  the 
train  comes  to  rest,  the  opposing  forces  become  zero ;  and  hence 
the  total  forces  are  again  zero  and  the  acceleration  is  again 
zero.  When  the  engineer  lets  on  steam,  the  forward  pull  of 
the  engine  is  greater  than  the  backward  pull  of  the  opposing 
frictional  forces.  Hence  the  motion  of  the  train  is  accelerated, 
this  time  in  such  a  way  that  its  speed  is  increased.  This  accel- 
eration will  continue  until  the  frictional  forces  are  exactly  equal 
and  opposite  to  the  pull  of  the  engine.  At  this  point  the  accel- 
eration is  again  zero. 

From  this  illustration  the  student  will  observe  that  great  care 
is  necessary  to  include  in  any  system  under  discussion  all  the 
various  parts  of  that  system.  The  track  and  the  air  retarding  the 
train  are  essentially  parts  of  the  system. 

When  tibe  forces  which  aid  any  uniform  motion  are  added  to 
tfiose  which  oppose  the  motion,  the  sum  is  always  zero.  But 
even  when  the  motion  is  not  uniform,  it  is  found  that  the  mass 
which  is  being  accelerated  exhibits  a  force  of  reaction  just  oppo- 
site in  sense  and  equal  in  amount  to  the  resultant  of  all  the  other 
forces  acting  upon  the  body.  This  is  an  observed  fact  of  nature 
which  Newton  was  the  first  to  accurately  describe.  This  he  did 
by  saying  that  action  is  always  equal  and  opposite  to  reaction; 
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or  the  mutual  actions  of  any  two  bodies  are  always  equal  and 
oppositely  directed. 

This  statement  is  known  as  Newton's  Third  Law  of  Motion. 
This  force  of  reaction  in  accelerated  bodies  b  beautifully  illus- 
trated by  the  following  experiment :  — 

With  a  piece  of  light  string  support  an  iron  ball,  from  two 
to  four  inches  in  diameter,  as  indicated  in  Fig.  35.    To  the  lower 

side  of  the  ball  attach  a  piece  of  the  same 
kind  of  thread. 

Taking  hold  of  this  lower  thread,  one  may 
by  pulling  break  either  thread  he  likes.  If  he 
pulls  slowly,  the  lower  thread  will  be  affected 
only  by  the  pull  of  the  hand,  while  the  upper 
thread  will  be  stretched  both  by  the  pull  of 
the  hand  and  by  the  weight  of  the  iron  ball. 
In  this  case,  of  course,  the  upper  string  will 
break  first. 

If,  on  the  other  hand,  one  pulls  the  lower 
string  quickly,  it  will  as  before  feel  the  pull 
wf  cii^^^  wh^r  u  of  ^he  hand  alone.  But  the  upper  string  wiU 
measured  by  mass    be  stretched  practically  by  the  weight  of  the 

X  acceleration.  j^^y  ^^j^  .   j^^.  j^  ^^  case  the  baU  will  be  SO 

rapidly  accelerated  that  the  reaction  of  the  ball  (its  mass  X  its 
acceleration)  will  be  sufficient  to  break  the  lower  string  before 
the  ball  has  moved  through  a  distance  sufficient  to  appreciably 
stretch  the  upper  string. 

The  student  will  find  it  an  excellent  habit  to  look  at  every  force 
from  these  two  points  of  view. 

When  a  body,  or  system  of  bodies,  is  not  accelerated,  we  may 
consider  it  is  acted  upon  by  two  or  more  forces  whose  sum  is 
always  zero,  or  by  two  or  more  moments  of  force  whose  sum 
is  always  zero. 

When  a  body  is  accelerated,  we  may  consider  the  force  of  reac- 
tion as  one  of  the  forces  acting  upon  the  body ;  and  from  this 
point  of  view,  which  is  due  to  D'Alembert,  all  forces  are  balanced 
forces. 
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Relation  of  Newton's  Laws  to  Each  Other 

77.  The  first  law  describes  the  behavior  of  a  body  when  there 
is  no  external  force  acting  upon  it;  or  if  you  prefer,  it  states 
the  conditions  under  which  there  are  no  external  forces.  The 
second  law  describes  the  behavior  of  bodies  when  external  forces 
are  acting.  It  is  clear,  therefore,  that  the  first  law  is  merely  a 
special  case  of  the  second  law,  telling  us  what  happens  when  the 
external  forces  have  a  particular  value,  namely,  zero. 

To  clearly  grasp  the  relation  of  the  third  law  to  the  other  two 
it  is  helpful  to  recur  to  the  idea  of  Maxwell  that  when  two  bodies 
interact  there  is  a  "  dynamical  transaction  "  taking  place  be- 
tween them.  "  Just  as  in  conmiercial  affairs  the  same  trans- 
action between  two  parties  is  called  Buying  when  we  consider  one 
party.  Selling  when  we  consider  the  other,  and  Trade  when  we 
take  both  parties  into  consideration  *'  {Matter  and  Motion^  Art.  39). 

The  third  law  tells  us  then  what  happens  when  we  include  in 
our  system  all  the  bodies  whose  action  we  are  considering.  Under 
these  conditions,  that  is,  under  no  external  forces,  the  third  law 
says  that  the  forces  remaining  are  equal.  The  "  forces  remaining  " 
may  be  called  internal  forces. 

Put  in  other  words,  the  first  law  fiu'nishes  one,  but  not  the 
only,  criterion  for  the  presence  (or  absence,  if  you  like)  of  force. 
The  second  law  tells  us  how  to  measure  force,  an  idea  due  to 
Galileo.  The  third  law  expresses  the  fact  that  forces  always 
occur  in  pairs  which  are  equal  and  opposite. 

ADDmoN  OF  Forces,  and  Torques 
Case  of  a  Particle 

78.  Since  each  force  produces  its  own  effect  quite  independently 
of  any  other  (Law  II)  and  since  forces  are  directed  quantities, 
they  are  added  according  to  the  ordinary  rule  for  vector  addition ; 
that  is,  in  the  same  manner  as  displacements,  velocities,  momenta, 
and  accelerations,  viz.,  by  placing  end  to  end  the  lines  which  rep- 
resent the  single  forces.  The  line  joining  the  extremities  of  the 
broken  line  so  formed  represents  tfie  resultant  force,  or  simply 
tiie  resultant 
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Imagine  the  three  vectors  Fu  Fi,  Fz,  indicated  in  Fig.  36,  to 
represent  in  direction  and  in  amount  three  different  forces  acting 

upon  any  particle  0.  The  line  OA  in  Fig. 
37  will  then  represent  a  force  which  alone 
will  change  the  momentum  of  a  body  at 
the  same  rate  as  will  the  three  forces  Fi, 
F29  Fi  combined.  This  is  all  that  is  meant 
by  a  resultant. 
Imagine  the  sense  of  the  force  Fz  to  be 
reversed;  the  line  OA,  in  Fig.  38,  will  then  be  the  resultant. 
The  numerical  values  of  the  forces  are  the  same  in  Fig.  38  as  in 
Fig.  37 ;  so  are  their  directions ;  but  the  resultants  in  these  two 
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cases  are  very  different.  Accordingly,  the  student  should  bear  in 
mind  that  the  sense  of  a  force  is,  in  general,  quite  as  important 
a  factor  as  its  amount,  or  its  direction.  When  only  two  forces 
act  upon  a  particle,  it  is  evident  that  these  two  forces  together 
with  their  resultant  will  form  a  plane  triangle. 


Computation  of  Resultant 

Imagine  a  particle  acted  upon  by  a  number  of  forces,  Ru  ft,  ft, 
etc.,  all  lying  in  one  plane,  and  let  ^1,  62,  Sz,  etc.,  represent  the 
angles  which  these  respective  forces  make  with  the  axis  of  A". 

Then,  if  A''  is  the  sum  of  all  the  components  of  force  along  the 
direction  of  the  A-axis,  Y  the  sum  of  the  components  along  the 
F-axis,  we  shall  have  for  the  components  of  the  resultant :  — 

A'  =  ft  cos  ^1  +  ft  cos  02  +  ft  cos  dz  +  etc. 
y  =  ft  sin  ^1  +  ft  sin  ^  +  ft  sin  Sz  +  etc. 


Eq.  40 
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The  beginner  will  need  to  use  care  in  giving  to  each  term  in  the 
equation  its  correct  sign.  Knowing  the  components,  X  and  Y, 
one  can  easily  compute  the  magnitude  of  the  resultant  V^*+  y*, 
and  also  its  slope,  Y/X.  It  b  important  to  understand  that  the 
algebraic  method  represented  in  Eq.  40  is  strictly  equivalent  to 
the  graphical  method  described  above. 

Case  of  a  Body 

It  is  a  very  ciu'ious  and  remarkable  fact  that  when  a  given  force 
acts  upon  any  body  for  a  given  length  of  time,  that  force  always 
produces  the  same  change  of  linear  momentum  in  the  body,  re- 
gardless of  the  point  at  which  the  force  is  applied.  Consequently 
the  resultant  of  the  forces  acting  upon  a  body  is  found  in  the  same 
way  as  for  a  particle. 

But  when  the  rotational  effect  of  a  force  is  concerned,  the  matter 
is  very  different.  Here  as  we  have  seen,  §  72,  the  value  of  the 
torque  is  the  product  of  the  force  by  the  perpendicular  distance 
from  its  line  of  action  to  the  axis  of  rotation. 

Imagine  the  drum  of  a  hoisting  engine  at  the  mouth  of  a  mine ; 
let  Fi,  Fit  Fz,  etc.,  be  the  various  forces  acting  upon  it ;  let  pi,  pa, 
Pa,  etc.,  be  the  respective  perpendiculars  let  fall  from  the  direc- 
tions of  the  forces  to  the  axis  of  the  drum.  Then  the  resultant 
torque  on  the  drum,  i,  will  be  given  by  the  following  expression :  — 

L  =  Fipi  +  F^Vi  +  Fzpz  +  etc.  Eq.  41 

In  a  case  of  this  kind,  where  the  various  torques  all  act  about 
one  axis,  it  is  seen  that  they  are  added  according  to  the  rules  of 
ordinary  arithmetic;  but  when  they  act  about  different  axes, 
one  must,  since  a  torque  is  a  directed  quantity,  add  them  accord- 
mg  to  the  rule  for  vector  addition,  or  if  you  please,  according  to 
Newton's  Second  Law  of  Motion. 

Definition  of  Equilibrium 

79.  Very  often  the  resultant  of  a  given  system  of  forces  is 
zero ;  in  ibis  case  the  body  acted  upon  is  said  to  be  in  equilibriimi, 
as  regards  translation. 
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Thus,  when  a  metal  ball  rests  suspended  by  a  spiral  spring,  as 
shown  in  Fig.  39,  the  weight  of  the  ball,  acting  downwards,  is 

^ «.   exactly  balanced  by  the  pull  of  the  spring  upwards; 

and  either  of  these  forces  is  to  be  measured  by  the 
acceleration  it  would  produce  in  the  ball  if  the  other 
force  were  absent. 

One  might  think  at  first  glance  that  the  criterion 
of  equilibrium  is  rest ;  but  this  is  not  true,  as  one 
may  easily  see  by  setting  the  metal  ball  of  Fig.  39 
Fig.  39.  j^^^^  vibration  up  and  down.  Just  at  the  instant 
when  the  ball  is  at  the  upper  end  of  its  excursion  it  is  at  rest ; 
but  this  is  the  very  position  in  which  the  weight  of  the  ball  most 
exceeds  the  upward  pull  of  the  spring.  Again,  at  the  middle  of  its 
path,  the  ball  is  moving  most  rapidly ;  but  this  middle  position 
is  precisely  the  one  in  which  the  pull  of  the  spring  just  balances 
the  pull  of  gravity.  The  criterion  of  equilibrium  is  therefore  the 
absence  of  acceleration,  not  the  absence  of  motion. 

In  like  manner,  when  the  resultant  of  all  the  torques  acting 
upon  a  body  is  zero,  that  body  is  said  to  be  in  equilibrium  as  re- 
gards rotation.  A  ship  floating  at  rest,  on  even  keel,  is  acted  upon 
by  many  torques,  some  of  which  tend  to  make  her  list  to  one  side, 
others  to  the  other  side ;  but  since  these  torques  add  up  to  zero,  the 
ship  remains  upright. 

The  Couple 

80.  An  interesting  case  of  equilibrium  occurs  when  all  the  trans- 
lational  forces  acting  on  a  body  add  up  to  zero,  while  the  torques 
do  not.  Such  a  ease  occurs  when  one  takes  a  lead  pencil  and  rolls 
it  between  the  palms  of  his  hands  in  such  a  way  that  the  axis  of 
the  pencil  remains  fixed  in  space  while  the  pencil  simply  rotates 
about  this  axis.  Indeed,  one  of  the  most  important  combinations 
of  forces  occurring  in  nature  is  that  in  which  a  body  is  acted  upon 
by  two  forces,  Fi  and  F2  such  that  Fi  +  F2  =  0,  while  the  torques 
Fipi,  and  F2P2  are  such  that  Fipi  +  F2P2  ¥=  0.  These  two  forces 
can  produce  no  change  in  the  linear  velocity  of  the  body,  but  do 
exert  a  torque  whose  value  is  Fi{pi  —  pz),  say.  Fir,  where  r  is  the 
least  distance  between  the  direction  of  the  two  forces. 
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To  this  combination  the  name  couple  was  given  in  1803  by  the 
French  mathematician  Poinsot.  The  effect  of  a  couple  is  then 
to  produce  angular  acceleration  without  affecting  the  translation 
of  the  body  upon  which  it  acts.  Evidently  then  two  equal  forces 
cannot  be  said  to  be  in  complete  equilibrium  unless  they  act  along 
the  same  straight  line  as  well  as  in  opposite  senses. 

Statics 

81.  That  large  branch  of  mechanics  and  engineering  which  deals 
with  forces  that  are  in  equilibrium  is  called  Statics. 
The  statics  of  a  rigid  body  rests  on  the  following  assumptions :  — 

(i)  The  sum  of  nil  the  forces  acting  upon  a  body  in  equilibrium  is 
zero. 

(ii)  The  sum  of  aU  the  torques  acting  upon  a  body  in  equilibrium 
is  zero. 

(iii)  Any  two  forces  acting  along  lines  which  intersect  m/iy  be 
replaced  by  their  residtant  acting  through  this  point  of  intersection. 

(iv)  A  force  may  be  supposed  to  be  applied  indifferently  at  any 
point  in  its  line  of  action. 

The  last  of  these  assumptions  is  the  only  one  which  here  calls 
for  comment.  The  following  simple  but  highly  instructive  ex- 
periment will  illustrate  the  evidence  which  justifies  this  assump- 
tion. 

Take  a  pair  of  circular  wooden  disks  and  drive  them  on  a  brass 
rod,  just  as  car  wheels  are  driven  on  their  axle.  Then  wrap  a 
string  about  the 
axle  in  the  manner 
shown  in  Fig.  40. 
When  this  system 
is  placed  upon  a 
smooth  level  table 
top,  we  may  con- 
sider it  as  a  single 
rigid  body  acted 
upon  by  a  single  force  —  the  pull  of  the  string  —  which  shall  be 
denoted  by  F. 


Fio.  40. 
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As  the  system  roils  along  the  table,  the 
axis  of  rotation  at  each  instant  is,  not  the 
central  line  of  the  brass  axle,  but  the  dotted 
line  which  joins  the  point  of  contact  A  to 
the  point  of  contact  B. 

Let  lis  suppose  first  that  the  pull  on  the 
string  is  vertical,  as  shown  in  Fig.  41.  The 
perpendicular  distance  from  the  axis  to  the 
direction  of  the  force  is  AC.  The  value 
of  the  torque  will  therefore  be  F  -  AC. 
The  effect  is  that  the  wheel  rotates  in  a 

counter-clockwise  sense  and  the  string  unwinds. 
Next  pull  the  string  in  a  horizontal  direction,  as  shown  in  Fig. 

42.    Now  the  string  winds  itself  up  and  the  rotation  of  the  wheel 

is  clockwise.    The  sense  of  the 

torque  b  different  from  that  of 

the  preceding  case,  because  the 

line  of  action  of  the  force  passes 

on  the  other  side  of  the  axis 

through  A,    The  value  of  the 

torque  is  F '  DA.    Lastly  sup- 
pose the  pull  of  the  string  to  be  in  such  a  direction  as  to  pass 

through  the  axis  A,  that  is,  through  the  line  of  contact  between 

the  wheel  and  the  table.  In  this  case  the 
string  neither  winds  up  nor  unwinds.  The 
system  slides  along  the  table  instead  of 
rolling.  The  arm  through  which  the  force 
F  acts  is  zero ;  hence  the  torque  is  zero. 

In  each  of  these  three  cases  we  may 
clearly  consider  the  force  F  to  act  at 
any  point  in  the  wheel  through  which  the 
direction  of  the  stretched  string  passes. 
This  is  our  fourth  assumption  mentioned 
above.  Every  student  should  try  this 
experiment  for  himself,  even  if  he  has  to 

take  the  knobs  off  his  door,  temporarily,  to  make  up  a  pair 

of  wheels  and  an  axle. 


FiQ.  43. 
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The  Soltition  of  Problems  in  Statice 

82.  A  few  iUustrations  will  show  how  the  preceding  principles 
are  used  in  practice. 

(i)  The  problem  of  parallel  forces.  Given  a  rod  of  length  I,  and 
of  negligible  toeighi,  carrying  a  load  of  3  pounds  ai  one  end  and  5 
pounds  ai  the  other.  Find  the  value  of  the  equilibrating  force^  R, 
and  the  position,  x,  ai  which  it  must  be  applied  in  order  that  the 
system  may  be  in  equilibrium.  Here  the  body  under  considera- 
tion is  the  rod.  AB  of  Fig.  44.  For  the 
origin  of  coordinates  we  shall  choose  the 
point  A.  Forces  acting  vertically  upwards 
wiU  be  taken  as  positive ;  in  like  manner 
torques  which  act  in  a  clockwise  sense  will 
be  considered  positive ;  counter-clockwise 

Fio.  44. 

negative. 

Equating  now  the  sum  of  all  the  forces  to  zero  we  have :  — 

Z(F)  =-3-5  +  fl  =  0. 

Placing  the  sum  of  the  torques  equal  to  zero,  one  has :  — 

Z(L)  =  -  /fcc  +  5  Z  =  0. 
Eliminating  jR  between  these  two  equations  and  solving  for  x,  one 
finds  a?  =  -/,  or  T =  -•    In  words,  the  equilibrating  force, 

R,  is  to  he  applied  at  a  distance  from  A  which  is  f  of  the 
length  of  the  rod.  The  student  may  for  himself  easily  prove  the 
general  theorem  that  the  equilibrant  of  any  two  parallel  forces 
is  to  be  applied  at  a  point  such  that  its  distances  from  the  lines  of 
these  forces  are  in  the  inverse  ratio  of  the  forces  themselves. 

To  find  the  value  of  this  balancing  force  one  has  only  to  solve 
the  first  equation  for  /?. 

In  case  the  weight  of  the  rod  were  not  negligible,  one  would 
merely  have  to  introduce  another  force  —  a  vertical  force  — 
equal  to  the  weight  of  the  rod  and  acting  through  its  center 
of  gravity. 

(ii)  Particle  acted  upon  by  three  forces.  Imagine  a  clothesline 
stretched  between  two  posts  A  and  B,  and  a  weight  W  attached  to 
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Fio.  45. 


the  line  at  the  point  P.    Find  the  tensions  Ti  and  7s  in  the  two 
respective  parts  of  the  line. 

Here  the  body  under  consideration  is  the  particle  of  the  clothes- 
line, at  P,  Fig.  45,  to  which  the  weight  W  is  attached.    Let  P  be 

the  origin  of  coordinates  and  let 
angles  be  measured  from  the  hori- 
zontal (dotted)  line  through  P. 
Let  01  and  6^  denote  the  directions 
of  the  two  parts  of  the  clothesline 
respectively;  then  since  the  par- 
ticle P  is  not  accelerated  either  to  the  right  or  the  left,  we  may 
equate  to  zero  the  simi  of  the  horizontal  components  of  the  forces, 

thus:—        2(X)  =  -  Ti  cos  tfi  +  fj  cos  ft  =  0. 

For  the  same  reason  the  vertical  components  add  up  to  zero. 

2(  7)  =  Ti  sin  ft  +  Tj  sin  ft  -  FF  =  0. 

To  obtain   Ti,  eliminate   7*2  between  these  two  equations  and 
solve  for  Ti,  which  gives 

cos  ft  \  _  jj^/     cos  ft     \ 

'J  "      Vsin(ft  +  ft)/ 


\  =  w( 


\cos  ft  sin  ft  +  sin  ft  cos  ft- 


This  problem  might  also  be  solved  graphically  by  drawing  the 
force  diagram  shown  in  Fig.  46.  The  problem  being  one  of  equi- 
librium, the  triangle  of  forces  is 
closed;  the  side  W  and  the  angles 
are  given  to  find  the  length  of  the 
sides  Ti  and  7*2. 

(iii)  The  problem  of  a  bridge  truss. 
A  bridge  and  its  load,  iveighing  4000 
lb.  are  symmetrically  plaeed  between  — 
two  piers,  so  that  each  pier  carries 
2000  lb.  The  member  T  which  is  under  tension  is  horizontal;  the 
slanting  member  P  which  is  under  compression  makes  an  angle  of 
60°  with  the  horizontal.    Find  the  forces  acting  along  P  and  T. 


Fig.  46. 
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Fio.  47. 


W-2D00 


Here  the  body  under  consideration  is  the  iron  pin  B,  at,  say, 
the  right-hand  end  of  the  bridge  shown  in  Fig.  47.  This  pin  passes 
through  an  eye  in  each 
of  the  members  P  and 
T  and  bolts  them 
together.  Take  B  as  ^ 
the  origin  of  coordi-  / 
nates.  Then  equate  to 
zero  first  the  horizontal 
and  then  the  vertical  components  of  the  forces,  using  the  small 
diagram  to  the  right. 

Z(Z)  =-  T  +PCOS60**  =  0. 
S(  F)  =  TF  -  P  sin  60**  =  0. 

To  obtain  T  eliminate  P  between  these  two  equations,  and  obtain 

\sm60V      V3        V3    ^ 
From  the  first  equation  one  may  now  obtain :  — 


P  =  2  r  = 


2W  ^4000 
V3         V3 


pounds. 


The  student  should  now  solve  this  same  problem  by  the  graphical 
or  geometrical  method. 

83.  Much  labor  will  be  saved,  in  the  solution  of  statical  prob- 
lems, by  observing  the  one  method  which  has  been  employed  in 
each  of  the  three  preceding  examples.  The  steps  of  that  method 
are  as  follows :  — 

First  clearly  delimit  the  one  body  or  particle  which  you  are 
studying.  Next  decide  upon  the  origin  and  axes  of  coordinates 
from  which  you  propose  to  measure  distances  and  directions. 
Thirdly,  write  the  equations  which  express  the  fact  that  the  sum 
of  the  forces  and  the  sum  of  the  torques  acting  upon  this  body 
are  zero.  The  last  step  is  to  eliminate  between  these  equa- 
tions all  the  unknown  quantities  except  the  one  whose  value 
you  desire. 
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Problems 

98.  An  iron  rod  4  ft.  long  weighs  10  lb.,  and  has  suspended  from  one 
end  a  weight  of  4  lb.,  from  the  other  end  a  weight  of  8  lb.  At  what 
point  must  the  rod  be  supported  in  order  to  be  in  equilibrium  ? 

99.  A  pendulum  bob  weighing  2  lb.  is  pushed  aside  by  the  hand 
until  the  suspension  string  makes  an  angle  of  30^  with  the  vertical. 
What  horizontal  force  must  the  hand  exert  in  order  to  do  this? 

100.  An  iron  bar  carrying  a  weight  of  3  lb.  at  one  end  balances  when 
supported  at  a  point  4  ft.  from  that  end.  If  the  bar  weighs  2  lb.  per 
foot  length,  what  is  the  total  length  of  the  bar? 

101.  A  man  can  just  close  a  door  against  a  strong  wind  by  using  a 
horizontal  force  of  50  lb.  at  a  distance  of  2  ft.  from  the  hinge  line. 
What  force  will  be  required  at  a  distance  of  2^  ft. 

102.  Find  the  center  of  mass  of  a  uniform  right-angled  triangle. 

103.  Prove  that  when  a  particle  is  in  equilibrium  under  the  action  of 
three  forces,  the  resultant  moment  of  these  three  forces  about  any  line 
is  zero. 

104.  Two  parallel  forces,  of  which  one  is  5  pounds,  have  a  resultant 
of  6  pounds,  acting  at  a  distance  of  2  feet,  from  the  larger  force.  Find 
the  distance  between  the  parallel  forces.  Ans,  12  feet. 

106.  A  square  sheet  of  metal  8  cm.  on  the  side  has  a  square  of  2  cm. 
on  the  side  cut  out  of  one  of  its  corners.  Find  the  center  of  mass  of 
the  remaining  figure. 

106.  Find  the  center  of  mass  of  four  masses  of  3,  6,  8,  4  lb.,  respec- 
tively, which  are  placed  in  a  straight  line  with  the  following  distances 
separating  them,  6  in.,  2  ft.,  and  3  ft.,  respectively. 

107.  Three  men  are  carrying  a  log.  The  rear  end  is  carried  by  one 
man ;  the  forward  end  is  supported  over  a  stick,  each  end  of  which  is 
carried  by  one  of  the  other  two  men.  Where  must  this  stick  be  placed 
under  the  log  to  divide  the  load  equally  between  the  three  men  ? 

108.  What  couple  will  two  equal  parallel  and  opposite  forces  of  3 
dynes  produce  when  acting  at  opposite  ends  of  an  arm  0.1  millimeter 
long? 

109.  A  string  80  inches  long  is  stretched  by  a  force  of  5  pounds. 
What  force  must  be  applied  at  the  middle  of  the  string  to  depress  it 
1  inch?     Neglect  the  weight  of  the  string. 

110.  An  I-beam  is  supported  by  two  pillars,  one  at  each  end,  the 
load  on  the  respective  pillars  being  100  and  200  lb.  When  the  pillars 
are  shifted  so  that  each  stands  1  ft.  from  the  end  of  the  beam,  the 
loads  are  90  and  210  lb.  respectively.     Find  the  length  of  the  beam. 
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111.  Prove  that  when  the  arms  of  a  balance  are  unequal,  the  true 
weight  of  a  body  may  be  found  by  observing  its  apparent  weight,  first 
in  one  scale  pan,  then  in  the  other,  and 
afterwards  taking  the  square  root  of  the 
product  of  their  apparent  weights. 

112.  A  crane  having  the  dimensions 
shown  in  Fig.  48  carries  a  load  of  800  lb. 
Find  the  stretching  force  on  the  tie  rod 
BC  and  the  force  of  compression  along 
the  strut  BA,  neglecting  the  weight  of 
the  crane  itself. 

113.  Solve  the  preceding  problem  on 
the  assumption  that  the  strut  BA  (Fig. 
48)  weighs  200  lb. 

114.  Explain  by  means  of  a  diagram  the  action  of  the  toggle-joint 
employed  in  the  air  brake  of  a  locomotive. 

116.  A  particle  in  equilibrium  is  acted  upon  by  three  forces,  4,  5, 
and  6.  Draw  the  force  diagram  and  measure  with  a  protractor  the 
angles  between  the  directions  of  the  forces. 


Fio.  48.      800  lbs. 


Two  Interesting  Special  Cases 
I.    Ceniripetal  and  CerUrifugcU  Force 

84.  Every  one  has  from  his  early  boyhood  a  lively  sense  of 
the  pull  exerted  by  a  body  which  he  swings  around  his  head  at  the 
end  of  a  string.  But  curiously  enough  it  was  more  than  sixteen 
centuries  after  the  beginning  of  the  Christian  era  before  any  one 
succeeded  in  explaining  just  how  the  amount  of  this  pull  depends 
upon  the  length  of  the  string  and  the  rate  of  rotation.  The  expla- 
nation, first  given  by  Huygens,  the  great  Dutch  physicist,  in  1669, 
is  as  follows. 

We  have  found  that,  in  general,  the  force  acting  upon  any 
body  is  to  be  measured  by  the  product  of  the  mass  of  the  body 
and  its  acceleration ;  and  when  a  particle  moves  in  a  circle  with 
constant  speed,  we  have  found  (§  38)  that  it  is  always  accelerated 
toward  the  center  with  an  acceleration  which  is  measured  by  the 
square  of  its  linear  speed  divided  by  the  radius  of  the  circle. 


a  =  —  =  wV. 

f 


Eq.  18 
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If  now  we  wish  to  know  what  force  F  is  required  to  keep  this 
particle  moving  in  a  circular  path,  we  have  only  to  multiply 
the  mass  of  the  particle  m  by  its  acceleration.    Thus :  — 

F  =  m—  =  rrujAr  =  mvu).  Eq.  42 

r 

This  expression  gives  the  force  which  one  must  exert  upon 
a  string  in  order  to  change  the  direction  of  the  linear  momentum 
mv  at  the  rate  o). 

This  force  is  sometimes  called  centripetal  force  because  it 
measures  the  pull  of  the  string  towards  the  center;  it  is  some- 
times called  centrifugal  force  because  it  measures  the  pull  of  the 
stone  outward.  Both  names  are  perhaps  permissible;  since 
according  to  Newton's  third  law  there  is  always  a  reaction  cor- 
responding to  any  action.  On  the  other  hand,  since  the  acceler- 
ation is  always  toward  the  center,  the  name  "  centripetal  "  is  dis- 
tinctly preferable.  Note  that  this  centripetal  force  is  not  limited 
to  rigid  bodies,  but  is  equally  true  of  liquids  and  gases  and  all  other 
bodies  when  in  rotation.  Mr.  John  Aitken  has  shown  (1878) 
by  an  exquisite  experiment  that  even  a  limp  chain  when  set  into 
rapid  rotation  will  roll  along  the  floor  as  if  it  were  a  solid  ring  of 
one  piece.  And  thus  the  clown  at  the  circus  gives  his  soft-felt 
hat  a  quasi-rigidity  by  whipping  it  into  rapid  rotation. 

II.     The  Gyroscope;    Precession 

86.  Is  there  any  lad  or  lassie  whose  curiosity  has  not  been  fired 
by  watching  the  axis  of  a  spinning  top  swing  round  and  round  on 
its  pivot  instead  of  falling  over  in  response  to  gravity  ?  Is  there 
any  bicycle  rider  who  has  not  experienced  that  curious  sensation 
which  comes  from  holding  one  of  the  wheels  in  his  hand  and  at- 
tempting to  change  the  direction  of  the  axis  while  the  wheel  is 
spinning?  The  explanation  of  this  phenomenon  —  for  the  two 
just  mentioned  are  precisely  the  same  —  is  strictly  analogous  to 
that  of  centrifugal  force. 

Corresponding  to  the  linear  momentum  of  a  rigid  body  is  the 
angular  momentum  of  a  rigid  body,  such,  for  instance,  as  that  of 
the  detached  bicycle  wheel,  shown  in  Fig.  49.    Such  a  bicycle 
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wheel  held  id  one  hand  can  be  set  spinning  rapidly  with  an  angular 

velodty  which  may  be  denoted  by  ii.     The  angular  momentum  of 

the  wheel  will,  by  analogy,  then  be   lU. 

And  the  torque  L  required  to  change  the 

direction  of  this  angular  momentum  at  the 

constant  rate  oi,  will,  by  the  same  analogy 

be  IQw ;  or  in  tenns  of  algebra :  — 

L  =-  /n  ■ «.  Eq.  43 

If  the  spinning  wheel  is  supported  by  both 
handles  with  its  axle  horizontal,  there  is  no 
torque  acting  upon  it,  and  hence  no  tend- 
ency for  the  axle  to  change  direction;  but    Fiq.  49.  — Bicycle  wheel 
if  the  wheel  be  set  spinning  about  a  hori-      detached  k 


then  the  weight  of  the  wheel  exerts  a  torque  about  another  hori- 
zontal axis  perpendicular  to  the  axis  of  spin,  and  the  torque  L 
makes  the  axis  of  spin,  therefore,  rotate  about  a  vertical  axis. 
This  rotation  of  the  axis  of  spin  is  called  precession.  The  ad- 
vanced student  will  find  this  phenomenon  beautifully  exhibited 
by  the  earth,  upon  the  equatorial  belt  of  which  the  moon  exerts  a 
torque. 

The  simplest  illustration  is  the  ordinary  peg  top ;  but  some  of 
the  various  forms  of  gyroscope,  usually  found  on  sale  at  the  expo- 
sitions and  toy  stores,  are  more  convenient. 

Problema 

116.  A  bicycle  rider  exerts  a  force  of  10  million  dyuea  on  a  pedal. 
Suppose  the  force  to  be  at  right  angles  to  the  pedal  crank,  and  imagine 
the  crank  to  be  18  centimeters  long,  what  moment  of  force  does  the 
rider  exert?  Am.     L  =  180  X  10». 

117.  At  one  end  of  a  board  which  is  20  ft.  long  is  placed  a  stone 
weighing  40  lb.  At  the  other  end  of  the  board  is  placed  a  stone  weigh- 
ing 90  lb.  Neglecting  the  weight  of  the  board,  find  the  point  at  which 
it  must  be  supported  in  order  that  these  two  atones  may  just  balance 
each  other.  Ana.    6^  ft.  from  end. 

118.  When  a  bicycle  is  being  ridden  through  a  wet  or  slushy  street, 
how  ia  it  that  the  water  collects  in  a  little  ridge  at  the  middle  of  the 
tire? 
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119.  In  opening  my  pocket-knife  I  catch  the  blade  at  a  point  8  cm. 
from  the  pin  about  which  the  blade  turns ;  and,  at  this  point,  I  exert 
a  force  of  500,000  dynes.  What  moment  of  force  is  required  to  open 
the  knife? 

120.  A  mass  of  20  g.  is  revolving  uniformly  once  in  5  sec.  in  a  circle 
of  30  cm.  radius.     Find  the  centrifugal  force. 

121.  A  skater  weighing  70  kg.  describes  a  circle  of  .30  m.  radius  with 
a  speed  of  6  m.  per  second.  Find  the  horizontal  force  tending  to  throw 
him  over.  Why  does  he  incline  himself  toward  the  center  of  the 
circle? 

122.  How  many  times  a  minute  must  a  mass  of  3  grams  revolve  in  a 
horizontal  plane  at  the  end  of  a  string  50  centimeters  long  in  order  that 
the  force  on  the  string  may  equal  1000  dynes? 

123.  An  angler,  fishing  with  rod  and  line,  hooks  a  fish.  Will  the  fish 
appear  to  pull  harder  if  the  rod  is  a  long  one  or  a  short  one?    Why? 

124.  Taking  the  period  of  the  moon's  revolution  around  the  earth 
as  28  days  and  its  distance  from  the  center  of  the  earth  as  240,000  mi., 
calculate  its  acceleration. 

125.  A  mass  of  500  grams  is  acted  upon  by  a  force  of  3500  dynes. 
Find  the  acceleration  produced  in  the  mass.  Starting  from  rest,  under 
this  acceleration,  what  speed  will  the  mass  acquire  in  8  seconds? 

Ans.    a  -  7,  »  -  56. 

126.  A  force  of  20  dynes  is  able  to  produce  an  acceleration  of  2  in  a 
certain  body.     What  is  the  mass  of  the  body?  Ans.     m  -  10  g. 

127.  What  force  would  be  required  to  change  the  momentum  of  a 
body  from  25  to  150  in  12.5  sec?  Ana.     f  =  10  dynes. 

128.  A  boy  swings  about  his  head,  in  a  circle  of  1  m.  radius,  a  bullet 
whose  mass  is  20  g.  What  is  the  pull  on  the  string  when  the  bullet  is 
making  1  revolution  per  second  ?  Ans.     8000  w*  dynes. 

129.  A  locomotive  whose  mass  is  100,000  kg.  is  rounding  a  curve  of 
400  m.  radius  at  a  speed  of  10  m.  per  second.  What  is  the  force  which 
the  locomotive  exerts  upon  the  outer  rail?  This  problem  is  similar 
to  the  preceding:  the  only  difference  is  that  here  the  flange  of  the 
wheel,  or  the  outer  rail,  holds  the  locomotive  in  its  circular  path,  whUe  in 
the  preceding  the  string  holds  the  bullet  in  its  circular  path. 

Ana.     2500  million  dynes. 

130.  Why  does  a  bicycle  rider  "  lean  in  *'  as  he  rounds  a  corner? 

131.  How  does  a  cyclist  "  right  **  himself  by  turning  his  front  wheel 
toward  the  side  to  which  he  is  falling?     The  centrifugal  force,  i.e.  the 

righting  force,  acting  upon  the  wheel  and  rider  is  measured  by  — • 
This  may  be  increased  by  increasing  t;,  or  by  diminishing  r. 
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132.  An  engine  fly  wheel  is  spinning  about  a  horizontal  axis  with 
an  angular  momentum  of  50,000,000  C.G.S.  units.  How  great  a 
torque  will  be  required  to  rotate  the  axle  of  the  fly  wheel  (still  spinning) 
about  a  vertical  axis  at  the  rate  of  i  radian  per  second?  About  what 
axis  must  this  torque  be  exerted? 

133.  A  wagon  is  longer  than  the  platform  of  a  set  of  hay  scales. 
Show  whether  the  correct  weight  can  be  obtained  by  weighing  one  end 
at  a  time  and  adding  the  two  weights.     Ferry's  Dynamics^  p.  181. 

134.  On  account  of  the  spheroidal  shape  of  the  earth  the  mouth 
of  the  Mississippi  River  is  farther  from  the  center  of  the  earth  than 
is  the  source.  That  is,  the  river  flows  up  hill.  How  is  this  possible? 
Ferry's  Dynamics. 

136.  If  a  body  traverse  a  circumference  with  the  same  speed  which 
it  would  gain  in  falling  from  a  height  equal  to  one  quarter  the  diameter, 
the  centrifugal  force  acting  on  the  body  will  be  equal  to  the  weight 
of  the  body.     Huygens,  1669. 

II.    Second  General  Property  op  Matter:    Gravitation 

86.  Children  at  a  very  early  age  learn  to  look  toward  the  floor 
for  things  that  leave  their  hands.  This  indicates  what  is  probably 
their  first  acquaintance  with  the  great  fact  that  the  earth  attracts 
all  bodies  to  itself.  This  single  fact  was  practically  all  that  men 
knew  of  gravitation  until  the  sixteenth  century,  when  Galileo,  by 
his  researches  along  this  line,  instituted  the  era  of  modern  physics. 

Before  the  time  of  Galileo  (1564-1642),  the  ideas  of  men  con- 
cerning gravitation  were  simply  chaotic.  They  had  observed 
that  some  bodies,  such  as  stones,  fall  very  rapidly ;  that  others, 
such  as  feathers  and  thin  paper,  fall  very  slowly;  that  heavy 
bodies  fall  with  a  constantly  increasing  speed ;  that  lighter  bodies, 
such  as  small  raindrops,  or  feathers,  fall  with  a  practically  uni- 
form speed ;  that  in  some  media  certain  bodies  do  not  fall  at  all, 
as,  for  instance,  wood  in  water,  or  iron  in  mercury.  Galileo 
was  the  man  who  first  harmonized  these  apparently  contradic- 
tory facts,  and  described  them  all  in  a  very  simple  way. 

Up  to  this  period  nothing  was  known  as  to  how  far  a  body  would 
fall  in  a  given  time,  or  as  to  what  speed  it  would  acquire  in  a  given 
time,  or  as  to  what  speed  it  would  attain  in  falling  a  given  dis- 
tance. 
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The  difficulty  in  getting  at  these  facts,  i.e.  the  difliculty  in 
discovering  how  a  body  falls,  lay  partly  in  the  circumstance  that 
the  ancients  had  no  accurate  method  for  measuring  small  intervals 
of  time,  partly  in  the  circumstance  that  the  speed  of  falling  bodies, 
after  a  minute  interval  of  time,  is  liable  to  be  very  rapid,  and 
partly  in  the  fact  that  the  predecessors  of  Galileo  had  little  or 
no  idea  of  obtaining  knowledge  by  experiment. 

For  measuring  small  intervals  of  time,  Galileo  employed  an 
ingenious  water  clock,  consisting  of  a  large  vessel  ot  water  with 
a  small  opening  in  the  bottom.  Just  before  the  beginning  of  the 
observation,  this  opening  was  closed  by  the  finger.  At  the  be- 
ginning of  the  observation  the  finger  was  released  and  the  water 
allowed  to  flow  until  the  end  of  the  observation,  when  the  opening 
was  again  closed.  The  water  flowing  out  was  collected  in  a 
cup  and  weighed,  the  weight  of  the  water  being  proportional  to 
the  duration  of  the  observation.  To  prevent  the  attraction  of 
the  earth  from  giving  the  falling  body  too  high  a  speed,  he  al- 
lowed the  body  to  roll  down  a  smooth  inclined  plane  of  small 
slope. 

But  first  he  satisfied  himself  that  all  kinds  of  matter  would 
Fall  the  same  distance  in  the  same  time.  One  ball  might  be 
made  of  copper,  another  of  iron;  the  time  of  descent  was" the 
same  in  each  case.  The  resistance  of  the  air  was  practically 
eliminated  when  bodies  of  the  same  size  and  nearly  the  same 
density  were  let  fall.  But,  in  many  cases,  large  bodies  and 
small  bodies  occupy  practically  the  same  time  in  falling  from  the 
same  height.  On  the  other  hand,  as  every  one  knows,  a  bunch 
of  cotton  does  not  fall  as  rapidlj',  in  air,  as  does  a  bullet  of  lead. 

But  Galileo's  conclusions  were  that,  in  all  such  cases,  the  dif- 
ference in  speed  was  due  to  the  resistance  of  the  air.  He  re- 
gretted that  he  had  no  means  of  producing  a  vacuum,  so  that 
he  might  appeal  to  a  direct  experiment ;  accordingly  he  em- 
ployed a  series  of  fluids  of  different  tiensities,  such  as  mercury, 
water,  air,  and  found  that  as  the  density  of  the  fluid  diminished 
the  bodies  descending  in  these  fluids  fell  more  nearly  at  the  same 
rate,  i.e.  the  same  distance  in  the  same  time.  He  argued,  there- 
fore, that,  in  die  limit  (i.e.  in  a  vacuum],  where  the  densi^  is 


Fio.  50.  —  Galileo's  experiment. 
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zero,  an  bodies,  ^en  startiiig  from  rest,  whatever  their  size, 
shape,  or  composition,  fall  through  equal  distances  in  equal  times. 
How  thoroughly  Galileo  was  justified  in  this  conclusion  was 
proved  later,  about  the  year  1650,  when  the  air  pump  was  invented 
by  Otto  von  Guericke.  One  of  the  first  experiments  to  be  tried 
in  the  newly  discovered  vacuum  was  to  place  a  feather  and  a 
coin  in  the  same  tube,  and  see  whether  they  would  fall  at  the  same 
rate  in  a  region  devoid  of  air.  The  result  was  such  as  to  show  that 
Galileo  was  perfectly  correct  in  thinking  that  the  earth  impresses 
the  same  velocity  upon  all  falling  bodies,  if  allowance  is  made  for 
the  resistance  of  the  air. 

87.  Galileo  was  now  ready  to  begin  his  experiment  on  the 
inclined  plane,  to  which  we  have  referred  above.  This  is  very 
conveniently  repeated  in  the    ^ 

following  form  (see  Fig.  50) :    ^  — -•-— ^ 

From  one  side  of  a  room  to 
another  stretch  a  brass  or  steel 
wire  of  one  or  two  millimeters 
diameter.  The  wire  should 
have  a  slope  of  about  one  foot  in  eight  or  nine,  and  should  be 
stretched  very  taut. 

A  small  carriage  to  run  on  this  wire  track  can  be  easily  made 
by  soldering  to  a  small  brass  bar  the  straps  of  two  small  and  very 

light  wooden  pulleys  (see  Fig. 
51).  The  straps  of  the  pulleys 
must  be  sawed  through  on  the 
other  side,  so  that  they  may  slip 
over  the  wire.  A  small  piece  of 
♦^  metal,  say  a  brass  sphere,  hooked 

£    %  on  the  lower  part  of  the  carriage, 

^IW^  will  keep  the  whole  upright  on 

Fio.  61.  — Carriaee  for  Galileo's  the  wire  track. 

ezperiment.  k  x.  i     i 

A  metronome,  a  clock,  or  a 
telegraph  sounder  should  beat  seconds  in  the  room.  Parallel  to 
the  stretched  wire,  and  about  six  inches  above  it,  should  be 
stretched  a  string,  on  which  some  small  indices  of  cardboard  are 
strung,  as  shown  in  Fig.  50. 

583402  {^ 
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On  the  beat  of  the  seconds  pendulum  the  carriage  is  released 
at  the  upper  end  of  the  inclined  track.  The  position  of  the 
carriage  at  the  end  of  one  second  is  marked  by  sliding  a  cardboard 
index  along  the  string  to  the  proper  place.  A  second  observer,  or 
a  very  soft  buffer,  to  catch  the  carriage  at  the  lower  end  of  the 
track,  is  convenient.  Another  trial  enables  one  to  mark  the 
position  of  the  carriage  at  the  end  of  the  second  second,  a  third 
observation  gives  the  position  of  the  carriage  at  the  end  of  the 
third  second,  and  so  on.  Having  thus  marked  off,  on  the  inclined 
plane,  the  positions  of  the  falling  body  at  the  ends  of  successive 
seconds,  one  may  arrange  his  results  as  they  are  given  in  the 
first  two  columns  of  the  following  table.  From  these  the  accel- 
eration along  the  plane  is  easily  computed  by  means  of  our  gen- 
eral equation  for  acceleration  in  terms  of  distance  and  time, 
Eq.  16.  These  results  are  given  in  column  3  and  are,  it  will  be 
noticed,  nearly  constant,  thus  indicating  that  the  acceleration  along 
the  plane  does  not  vary,  although  the  velocity  increases  rapidly. 


TiMB 

Total 

Acceleration 

ACCSLXRATION 

SINCE   CaRBIAOE 

Distance  passed 

a  ALONG  Inclined  Plane  : 

IN  A  Vertical  DnuecnoN : 

WAS  Released 

OVER  BY  Car- 

COMPUTED FROM  FORMCLA 

COMPUTED  FROM  FORMUIO. 

t 

riage  IN  Time  t 

x^hat* 

0-12.7  a 

1  sec. 

30  cm. 

60 

762 

2  sec. 

118  cm. 

59 

749 

3  sec. 

273  cm. 

61 

775 

4  sec. 

478  cm. 

60 

762 

5  sec. 

726  cm. 

58 

737 

Observer — E.  W.  Gray. 

Another  way  of  stating  the  result  which  Galileo  obtained  by 
making  a  large  number  of  observations  of  this  kind,  is  to  say 
that  the  constancy  (approximate,  of  course)  of  the  figures  in 
the  third  column  means  that  the  distance  traversed  by  a  body 
sliding  freely  down  an  inclined  plane  varies  directly  as  the  square 
of  the  time,  a  result  which  is  graphically  expressed  in  Fig.  52. 

We  must  next  recall  that  the  acceleration  a  which  we  have 
been  measuring  is  only  one  component  of  the  total  accelera- 
tion, namely,  that  component  which  acts  along  the  inclined 
plane.     Knowing  this  component,  BD  in  Fig.  53,  and  knowing 
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that  the  total   acceleration  of  gravity,  which  we  shall  here- 
after denote  by  g,  is  vertical,  we  can  easily  find  the  value  of  g. 

Fop    the    triangles    BCD   and   AOX   are  

^milar ;   and  hence 


g  ^AX  ^ 

a"  AO 


12.7 


I  in  the  experiment 
[recorded  above. 


The   values   computed    from    a   in   thb      s 

manner   are   given    in  the  fourth   column 

of  the  table  above. 
In  thin  maimer  Galileo  inferred  that  thia 

particular  acceleration,  namely,  the  accel- 
eration produced,    upon   a  freely  falling      ^ 

body,   by  Hm  earth,  is  also  a  constant. 

This  is  a  capital  discovery ;  a  fact  with 

whose  consequences  we  are  so  familiar  that 

we  are  perhaps  a  tri£e  blind  as  to  its 

importance. 

As  every  one  knows,  gravity  accelerates 

a   body   most    rapidly   along   the   vertical 

direction,  and  does  not  accelerate  a  body 

at  all  in  a  horizontal  direction.    Indeed,  all 

that  we  mean  by  a  "  horizontal  "  direction  is  one  in  which  the 

acceleration  of  gravity  has  no  component. 
This  device  of  Galileo's  is,  therefore,  competent  not  only  to 

show  that  the  acceleration  of  gravity  is  a  constant,  but  also  to 
pve  us  the  numer- 
ical value  of  this 
constant.  Since, 
however,  no  allow- 
ance has  here  been 
made  for  friction, 
„  or  for  the  sag  of 
the  wire,  or  for  the 
fact  that  a  part  of 

the  body  is  rolling  instead  of  sliding,  the  results  are  about  25  per 
cent  too  smalL 
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How  nearly  constant  the  acceleration  of  gravity  is  at  various 
parts  of  the  earth's  surface  will  be  shown  by  the  following  table 
of  values  derived  from  pendulum  experiments. 


Place 

Ax/nruDB 
i^  Mktbbb 

Obsbrvxd  Valub  or 

QBAVmr  IN  CM./SBC.* 

Key  West,  Fla 

Charlottesville,  Va 

Princeton,  N.J 

New  York,  N.Y 

Cambridge,  Mass.      .... 

Chicago,  111 

Madison,  Wis 

Colorado  Springs,  Colo. .     .     . 

Pikes  Peak,  Colo 

San  Francisco,  Cal 

Seattle,  Wash 

Minneapolis,  Minn 

Washington,  D.C.     (Bureau  of 
Standards) 

1 

166 
64 
38 
14 

182 

270 
1841 
4293 

114 
74 

256 

103 

978.954 
979.938 
980.178 
980.267 
980.398 
980.278 
980.365 
979.490 
978.954 
979.965 
980.725 
980.597 

980.095 

• 

U.  S.  Coast  Survey.    Special  Publication  No.  12,  p.  10.     (Wash.  1912.) 

88.  Having  found  that  the  acceleration  of  gravity  is  constant, 
Galileo  at  once  made  the  following  inference;  namely,  that  the 
speed  at  the  end  of  any  interval  of  time  is  proportional  to  the 
first  power  of  the  time.  This  consequence,  we  have  already 
seen  (Eq.  15,  p.  37),  follows  in  all  cases  of  constant  acceleration. 
The  inference  may  be  tabulated  as  follows :  — 

Relation  between  Time  of  Fall  and  Speed  Acquired 

By  definition,  g  is  the  number  by  which  the 
speed  of  a  freely  falling  body  is  changed  in  each 
second.  Consequently,  in  t  seconds,  the  total 
change  in  speed  will  be  gt ;  or,  if  the  body  starts 
from  rest,  the  results  in  the  preceding  table  are 
expressed  algebraically  as  follows :  — 

S^gt 

If  the  falling  body  has,  at  time  <  =  0,  a  speed  of 
So,  our  expression  for  the  a,ctual  speed  at  any  in- 
stant t  becomes     S  =  S  4-  at 


TlUB 

Speed 

1 

9 

2 

2g 

3 

3^ 

4 

Ag 

5 

5g 

6           6g 

etc. 
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Summary  of  Laws  of  Freely  Falung  Bodies 

88.  These  are  exactly  the  laws  of  a  uniformly  accelerated 
particle  which  we  have  studied  in  Chapter  I,  only  here  the  nu- 
merical value  of  the  acceleration  g  is  practically  always  981  centi- 
meter/second* units. 

Relation  between  Speed  and  Time :  — 


S  =^  So  -\-  gt. 


Eq.  15 


Relation  between  Distance  and  Time :  — 


Eq.  16 


Relation  between  Distance  and  Speed :  — 

S«  =  So*  +  2  gx. 


Eq.  17 


90.  But  when  a  body  b  not  falling  freely,  one  obtains  its  accel- 
eration by  the  general  method  of  first  finding  the  resultant  of  all 
the  forces  acting  upon  it  and  then  dividing  this  resultant  by  the 
mass  of  the  body. 

Thus  if  two  masses  mi  and  m^  be  strung  over  a  light  frictionless 
pulley  by  means  of  a  thin  string,  as  shown  in  Fig.  54,  the  mass 
which  falls  is  not  a  "  freely  falling  body." 
The  same  may  be  said  of  a  body  which 
rolls  or  slides  down  an  inclined  plane. 
Referring  to  Fig.  54  which  represents  the 
essential  feature  of  Atwood's  machine  (a 
classical  instnunent  devised  for  the  pur- 
pose of  diluting  gravity,  so  to  speak),  we 
proceed  to  write  the  equations  of  motion 
for  the  two  bodies  mi  and  roi  there  repre- 
sented. 

The  data  of  the  problem  are,  say,  the 
masses  of  the  bodies  and  the  acceleration 
of  gravity  g.    It  is  required  to  find  the 
acceleration  a  of  the  system  and  the  force  T  with  which  the  string 
is  stretched. 


Fio.  54. 
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Consider  first  the  body  mi ;  all  the  forces  acting  upon  it  are :  — 

(i)  the  tension  T  of  the  string  acting  upward, 
(ii)  its  weight  m\g  acting  downward ;  and 
(iii)  the  reaction  of  the  mass  mi  against  its  upward  accelera^ 
tion,  which  amounts  to  mia,  acting  downward. 

These  three  are  the  only  forces  acting  upon  mi,  and  they  all 
act  along  the  same  straight  line;   hence  its  equation  of  motion 

T  —  mij  —  mitt  =  0. 

Considering  now  the  mass  m^,  the  forces  adding  upon  it  are :  — 

(i)  the  tension  T,  acting  upward  —  the  tension  being  the 
same  in  every  part  of  the  string, 

(ii)  the  weight  rrvig  acting  downward,  and 

(iii)  the  reaction  of  the  mass  7712  acting  upward  against  its 
downward  acceleration  a;  the  acceleration  for  each 
of  the  two  bodies  being  the  same  in  amoimt  but  oppo- 
site in  sense. 

Since  these  are  the  only  forces  acting  upon  m^,  and  since  they 
all  act  in  the  same  straight  line,  the  equation  of  motion  for  m^  is 

T  —  m2g  +  m2a  =  0. 

These  two  equations,  each  involving  the  two  unknown  quanti- 
ties, are  competent  to  give  us  the  value  of  each  of  them.  Elimi- 
nating between  them  first  T  and  then  a,  we  obtain :  — 

0  =  ^5^^. ff,  Eq.44 

and  r  =  lM..j,.  Eq.45 

mi  +  m2 

A  method  identical  with  this  gives  one  the  solution  of  practi- 
cally any  problem  of  bodies  falling  over  frictionless  inclined 
planes  or  pulleys,  or  combinations  of  these  two.  A  little  later 
we  shall  learn  how  to  take  friction  into  account. 

91.  On  the  other  hand  a  body  may  be  falling  freely  and  also 
have  an  initial  velocity  in  a  horizontal  direction,  as,  for  instance, 
a  bullet  fired  from  a  gun  which  is  held  horizontal.     If  we  take 
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the  muzzle  of  the  gun  as  the  origin  of  coordinates,  the  equations 
of  motion  for  the  bullet  are 

x=Vt,      .  Eq.  5 

and  »  =  -  i  gi^-  Eq.  16 

Between  these  two  equations  one  may  eliminate  t  and  thus  obtain 
the  path  of  the  bullet,  namely :  — 

^--gV*^*.  Eq-46 

I 

an  equation  which  the  advanced  student  will  recognize  as  that 
of  a  parabola. 

If  the  initial  velocity  is  not  horizontal,  then  one  must  substi- 
tute for  V  the  horizontal  component  of  the  initial  velocity ;  like- 
wise the  vertical  component  of  the  initial  velocity  will  enter 
into  the  equation  for  the  vertical  motion.  But  these  are  matters 
which,  like  the  resbtance  of  the  air,  must  be  left  for  later  study. 

Problems  on  Gravitation 

In  considering  the  following  questions,  the  resistance  of  the  air  is  to 
be  neglected  and  the  acceleration  of  gravity  is  to  be  taken  as  981,  using 
the  centimeter  and  second  as  units. 

136.  A  stone  let  fall  from  a  window  20  m.  high  will  strike  the 
ground  with  what  speed?  Ans.     1980  cm.  per  second. 

137.  A  boy  throws  a  baseball  to  a  height  of  39  m.  With  what  speed 
does  the  ball  leave  his  hands?  With  what  speed  will  it  return  to  his 
hands?  Ans.     27.66  m.  per  second. 

138.  A  tuning  fork  makes  250  vibrations  a  second.  How  many 
vibrations  will  it  make  while  it  falls  from  rest  a  distance  of  10  cm.? 
How  many  while  falling  20  cm.  ?  In  the  latter  case,  compare  the  num- 
ber of  vibrations  performed  in  the  first  and  the  second  decimeters  of 
the  fall.  Ans,     35.7  vibrations ;  50.4  vibrations. 

139.  A  gun  is  held  horizontal  at  a  distance  of  300  cm.  above  the 
ground.  How  long  after  the  gun  is  fired  until  the  bullet  reaches  the 
ground?  During  this  interval,  how  far  will  it  travel  in  a  horizontal 
direction  if  it  leaves  the  muzzle  of  the  gun  with  a  speed  of  500  m.  a 
second?  Ans.     0.78  sec. ;  390  m. 

140.  A  block  is  allowed  to  slide  down  a  smooth  inclined  plane  of 
30^  slope.  What  speed  would  it  acquire  at  the  end  of  4  sec.  if  its 
motion  were  not  opposed  by  friction?        Ans.     1962  cm.  per  second. 
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141.   Determine  the  acceleration  and  the  tension  in  each  of  the 
foUowinf;  diagrams: —  Shearer,  lo7. 


FiQ.  55. 

142.  A  man  who  weighs  150  lb.  steps  into  an  elevator  just  as  it  is 
starting  up  with  an  acceleration  of  200  C.G.S.  units.  By  how  much 
will  his  weight  appear  to  increase  ? 

143.  Starting  from  rest,  an  automobile  travels  400  ft.  during  the  first 
ten  seconds.  Suppose  the  engine  to  exert  a  constant  pull,  what  must 
be  the  inclination  of  a  hill  in  order  that  the  machine  will  ascend  it  at 
constant  speed? 

144.  Two  weights  whose  sum  is  4  lb.  are  strung  over  a  massless  and 
frictionless  pulley;  the  difference  between  the  two  weights  is  2  oz. 
Find  the  acceleration  which  gravity  will  produce  in  the  system. 

146.  Find  the  time  required  for  a  body  to  slide  from  rest  down  an 
inclined  plane  whose  length  is  32  ft.  and  which  makes  an  angle  of  30^ 
with  the  horizontal. 

146.  An  ore  bucket  descending  a  mine  shaft  breaks  the  cable  at  an 
instant  when  the  bucket  is  moving  with  a  speed  20  ft.  per  second  and 
is  at  a  height  of  240  ft.  from  the  bottom  of  the  mine.  How  long  after 
the  break  will  the  bucket  strike  the  bottom  ? 


SOME  GENERAL  PROPERTIES  OF  MATTER 


107 


The  Pendulum 

92.  The  first  accurcUe  information  concerning  the  amount  oj 
the  earth's  acceleration  was  obtained  by  Huygens  (162^1695), 
the  inventor  of  the  pendulum  clock. 

Galileo  had  already  rediscovered  what  had  previously  been 
known  and  what  is  now  familiar  to  most  boys,  that  a  pendulum 
takes  practically  the  same  time  to  vibrate,  whether  the  angle 
through  which  it  swings  be  large  or  small.  In  other  words,  he 
showed  that  the  period  of  a  pendulum  does  not  depend  upon  its 
amplitude.  Mersenne,  in  1644,  had  determined  the  length  of  a 
pendulum  which  would  beat  seconds.  But  Huygens  went  a  step 
farther,  and  showed  how  this  period  does  depend  upon  the  accel- 
eration of  gravity,  and  how  a  pendulum  may  be  used  to  measure 
this  acceleration  with  accuracy.     His  method  is  as  follows. 


Determination  of  the  Period  of  the  Simple  Pendulum 

93.  Definition.  A  heavy  particle  suspended  from 
a  fixed  point  by  means  of  a  thread  whose  mass  is 
negligible  is  called  a  simple  pendulum. 

When  such  a  pendulum  is  pulled  aside  through  an 
angle  6  (Fig.  56),  the  particle  is  urged  back  toward 
its  position  of  equiUbrium  with  an  acceleration  which 
may  be  easily  computed  as  follows :  — 

The  simple  pendulum  is  represented  by  the  line  OB, 
the  heavy  particle  by  B,  its  position  of  equilibrium 
by  D.  _ 

Let  the  vertical  line  BC  represent  the  acceleration 
of  gravity.  This  may  be  replaced  by  two  compo- 
nents: one,  AC  acting  along  the  direction  of  the 
string,  balanced  by  the  pull  of  the  string  toward 
the  support  0,  and  hence  not  affecting  the  par- 
ticle at  B,  the  other  component  BA  acting  practi- 
cally at  right  angles  to  the  string  and  urging  the 
particle  back  into  its  position  of  equilibrium.  And 
since  the  triangles  ABC  and  OBD  are  similar,  this 
latter  acceleration  a  bears  to  g  the  same  ratio  that      Fio.  56. 
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BA  bears  to  BC,  and  hence 

a     BA 


=  —  sin  fl. 


9     BC 

The  acceleration  represented  by  BA  we  call  negative  because  it 
is  toward  the  left. 

But  when  the  angle  0  is  small,  we  may  replace  sin  Ohy  0  with- 
out appreciable  error.  Hence  a  =—  gd,  where  6  is,  as  usual  in 
physics,  measured  in  radians. 

Let  /  denote  the  constant  length  of  the  pendulum,  W  will 
then  be  the  linear  displacement  of  the  particle  from  its  posi- 
tion of  rest.  This  displacement  we  call  positive  because  it  is 
toward  the  right.    Accordingly,  we  have 

a  =  —g9  =  acceleration, 
and  X  =  19  =  displacement. 


Eliminating  0,  we  have    a  =  ""(fV* 


where  accx;  forg  and  /  are  constants. 

That  is,  the  acceleration  varies  as  the  displacement,  and  is 
opposite  in  sense ;  since  when  the  particle  is  displaced  to  the  right 
the  acceleration  is  to  the  left,  and  vice  versa. 

This  motion  therefore  satisfies  the  criterion  for  simple  harmonic 
motion.  And  hence  we  know  that  the  particle  B  moves  to  and 
fro  with  a  S.H.M.  in  a  path  which,  for  small  amplitudes,  is  prac- 
tically straight. 

Since  the  motion  of  the  pendulum  is  simple  harmonic,  we  may 
apply  to  it  at  once  the  principles  of  S.H.M.  and  write  for  the 
period  T 


rp      o    ^  /  Linear  displacement  ^^     oo 

i  =  z  TT  \  — —  — — —  r<q.  zo 

—  Lmear  acceleration 


g  sui  6 

2  7r\-,  approximately.  Eq.  24 

9 
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This  simple  expression  enables  one  to  compute  the  value  of 
g.  For  T  and  /  are  easily  measured ;  and  then  we  have  for  the 
computation  of  g  the  following  laboratory  equation :  — 

where  it  is  to  be  noted  that  T  is  the  time  of  one  "  complete  vibra- 
tion," i.e.  of  a  swing  "  to  and  fro,"  not  "  to  or  fro." 

Digression  on  Center  of  GnAvrrY 

94.  One  would  naturally  next  proceed  to  a  discussion  of  the 
actual  physical  pendulum,  such  as  is  employed  in  clocks  and  in 
the  laboratory.  But  before  this  can  be  intelligently  taken  up, 
we  must  add  to  our  vocabulary  another  term,  namely,  center 
of  gravity.  Nothing  is  easier  than  to  balance  a  table  spoon,  a 
hammer,  or  walking  stick  on  the  tip  of  one's  finger  and  thus 
discover  experimentally  the  position  of  the  point  through  which 
the  total  weight  of  the  body  —  considered  as  a  single  vertical 
force  —  acts.  And  this  is  all  that  is  meant  by  the  center  of 
gravity. 

For  any  body  of  moderate  size,  the  direction  of  gravity  is  the 
same  for  every  part  of  the  body.  The  problem  of  finding  the 
center  of  gravity  is  therefore  the  problem  of  locating  the  resultant 
of  a  set  of  parallel  forces ;  for  the  weight  of  a  body  is  the  sum 
of  the  weights  of  the  vari-  o 

ous    parts    of    the    body.     j^S^  .| 


i  R  W, 


w, 


Fio.  67. 


Let  us  for  instance  string 

two  heavy  masses  Mi  and 

M2  (Fig.  57),  upon  a  light 

rod    of    negligible   weight. 

We  then  know,  from  the  rule  for  the  addition  of  forces,  that  the 

weight  of  the  system,  R,  is  the  sum  of  the  weights,  Wi  and  W2, 

of  the  two  masses. 

A  spring  balance  attached  to  any  part  of  the  system  whatso- 
ever will  indicate  the  same  weight ;  but  there  is  only  one  point 
on  the  bar  at  which  we  can  place  the  balance  and  have  the  bar 
remain  horizontal.    When  once  we  have  placed  the  balance  at 
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this  point,  we  have  discovered  the  point  through  which  the  result- 
ant R  acts. 

For  bodies  such  as  one  ordinarily  meets  in  the  factory  or  the 
laboratory,  the  problem  of  finding  the  center  of  gravity  is  the 
same  as  that  of  finding  the  center  of  inertia,  which  has  already, 
§  63,  been  solved.  One  has  merely  to  multiply  each  member  of 
Eq.  28  B  by  g,  which  gives 

Mgx  =S(m^a:), 

and  two  similar  equations  for  y  and  z.  Now  Mg  is  the  total 
weight  of  the  body ;  and  mgx  is  the  moment  of  force  of  the  par- 
ticle m.  These  equations,  therefore,  mean  that  the  sum  of  all 
the  moments  of  force  tending  to  rotate  the  body  are  equivalent 
to  the  torque  of  the  total  weight  of  the  body  acting  at  the  center 
of  mass  (x,  y,  z).  But  such  a  point  is,  by  definition,  also  the 
center  of  gravity. 

Center  of  GRAvrrr  by  Experiment 

96.  If  a  body  is  straight  and  slender,  as  in  the  case  of  a  wire  or 
a  walking  stick,  we  may  locate  the  center  of  mass  at  once  by 
balancing  the  body  over  a  knife-edge,  thus  discovering  the  point 
about  which  the  moment  of  force  is  zero. 

But  if  the  body  be  a  lamina,  i.e.  a  thin  flat  plate,  we  may  infer 
from  symmetry  that  the  center  of  mass  lies  somewhere  in  the 

plane  of  the  body.  And  by 
balancing  the  body  about  a 
knife-edge  we  may  determine 
in  this  plane  a  straight  line 
AB  (Fig.  58),  which  contains 
the  center  of  mass.  If,  now, 
we  choose   another   position 

Fio.  68.  —  Determination  of  center  of  mass     for  the  knife-edge,  Say  A' B' , 

by  experiment.  ^^^  balance  the  body  on  it 

again,  we  shall  locate  the  center  of  mass  on  another  straight  line. 

Since  now  we  know  that  the  center  of  mass  lies  on  each  of  these 

two  straight  lines,  we  know  that  it  must  lie  at  their  intersection. 
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C.  We  shall  hereafter  frequently  denote  center  of  mass  by  the 
letters  cm. 

In  the  case  of  an  extended  body,  i.e.  one  for  which  each  of  the 
three  dimensions  is  considerable,  we  should  need  to  balance  the 
body  about  three  different  lines;  for  in  this  case,  each  balance 
would  determine  one  vertical  plane  in  which  the  cm.  lies;  and 
three  such  planes  would  be  required  to  locate,  by  their  intersec- 
tion, the  cm.  of  the  extended  body. 

In  many  cases  of  this  kind  the  cm.  can  be  located  by  symme- 
try, as  in  the  case  of  a  sphere  or  a  parallelopipedon  or  a  cylinder ; 
but  only  where  the  density  of  the  body  is  uniform  or  synunetri- 
cal.  In  the  case  of  "  loaded  "  dice,  for  instance,  the  center  of 
mass  would  not  in  general  coincide  with  the  center  of  figure. 

It  is  a  general  principle  of  dynamics,  first  formulated  by  Galileo, 
that  the  center  of  mass  always  seeks  the  lowest  possible  position 
in  space.  This  we  now  recognize  as  a  special  case  of  a  still  more 
general  principle,  —  that  the  potential  energy  of  a  body  tends  to 

become  a  iriinimiifn. 

But  however  this  principle  is  stated,  it  suggests  still  another 
slightly  different  method  for  getting  the  cm.  of  a  body  extended 
in  all  three  dimensions ;  namely,  instead  of  balancing  on  a  knife- 
edge,  suspend  the  body  from  some  one  point  by  a  thread;  the 
cm.  will  seek  its  lowest  position,  and  will,  therefore,  lie  in  the 
straight  line  determined  by  the  thread. 

If  now  the  body  be  suspended  from  another  point,  a  second 
line  will  be  determined  in  which  also  the  cm.  lies.  The  inter- 
section of  these  two  lines  must  occur,  else  the  body  would  have 
tv>o  centers  of  mass.  This  intersection  must  therefore  be  the 
cm.  In  this  way  two  observations,  instead  of  three,  suffice  to 
locate  the  cm.  of  a  three-dimensional  body  such  as  a  chair. 

From  this  digression,  we  return  now  to  the 

Determination  op  the  Period  op  the  Physical  Pendulum 

96.  Imagine  any  rigid  body  which  may  be  perfectly  irregular 
in  shape,  or  more  or  less  regular,  as  shown  in  Fig.  59.  Let  it  be 
suspended  at  the  point  S  sp  that  it  swings  freely  in  a  vertical 
plane.    Such  a  body  is  called  a  physical  or  compound  pendulum. 
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Fio.  59. 


Denote  the  cm.  by  G  and  let  SG'  indicate  the 
position  in  which  the  line  SG  comes  to  rest. 
Denote  the  distance  of  G  from  S  by  a  and  the 
deflection  of  the  pendulmn  at  any  instant  by  0. 
If  the  mass  of  this  rotating  body  is  M,  the  only 
force  acting  upon  it  b  its  weight  Mg  acting 
through  the  cm.,  G.  Thb  force  exerts  a  torque 
Mg '  GG',  equal  to  Mg  -  aO,  tending  to  restore  the 
pendulum  to  its  position  of  rest.  And  since  this 
torque  is  proportional  to  the  displacement  and 
opposite  in  sense,  the  motion  will  be  simple  har- 
monic. We  may,  therefore,  at  once  write  the 
period,  by  analogy  with  Eq.  24:  — 


-,  __  2   ^/  Angular  displacement 
^  —  Angular  acceleration 


But,  Eq.  36,  §  71 :  —  A  = 


Moment  of  force 
Moment  of  inertia 


MgaO 
I 


Hence 


=  27r^ 


Mg 


a 


Period  of  phys- 
ical pendulum. 


Eq.  47 


If  a  simple  pendulum  of  length  /  is  to  have  the  same  period,  it 
will  be  necessary  that  r 

1=,)-'  Eq.  48 

Ma 

This  value  of  /  is  known  as  the  equivalent  length  of  the  phjrsical 
pendulum. 

Reversible  Pendulum 

97.  The  advanced  student  will  find  in  the  reversible  pendu- 
lum a  beautiful  device  by  which  the  length  of  the  equivalent 
simple  pendulum  can  be  directly  measured  in  the  laboratory. 
Here  one  can  only  say  that  if  the  pendulum  vibrates  with  equal 
periods  about  two  points  S  and  0  (Fig.  59),  which  include  the 
center  of  gravity  G  in  the  straight  line  joining  them,  then  the  dis- 
tance SO  is  the  length  of  the  equivalent  simple  pendulum,  a  fact 
discovered  by  Huygens  in  1673. 
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Problems 

147.  Shortly  after  the  invention  of  the  pendulum  clock,  one  was  sent 
from  Paris,  where  it  kept  correct  time,  to  Cayenne,  in  South  America. 
In  the  latter  place  the  clock  lost  2^  minutes  daily.  The  length  of  the 
pendulum  was  adjusted  so  that  the  clock  kept  correct  time  in  Cayenne ; 
and  in  this  condition  the  instrument  was  sent  back  to  Paris,  where  it 
now  gained  2}  minutes  daily.     Explain  this  phenomenon. 

148.  It  is  well  known  that  metals  expand  on  heating.  What  will 
be  the  effects  of  the  cold  weather  in  winter  and  the  hot  weather  of 
summer  upon  the  rate  of  a  clock  having  a  brass  pendulum  ? 

149.  A  clock  having  a  pendulum  60  cm.  long  keeps  correct  time. 
The  pendulum  is  lengthened  to  60.5  cm.  How  many  seconds  will  the 
clock  lose  each  day?  Ans,    362  sec. 

160.  The  period  of  a  given  pendulum  at  Denver  is  exactly  1  sec. 
The  period  of  the  same  pendulum  at  Chicago  is  0.9995  sec.  The 
acceleration  of  gravity  at  Denver  is  979  C.G.S.  units.  What  is  its 
value  at  Chicago?  Ans.     979.97  C.G.S.  units. 

161.  There  are  454  g.  in  1  lb.  What  is  the  force,  in  dynes,  with 
which  the  earth  attracts  a  mass  of  1  lb.,  at  a  place  where  g  ==  980  C.G.S. 
units?  Ans,     444,920  dynes. 

162.  Find  the  weight  of  7  kg.  in  dynes ;  g  »  960. 

Ans.     6,720,000  dynes. 

163.  A  spring  balance  is  made  and  graduated  at  a  town  where  g  - 
983.  At  another  town,  where  g  »  979,  the  spring  balance  is  used  in 
a  meat  market.  Who  gains  by  this  error,  the  man  who  buys  the  meat 
or  the  man  who  sells?  Ans.     The  buyer. 

164.  From  the  basket  of  a  balloon  hangs  a  spring  balance.  This 
balance  carries  a  mass  of  100  g.  The  balloon  ascends  with  an  accelera- 
tion of  220  C.G.S.  units.  What  will  be  the  apparent  weight  of  the 
100  g.  during  the  ascent?  Ans.     122.4  g. 

166.  A  ball  thrown  vertically  upward  is  caught  by  the  thrower  5  sec. 
later.  Neglect  the  resistance  of  the  air,  and  compute  the  height  to 
which  the  ball  was  thrown.  Ans.     30.66  m. 

166.  The  radius  of  the  earth  is  636,000,000  cm.  At  what  linear 
speed  must  a  body  move  along  the  surface  of  the  earth  to  lose  all  ap- 
parent weight? 

Ans.     Eq.  18, =  981,  v  =  7899  m.  per  second. 

636  X  10« 

167.  In  which  of  the  following  cases  does  the  cm.  lie  inside,  and 
which  outside  the  body :  a  teacup,  a  straight  copper  wire,  the  same 
wire  bent  into  the  arc  of  a  circle,  a  hoop,  a  silver  half-dollar,  a  baseball, 
a  football  ? 
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168.  Locate,  by  geometry,  the  cm.  of  a  triangular  sheet  of  brass. 
If  a  corner  of  this  triangle  be  clipped  off  along  a  line  parallel  to  the  oppo- 
site side,  the  cm.  will  be  displaced  along  what  line? 

169.  A  meter  scale  (the  mass  of  which  is  negligible)  is  divided  into 
decimeters,  and  at  the  end  of  the  first  and  eighth  decimeters  are  at- 
tached masses  of  1  and  9  k.  respectively.  Where  is  the  cm.  of  the 
system?  Ans.    At  the  end  of  73d  cm.  on  the  scale. 

Universal  Gravitation 

98.  Hitherto  we  have  been  considering  a  special  case  of  grav- 
itation, namely,  the  acceleration  which  the  earth  produces  upon 
small  bodies  near  its  surface. 

Newton's  discovery  of  the  law  which  governs  the  general  case 
of  gravitation  must  always  be  reckoned  one  of  the  most  brilliant 
achievements  of  the  human  mind.  The  circumstances  which 
led  up  to  this  discovery  are  something  like  the  following :  — 

Copernicus  (1473-1543)  had  suggested,  on  grounds  of  sim- 
plicity and  synmietry,  that  the  sun  and  not  the  earth  was  the 
center  of  what  we  now  call  the  solar  system;  but  neither  he 
nor  any  of  his  successors  up  to  the  time  of  Newton  had  shown 
what  it  was  that  kept  the  planets  in  motion  about  the  sun. 

Kepler  (1571-1620)  in  the  meanwhile  had  succeeded  in  de- 
scribing, with  a  high  degree  of  accuracy,  the  motion  of  the  planets 
about  the  sun.     His  description  is  as  follows :  — 

(i)  Each  planet  moves  in  a  nearly  circular  ellipse,  with  the  sim 
in  one  focus, 

(ii)  at  such  a  speed  that  the  line  from  the  center  of  the  sim 
to  the  center  of  the  planet  sweeps  out  equal  areas  in  equal  times, 

(iii)  while  the  square  of  the  period,  measured  in  any  unit  of 
time,  bears  to  the  cube  of  the  planet's  distance  from  the  sun  a 
ratio  which  is  constant  for  each  member  of  the  solar  system. 

Next  came  Newton  (1642-1727),  who,  building  upon  the 
dynamics  of  Galileo,  argued  from  Kepler's  second  statement 
that  no  force  from  behind  is  necessary  to  drive  the  planet  along 
its  orbit,  but  only  a  deflecting  force  acting  toward  the  sim,  a  force 
which  is  continually  balanced  by  the  centrifugal  reaction  of  the 
planet.     His  next  step  was  to  infer  from  Kepler's  first  statement 
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that  the  value  of  this  deflecting  force  varies  inversely  as  the  square 
of  the  distance  which  separates  the  planet  from  the  sun.  While 
from  Kepler's  third  statement  he  inferred  that  the  force  of  attrac- 
tion between  the  planet  and  the  sim  is  proportional  to  the  mass  of 
the  planet,  the  constant  of  proportionality  being  the  same  for 
each  of  the  planets.  Following  this,  he  concluded  that,  unless 
there  be  something  more  peculiar  than  mere  size  in  the  mass  of 
the  sun,  this  attraction  must  be  proportional  also  to  the  mass  of 
the  sun. 

Before  siunmarizing  these  results  of  Newton,  let  us  recall 
the  fact  that  the  dimensions  of  each  of  these  planets  are  so  small 
compared  with  their  distances  from  the  sun  that  they  may  be 
'  treated  as  particles.  Newton  showed  by  mathematical  compu- 
tation that  if  we  suppose  the  sun  to  attract  each  of  the  planets 
with  a  force  which  varies  directly  as  the  mass  of  the  planet,  and 
inversely  as  the  square  of  the  distance  between  the  planet  and  the 
sim,  this  supposition  will  explain,  in  the  most  satisfactory  manner, 
all  the  motions  of  the  planets.  Going  one  step  farther,  he  gener- 
alizes and  supposes  that  any  two  particles,  or  masses  which  may 
be  considered  as  particles,  m  and  m',  attract  one  another  with 
a  force  depending  only  on  the  product  of  the  masses  mm',  and  the 
square  of  their  distance  r.     Expressing  this  in  the  language  of 

algebra :  —  , 

F  =  G^ dynes,  Eq.  49 

where  G  is  a  constant  whose  numerical  value  is  very  nearly  6.66 
X  10r\  The  physical  meaning  of  this  constant,  G,  is  easily  seen 
by  imagining  a  small  lead  shot  of  one  gram  mass  to  attract  an 
equal  mass  at  a  distance  of  one  centimeter.  Then  m  =  m'  =  r 
=  1 ;  and  F  =  G.  Or,  G  is  the  force  of  attraction  which  one  gram 
exerts  upon  another  at  a  distance  of  one  centimeter.  Remember- 
ing that  this  force  is  only  isoo^ooo  of  a  dyne,  one  realizes  what  a 
feeble  force  gravity  is  in  comparison  with  most  others. 

The  clever  methods  by  which  Cavendish,  Boys,  Poynting, 
and  others  have  determined  the  value  of  this  "  constant  of  gravi- 
tation "  G  is  a  matter  which  must  be  postponed  for  advanced 
study. 


116  GENERAL  PHYSICS 

Newton  also  proved  that  this  supposition  would  explain  the 
circular  path  of  the  moon.  And  by  an  elegant  demonstration, 
he  showed  that  ordinary  bodies  at  the  surface  of  the  earth  are 
heavy  because  the  earth  attracts  them  just  as  it  does  the  moon. 
The  whole  earth  acts  as  if  its  mass  were  concentrated  at  its  center, 
so  that  bodies  at  the  surface  of  the  earth  act  as  if  attracted  by  a 
particle  whose  mass  is  that  of  the  earth,  and  whose  distance  is 
4000  miles.  What  we  call  the  weight  of  a  body  thus  becomes  a 
special  case  of  the  forces  described  in  Eq.  49,  which  is  known 
as  Newton's  Law  of  Universal  Gravitation.  This  description  of 
gravitation  is  absolutely  unique  among  the  laws  of  nature;  for 
it  includes  apparently  the  whole  universe  and  is  unlimited  by  any 
condition  of  any  kind.  As  to  the  accuracy  with  which  the  attrac- 
tion varies  according  to  the  inverse  square,  Professor  E.  W.  Brown 
of  Yale  has  recently  shown,  from  researches  on  the  motion  of  the 
moon,  that  the  exponent  of  r  in  Eq.  49  does  not  differ  from  2  by 
a  fraction  greater  than  aoooJoo'oo-  ^^  ^^  student  bear  in  mind, 
however,  that  &is  law  simply  describes  the  behavior  of  a  mass  m 
in  the  presence  of  another  mass  m\  and,  as  Newton  himself 
clearly  pointed  out,  does  not  explain  gravitation  even  in  the 
slightest  degree.  Why  bodies  attract  one  another  is  as  much  a 
mystery  as  ever.  How  bodies  attract  one  another  Newton  dis- 
covered and  described  in  the  most  perfect  manner. 

The  Beam  Balance 

99.  In   this   instrument  the  gravitational   attraction  of  the 
earth  is  employed  for  the  purpose  of  comparing  masses. 
The  essential  features  of  the  ordinary  balance  are :  — 

1.  A  rigid  beam  carrying  three  knife-edges,  one  near  each 
end,  and  a  third,  as  nearly  as  pK)ssible,  midway  between  these  two. 

2.  Two  scale  pans,  suppK)rted,  one  on  each  knife-edge,  at  the 
end. 

3.  The  beam  when  carr>dng  the  knife-edges  and  the  pans 
must  be  so  adjusted  as  to  come  to  rest  in  a  definite  position, 
usually  horizontal.  This  is  accomplished  by  so  placing  the 
knife-edges   and   so  distributing   the   mass   in   the   beam  that 
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the  cm.  of  the  whole  system  lies  just  below  the  central  knife- 
edge.  Why  would  not  neutral  equilibrium  answer  quite  as  well 
as  stable? 

4.  The  whole  system  must  be  sensitive  to  a  small  moment  of 
force.  This  is  accomplished  by  making  the  distance  from  the 
central  knife-edge  to  the  cm.  very  small.  How  does  this  secure 
the  desired  result? 

5.  A  pointer,  or  index  of  some  kind,  generally  fastened  to  the 
beam,  for  the  purpose  of  indicating  the  position  of  equilibrium. 


Principle  of  the  Balance 

100.  In  physics  the  balance  is  employed  to  compare  two  masses 
by  comparing  their  weights.  This  is  done  as  follows :  The  posi- 
tion of  equilibrium  is  observed  before  any  mass  has  been  added 
to  either  pan,  that  is,  when  the  pans  are  empty.  The  body 
whose  mass  is  required,  having  been  placed  in  one  pan,  standard 
masses  are  then  placed  in  the  other  pan  until  the  moments  of 
force  which  their  weights  exert  on  the  beam  are  just  equal.  Since 
these  two  masses  tend  to  rotate  the  beam  in  oppK)site  senses  with 
equal  moments,  the  total  moment  will  be  zero.  This  equality 
and  opposition  of  moments  is  indicated  by  the  pointer  coming 
back  to  the  same  position  of  equilibrium  which  it  had  when  the 
pans  were  empty.  Thus  the  immediate  purpose  of  the  balance 
is  sunpfy  to  tell  us  when  we  have  equal  moments  of  force. 

Now  if,  in  addi- 
tion, the  arms  of  the 
balance  (that  is,  the 
respective  distances 
between  central  and 
end  knife-edges)  are 
equal,  we  know  that 
the  weights  of  the  two 
bodies  in  their  respec- 

,  Fio.  60. 

tive  pans  are  equal. 

Let  /i  and  h  (Fig.  60)  indicate  the  length  of  the  arms,  Wi  and 
Wt  the  weights  of  the  two  masses  Mi  and  3/2.    Then,  by  proper 
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adjustment  of  the  masses,  we  make 

so  that  the  total  moment  L  is  zero. 

L  =  Wih  +  Wtk  =  0. 
If,  now,  h  =—  k, 

then  Wi  =  Wi, 

or  MiQi  =  ^2$!^. 

But  Newton  and  Galileo  have  shown  that,  at  any  one  point 
on  the  earth's  surface,  the  acceleration  of  gravity  is  the  same 
for  all  bodies.  Expressed  in  a  more  useful  form,  i.e.  in  an 
algebraic  form,  this  would  read :  — 

gi  =  ff2, 
and  hence  Mi  =  Mt. 

So  that  really  the  equality  of  masses  is  an  inference  from  the 
equality  of  moments.  And  this  inference  would  not  be  allowable 
if  the  earth  acted  as  a  magnet,  attracting  different  bodies  with  a 
force  depending  upon  the  kind  of  material  as  well  as  the  mass  of 
material  in  them. 

The  earth,  indeed,  is  a  great  magnet,  directing  the  compass  needle,  as 
we  all  know ;  but,  as  wc  shall  see  later,  it  does  not  attract  the  needle  as 
a  whole.  It  simply  rotates  the  needle  into  one  position,  but  does  not 
translcUe  it ;  since  the  lines  of  magnetic  force  at  any  one  point  on  the 
earth's  surface  are  practically  parallel. 

Aside  from  the  Tower  of  Pisa  experiments  by  Galileo,  and 
from  the  consistency  of  the  results  obtained  by  the  balance, 
Newton  furnished  conclusive  evidence  by  the  use  of  a  hollow 
pendulum  that  gravity  acts  equally  upon  all  substances  with- 
out regard  to  their  chemical  composition.  For  a  description  of 
this  experiment  see  the  Principiay  Book  III,  Prop.  VI. 
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Problems 

160.  At  the  surface  of  the  sun  the  acceleration  of  a  falling  body  is 
26  times  as  great  as  at  the  surface  of  the  earth.  A  man  who  weighs 
150  lb.  at  the  earth  would  weigh  how  much  at  the  sun? 

161.  The  rotation  period  of  Jupiter  is  10  hr. ;  its  radius  is  11  times 
that  of  the  earth,  and  its  gravitational  acceleration  2.6  times  that  of 
the  earth.  Compute  what  fraction  of  its  weight  a  body  would  lose  in 
being  carried  from  the  north  pole  to  the  equator. 

162.  The  earth  is  nearly  3  times  as  far  away  from  the  sun  as  the 
planet  Venus.  If  the  earth  were  transferred  to  the  orbit  of  Venus  and 
made  to  move  in  it,  what  length  of  year  would  be  necessary  in  order 
that  the  centrifugal  force  should  just  balance  the  sun's  attraction? 
Assume  the  orbit  circular.     See  Eq.  42,  §  84. 

163.  Prove  that  the  "  dimensions  "  of  the  "  gravitational  constant " 
are  M'^UT^. 

164«  If  a  hole  were  drilled  through  the  earth  along  any  diameter, 
the  attraction  of  the  earth  on  any  body  placed  in  this  tube  would  vary 
directly  as  the  distance  of  the  body  from  the  center  of  the  earth.  Neg- 
lecting friction,  what  kind  of  motion  would  be  executed  by  a  body 
dropped  into  this  tube  at  the  surface  of  the  earth  ? 

165.  In  the  preceding  problem  prove  that  a  body  would  fall  through 
the  earth,  so  to  speak,  in  approximately  42)  minutes. 

166.  A  fly  is  inclosed  in  a  corked  bottle.  The  bottle  and  fly  are 
weighed  with  great  accuracy  (i)  when  the  fly  is  standing  still  on  the 
bottom  of  the  bottle  and(ii)  while  the  fly  is  flying  about  inside  the  bottle 
but  without  touching  the  glass.     How  will  these  two  weights  compare  ? 

167.  Sound  travels  at  the  constant  rate  of  1100  ft.  a  second.  At 
what  height  above  the  surface  of  the  earth  must  a  body  be  let  fall  so 
as  to  reach  the.  earth  at  the  same  instant  as  the  sound  of  a  pistol  shot 
fired  at  the  same  place  and  time  from  which  the  falling  body  starts? 

III.    Matter  as  a  Vehicle  op  Energy 

101.  Work  is  something  of  which  every  one  has,  or  ought  to 
have,  a  fairly  definite  idea.  The  farmer  knows  that  it  requires 
twice  as  much  work  to  plow  a  two-acre  field  as  to  plow  a 
one-acre  field.  For  while  the  horses  exert  no  more  force  on 
the  plow  in  the  first  case  than  in  the  second,  the  total  length 
of  furrow  is  twice  as  great  in  the  first  case  as  in  the  second.    In 
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like  manner,  we  all  know  that  it  requires  twice  as  much  work 
to  carry  2000  bricks  to  the  top  of  a  house  as  to  carry  1000  bricks 
to  the  same  height.  For  while  the  distance  is  the  same  in  each 
case,  the  weight  of  2000  bricks  is  twice  that  of  1000  bricks. 

In  general,  the  quantity  of  work  done  depends  upon  two  fac- 
tors, and  upon  two  factors  only :  (1)  the  force  exerted^  and  (2)  the 
distance  through  which  this  force  is  exerted. 

Definition  op  Work 

102.  Consequently,  the  term  work  is  employed  in  physics  to 
denote  one  definite  quantity,  viz.,  the  product  of  a  force  multi- 
plied by  the  distance  tiurough  which  it  is  exerted,  both  distance 
and  force  being  measured  in  the  same  direction. 

A  mass  B  (Fig.  61)  is  attracted  by  the  earth  with  a  force 
of  1000  dynes.    What  work  will  be  required  to  roll  this  mass 

B  ^  up  an  inclined  plane 

whose  length  OA  is  24 
centimeters  ?  If  work 
were  defined  simply 
as  "the  product  of 
force  by  distance,"  the 
answer  to  the  problem 
F'o  61.  X    ^ould  be   1000X24 

=  24,000  units  of  work.  But  using  the  proper  definition,  we 
observe  that  since  here  the  force,  i.e.  the  weight  of  the  body 
B,  is  vertical,  we  must  measure  the  distance  also  in  a  vertical 
direction. 

Evidently,  therefore,  we  must  know  the  height  A  X  before  we 
can  solve  the  problem  at  all.  In  other  words,  we  must  know 
how  steep  the  inclined  plane  is  before  we  can  estimate  the  work 
required  to  carry  the  body  B  through  the  distance  OA. 

Suppose  the  height  AX  to  be  12  centimeters.    The  work  in 

this  particular  case  will  then  amount  to  1000  X  12  units  of  work. 

So,  in  general,  to  obtain  the  work  done  we  have  merely  to 

multiply  the  force  exerted  by  the  distance  resolved  along  the 

direction  of  the  force;    or,  what  amounts  to  the  same  things 
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multiply  the  distance  by  the  force  resolved  along  the  direction 
of  the  displacement. 

Let  us  denote  the  work  by  JF,  the  force  by  F,  and  the  displace- 
ment by  /.    Then  the  defining  equation  for  work  may  be  written 

as  follows : wr  tti  /»  n  Ti         ,-/v 

JF  =  F/  cos  tf  =  Fx,  Eq.  50 

where  9  is  the  angle  between  the  directions  of  the  two  vectors, 
F  and  /;  and  x  is  the  component  of  /  in  the  direction  of  F.  This 
algebraic  definition  is  of  course  identical  with  the  one  given  above 
in  words. 

In  what  precedes  it  has  been  assumed  that  the  force  F  has  the 
same  value  at  every  point  of  the  distance  through  which  it  is 
exerted.  In  many  cases,  however,  —  as,  for  example,  in  stretch- 
ing the  spring  of  a  butcher's  balance  —  the  force  varies  with  the 
distance.  In  this  particular  case,  the  force  varies  directly  as 
the  first  power  of  the  elongation ;  or  F  =  kxj  where  A:  is  a  constant 
of  proportionality,  whose  value  is  that  of  the  force  required  to 
produce  unit  elongation.  It  is  the  average  value  of  F  which  one 
must  employ  in  Eq.  50.    Here  F  varies  uniformly  from  0  to  kx\ 

its  average  value  is  therefore  — .    Accordingly  the  work  done  in 

.    kx^ 
elongating  such  a  spring  by  an  amount  x  is  — . 

103.  Rotational  Analogue.  The  student  will  find  it  an  inter- 
esting exercise  to  prove  that,  in  like  manner,  the  work  done  by 
a  torque  L  acting  about  any  given  axis  is  measured  by  the  product 
of  the  torque,  and  the  angular  displacement  9  about  this  same 
aris.    Thus  W^U,  Eq.51 

an  expression  which  is  convenient  in  computing  the  amount  of 
work  done  in  winding  a  watch,  turning  a  dynamo,  etc. 

Units  of  Work:  The  Erg  and  Joule 

104.  Since  now  the  unit  of  force  is  the  dyne,  and  the  unit  of 
distance  the  centimeter,  the  only  consistent  unit  of  work  is  that 
amount  of  work  which  is  done  when  a  force  of  one  d]me  is  exerted 
tiurough  a  distance  of  one  centimeter. 
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This  unit  is  of  such  frequent  occurrence  in  physics  that  it  has 
been  given  a  special  name.  It  is  called  an  Elg,  which  is  simply 
the  Greek  form  of  our  English  word  "  work." 

A  larger,  and  for  many  purposes,  therefore,  more  convenient, 
unit  is  the  joule,  which  is  defined  as  10^  ergs.  This  unit  will 
be  found  especially  convenient  when  we  come  to  consider  the 
work  done  by  an  electric  current. 

The  engineer's  unit  of  work  is,  of  course,  the  work  done  in 
exerting  a  force  of  1  pound  through  a  distance  of  1  foot.  It  b 
called  the  foot-pound,  and  is  equal  to  1.356  joules. 

Problems 

168.  How  many  ergs  of  work  will  be  done  in  exerting  a  force  of  6 
dynes  through  a  distance  of  18  centimeters?  Ana.     108  ergs. 

169.  What  work  will  be  required  to  hoist  10  kg.  of  water  against  an 
acceleration  of  981  units  from  a  well  whose  depth  is  12  m.? 

Am.     1.1772  joules. 

170.  Suppose  forces  to  be  measured  in  ''  pounds  weight "  and  dis- 
tances in  feet ;  how  many  foot-pounds  of  work  are  required  to  carry 
100  lb.  of  brick  to  the  top  of  a  building  42  ft.  high? 

Ans.    4200  foot-pounds. 

171.  If  the  weight  of  one  kilogram  be  taken  as  the  unit  of  force  and 
the  meter  as  the  unit  of  length,  what  will  be  the  unit  of  work? 

Ana.     One  kilogrammeter. 

172.  If  2640  foot-pounds  of  work  are  required  to  propel  a  bicycle 
for  a  distance  of  one  mile,  what  is  the  average  force  required  to  propel 
the  wheel  ? 

173.  A  magnet  attracts  a  piece  of  iron  with  a  fgrce  of  8000  dynes. 
How  much  work  will  be  performed  by  the  magnet  in  moving  the  iron 
through  a  distance  of  0.15  millimeter? 

174.  A  force  of  one  million  dynes  is  required  to  operate  a  "  double- 
action  "  bicycle  pump.  If  the  length  of  stroke  is  12  cm.,  how  much 
work  will  be  required  to  make  50  complete  strokes  of  the  pump? 
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Energy 

106.  We  shall  see  later  that  a  body  may  be  able  to  do  work 
in  consequence  of 

1.  Its  position. 

2.  Its  speed  (angular  or  linear). 

3.  Its  temperature. 

4.  Its  electrical  condition. 

5.  Its  chemical  composition. 

Etc. 

Energy  may  be  defined  therefore  as  the  capacity  of  doing  work, 
and  a  system  is  said  to  possess  energy  when  it  can  do  work. 

In  view  of  the  fact  that  a  body  or  system  may  possess  a  large 
store  of  energy  which  is  not  available  for  work,  the  following 
definition  is  perhaps  better. 

Energy  is  that  property  of  the  system  which  diminishes,  when 
the  system  does  work,  by  an  amount  equal  to  the  work  so  done. 

Since  the  work  which  a  system  can  do  is  the  measure  of  its  energy, 
the  same  unit  is  employed  for  energy  as  for  work,  viz.,  the  erg. 

If  we  were  to  attempt  to  study  all  the  forms  of  energy  which 
a  system  may  possess,  we  should  find  ourselves  at  once  in  the 
midst  of  the  entire  subject  of  physics.  For  the  idea  of  energy  is 
the  only  one  except  those  of  space  and  time  which  is  common  to 
all  the  different  branches  of  physics.  Accordingly,  we  shall  here 
consider  only  the  energy  which  a  mechanical  system  may  have 
by  virtue  of 

1.  The  relative  position  of  its  parts ;  and 

2.  The  relative  speed  of  its  parts. 

Every  one  is  familiar  with  many  instances  of  these  two  forms 
of  energy. 

The  boy  who  starts  at  the  top  of  a  hill  on  a  bicycle  knows  that 
his  energy  of  position  is  such  that,  without  pedaling,  it  will  carry 
him  to  the  bottom  of  the  hill  and  some  distance  beyond.  If, 
coming  in  the  opposite  direction,  he  approaches  the  foot  of  the 
hill  with  suflBcient  speed,  the  energy  due  to  his  motion  may  be 
ample  to  carry  him  to  the  top  without  any  pedaling.  In  this 
case  the  system  consists  of  the  bicyclist  and  the  earth. 
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An  uncoiled  spring  will  not  run  a  watch ;  but  if,  using  a  kqr, 
we  change  the  relative  position  of  its  parts,  by  coiling  it  up,  it 
will  run  the  watch  for  the  next  twenty-four  hours.  When  one 
drives  a  nail,  he  gives  the  hammer  a  high  speed.  The  energy 
due  to  this  speed  does  the  work  of  forcing  the  nail  into  the  wood. 

In  the  language  of  physics,  the  eneigy  which  a  body  possesses 
in  virtue  of  its  position  is  called  Potential  Eneigy;  while  the 
eneigy  which  a  body  possesses  in  virtue  of  its  qieed  is  called 
Kinetic  Eneigy. 

The  energy  of  the  Niagara  River  just  at  the  top  of  the  falls 
is  nearly  all  potential,  but  just  before  reaching  the  bottom  of 
the  falls  it  is  nearly  all  kinetic.  The  energy  of  the  iron  block 
—  the  ram  —  used  in  a  pile  driver  is  all  potential  at  the  top  of 
the  stroke,  but  all  kinetic  just  before  striking  the  pile  at  the 
bottom  of  the  stroke. 

The  question  now  arises  as  to  how  much  work  a  body  can  do 
in  virtue  of  its  position,  and  how  much  work  a  body  can  do  in 
virtue  of  its  speed.  In  other  words,  what  are  the  proper  meas- 
ures for  potential  and  kinetic  energy  respectively?  Before 
answering  these  two  questions  we  must  digress  for  a  moment  to 
consider  the 

Dissipation  of  Energy 

106.  It  is  well  known  to  every  one  that  a  ball,  or  a  bicycle, 
which  is  allowed  to  run  down  one  hill  from  a  certain  height  h 

(Fig.  62)  will  not,  with  the 
speed  thus  acquired,  ascend 
an  adjoining  hill  to  the 
same  height.  The  ball,  or 
the  wheel,  always  stops 
short  of  its  original  eleva- 
tion. The  explanation  of  this  is  something  which  does  not  now 
concern  us.  The  important  fact  is  that  the  kinetic  energy  of 
the  wheel  at  the  bottom  of  the  hill  is  not  quite  sufficient  to  do 
the  work  of  carrying  the  wheel  to  its  original  height. 

The  same  is  observed  to  be  true  of  a  pendulum  as  it  swings 
from  its  position  of  rest  at  A  to  its  position  of  rest  at  C  (Fig.  63). 


Fia.  62. 
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The  point  C  is  always  a  little  lower  than  the  point  A^  i.e.  the 
kinetic  energy  of  the  pendulum  at  £  is  not  quite  sufficient  to  do 
the  work  of  carrying  the  bob  to  its 
original  height. 

In  every  case  of  this  kind  it  has 
been  observed  that  we  never  get  out 
of  a  machine  all  the  work  which  we 
put  into  it.  Some  of  the  mechanical 
energy  of  a  system  is  always  wasted 
when  we  attempt  to  use  that  energy 
by  transforming  it,  or  transferring  it. 

As  we  shall  learn  later,  this  unavoid- 
able waste  of  energy  is  brought  about 
by  friction;  a  portion  of  the  mechanical  energy  is  transformed 
into  heat  energy,  where  it  is  of  less  use  to  us  than  before.  This 
tendency  of  energy  to  assume  a  more  and  more  useless  form  is 
known  as  the  principle  of  the  Dissipation  of  Energy. 


Conservation  op  Energy 

107.  But  the  most  important  discovery  along  this  line,  per- 
haps the  most  important  discovery  of  the  nineteenth  century, 
is  the  following :  that  when  allowance  has  been  made  for  unavoid- 
able wastes,  the  sum  of  the  kinetic  and  potential  energies  of  a 
body  or  system  of  bodies  never  changes,  unless  through  some 
external  influence. 

"  Waste  of  energy  "  is  a  very  common  expression ;  but,  as  we 
shall  learn  by  and  by,  this  never  means  destruction  of  energy. 
There  is  no  evidence  that  the  slightest  bit  of  energy  has  ever 
been  annihilated.  Energy  is,  in  this  respect,  like  matter.  No 
human  being  has  ever  succeeded  in  creating  or  destroying  any 
amount  of  either  one.  When,  therefore,  we  speak  of  allowing 
for  "  unavoidable  wastes,"  we  refer  to  that  energy  which  has 
been  unavoidably  changed  into  heat  or  some  other  form  of  energy 
which,  for  our  purpose,  is  useless. 

The  law  of  the  Conservation  of  Energy  expresses  the  fact  that 
ttia  sum  total  of  the  eneigy  in  any  isolated  system  remains  the 
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fame.  This  energy  can  change  from  one  form  to  another,  it 
tends  constantly  to  become  less  and  less  available;  but,  so  far 
as  is  known,  it  never  changes  in  quantity. 

That  this  grand  principle  was  more  or  less  clearly  suspected  and 
grasped  by  Galileo,  Stevinus,  Leibnitz,  Huygens,  and  Newton  there 
can  be  little  doubt;  but  it  is  also  very  certain  that  the  clear  and 
definite  establishment  of  the  principle  is  due  to  Helmholtz,  Joule,  and 
Kelvin,  about  the  middle  of  the  nineteenth  century.  If  a  single  date 
be  asked,  perhaps  the  year  1847,  in  which  Helmholtz's  Memoir  on  the 
ConeervcUion  of  Energy  appeared,  will  mark  more  nearly  than  any  other 
the  rise  of  the  doctrine  of  the  conservation  of  energy.  And  yet  the 
French  Academy  of  Sciences  many  years  before  (1775)  had  announced 
that  it  would  not  receive  any  further  communications  upon  the  sub- 
ject of  perpetual  motion ;  which  practically  affirms  their  belief  that 
energy  cannot,  by  any  human  power,  be  created. 

Let  it  be  clearly  understood,  however,  that  there  is  no  inherent 
contradiction  between  the  principle  of  the  Conservation  of  Energy  and 
the  existence  of  perpetual  motion,  except  in  so  far  as  any  ordinary  body 
in  motion  is  always  losing  energy  by  friction.  Robert  Brown,  the 
British  botanist,  discovered  in  1827  that  the  molecules  of  a  liquid  are, 
indeed,  in  perpetual  motion.  The  motions  which  these  molecules  im- 
part to  small  solid  particles,  suspended  in  the  liquid,  are  easily  observed 
through  a  microscope.  These  so-called  Brownian  movements  show  that 
the  negation  of  perpetual  motion  applies  to  masses,  not  to  molecules. 

The  evidence  for  and  the  full  import  of  this  principle  of  the  Con- 
servation of  Energy  is  something  the  student  can  hardly  expect  to  com- 
prehend fully  until  he  is  more  or  less  familiar  with  the  subjects  of  heat, 
electricity,  and  chemistry. 

Measure  of  Kinetic  Energy  of  Translation 

108.  By  the  application  of  this  principle  of  Conservation  to 
many  special  cases,  the  proper  measure  of  the  kinetic  energy  of  a 
body  in  translation  has  been  found  to  be  as  follows :  — 

If  a  force  F  acts  upon  a  mass  m  initially  at  rest,  for  a  time  t, 
it  will  produce  in  it  a  speed  of  translation  s,  such  that  (§  69) 

F  =  ma  ==  m  •  s/t. 

If  the  force  F  remains  constant,  then  the  acceleration  will  remain 
constant,  and  the  mass  m  will  travel,  during  this  time,  a  distance 
X,  such  that  (§37)    ^  ,  J  ^,  ^  J  (,/^)  t^^^st. 
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But  the  work  done  by  a  constant  force  F  exerted  through  a 
listance  z  is  Fx^  and  therefore  the  value  of  this  work  is 

Far  =  J  m8\  Eq.  52 

Now  this  work  has  all  gone  toward  putting  the  mass  m  in 
motion,  since,  by  supposition,  there  has  been  no  waste  from 
friction  or  other  causes.  We  see,  therefore,  that  the  right-hand 
member  of  this  equation,  half  the  product  of  the  mass  by  the 
square  of  the  speed,  is  the  proper  measure  of  the  work  put  into 
the  body.  Relying  now  upon  the  conservation  of  energy,  it 
is  seen  that  this  product  also  measures  the  amount  of  work 
which  we  shall  be  able  to  get  out  of  the  body,  i.e.  measures  its 
kinetic  energy  of  translation.  Let  us  denote  this  energy  by 
K.E.,  then  j^  g   ^  ^  ^,  ^  ^ 

Analogue.    Kinetic  Energy  of  Rotation 

109.  Consider  any  particle  m  of  a  rigid  body  which  is  rotating 
about  an  axis  0  (Fig.  64)  with  a  constant  angular  speed  co.  The 
linear  speed  of  the  particle  m  will  be 
ro),  where  r  is  the  distance  of  the  par- 
ticle from  the  axis  of  rotation,  Eq.  8. 
Hence  according  to  Ek}.  53  the  ki- 
netic energy  of  the  particle  m  will  be 
\  mr^(a\  Obviously  we  may  consider 
the  entire  rigid  body  as  made  up  of 
such  particles  as  m ;  let  us  call  them  ^'°-  ^• 

mi,  m2,  mt,  etc.,  and  suppose  them  situated  at  distances  n,  r2,  fs, 
etc.    Then  the  total  kinetic  energy  of  the  body  will  be  the  sum 

K.E.  of  body  =  i  miri*cDi*  +  J  mir^(j>^  +  \  m%T:^{ji^  +  etc. 

But  since,  by  hypothesis,  the  body  is  rigid,  every  part  of  it 
is  rotating  with  the  same  angular  velocity,  a  fact  which  may  be 
expressed  by  writing 

«i  =  0)2  =  COS  =  etc.  =  0). 

Hence  K.E.  of  body  =  i  (mifi*  +  ?W2^2*  +  mara^)^*  =  i  a)*2(mr^). 
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Let  us  now  denote  the  quantity  in  the  parenthesis,   which  for 
any  given  body  is  a  constant,  by  /.    We  may  then  write 

K.E.  of  body  =  i  /«*,  Eq.  54 

which  is  strictly  analogous  to  Ek}.  53. 

The  quantity  /,  whose  defining  equation  becomes 

/  =  mifi^  +  mtf^  +  m%T^  +  etc.  =  S(mr*),        Eq.  55 

is,  of  course,  the  rotational  inertia  already  described  in  §  65, 
which  the  student  should  now  reread.  The  principal  object  of 
a  heavy  fly  wheel  on  an  engine  is  to  supply  energy  of  this  type, 
which  shall  keep  the  machinery  going  while  the  piston  rod  is 
in  the  neighborhood  of  the  "  dead  point,"  where  it  exerts  a  rela- 
tively small  torque. 

Measure  of  Potential  Energy 

110.  We  turn  next  to  a  system  whose  parts  have  a  definite 
relative  position,  and  ask  how  much  work  can  be  gotten  out  of 
it.  For  instance  a  coiled  watch  spring,  a  stretched  rubber  band, 
a  pond  of  water  at  a  definite  height  above  a  waterwheel,  a  stone 
raised  to  a  certain  height  above  the  ground.  How  shall  we  meas- 
ure the  potential  energy  of  each  of  these  systems? 

Experiment  has  answered  this  question  in  a  clear  and  simple 
manner.  The  amount  of  work  done  in  bringing  the  system  into 
its  present  position  is,  barring  frictional  losses,  exactly  equal  to 
the  potential  energy  now  in  the  system. 

The  weight  of  the  water  in  the  pK)nd  F  multiplied  by  the  aver- 
age height  X  through  which  it  was  pumped,  is  at  once  the  work 
required,  Fx,  to  give  the  water  its  present  potential  energy  and  is 
also  the  measure  of  its  present  potential  energy;  or,  denoting 
potential  energy  by  P.E.,  we  have 

P.E.  =  Fx, 

It  must  not  be  forgotten  that  here  allowance  is  to  be  made  for  the 
energy  wasted  in  friction  in  the  pump. 

The  student  will  observe  that  in  like  manner  the  energy  of 
the  coiled  watch  spring  is  simply  the  average  moment  of  force 
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which  one  exerts  upon  the  key  L  multiplied  by  the  angle  through 
which  he  turns  the  key,  say  0.  Or  if  the  torque  L  be  spent  en- 
tirely in  producing  angular  velocity,  and  if  the  body>  say  a  fly 
wheel,  start  from  rest,       rn       i  t  « 

the  analogue  of  Eq.  52. 

As  a  single,  simple,  concrete  illustration  of  the  manner  in  which 
the  law  of  the  conservation  of  energy  is  used  quantitatively, 
imagine  a  ball  let  fall  from  a  second-story  window  whose  height 
above  the  ground  is  A.  The  total  energy  of  the  ball  just  before 
it  is  allowed  to  drop,  taken  with  reference  to  the  ground,  is  mgh, 
where  m  is  the  mass  of  the  ball  and  g  the  acceleration  of  gravity. 
Therefore,  according  to  the  law,  mgx  is  the  energy  at  any  inter- 
mediate height,  say  x,  where  the  velocity  of  the  falling  ball  is  v. 

i  mi?  +  mgx  =  mgh  =  constant, 

an  equation  which  may  at  once  be  used  for  computing  the  ve- 
locity of  the  ball  at  any  given  height  ar,  the  value  of  A  being  given 
as  one  of  the  data  of  the  problem. 

Equiubrium  in  Terms  op  Energy 

111.  We  have  already,  §  79,  learned  that  a  body  is  in  equi- 
librium when  its  acceleration  is  zero,  and  we  know  that  this  condi- 
tion is  satisfied  when  the  sum  of  all  the  forces  and  the  sum  of  all 
the  torques  acting  on  the  body  are  each  equal  to  zero,  that  b,  when 

2(F)  =  2(1)  =  0. 

If  we  confine  our  attention  to  systems  in  which  friction  is 
not  the  determining  factor,  then  it  is  a  matter  of  daily  experi- 
ence that  bodies  may  be  in  equilibrium  in  three  ways.  A  lead 
pencU  may,  with  a  little  care,  be  made  to  stand  upon  an  end 
which  has  not  been  sharpened,  and  it  is  said  to  be  in  equilibrium ; 
but  a  breath  of  wind  or  the  slightest  blow  is  sufficient  to  "  start  " 
it,  and  when  once  started,  it  falls  over,  "  of  itself,*'  we  say.  If  the 
pencil  be  a  round  one,  it  will  rest  on  its  side  in  any  position  we 
may  give  it,  so  long  as  it  lies  on  a  horizontal  plane.  Here,  again, 
it  is  said  to  be  in  equilibrium ;   but  if  it  be  displaced  slightly,  it 
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will  still  be  in  equilibrium  in  its  new  position ;  for  there  is  no  force 
or  moment  of  force  acting  upon  it  in  any  position  so  long  as  it  lies 
on  its  side. 

Let  us  again  consider  such  a  body  as  a  brick  lying  on  any 
one  of  its  sides.  We  all  know  that  if  the  brick  be  slightly  lifted 
at  one  end,  i,e,  if  the  brick  be  slightly  rotated  about  one  edge,  it 
will  not  go  on  and  ''  of  itself  "  rotate  still  farther ;  but,  if  released, 
will  return  to  its  original  position  of  equilibrium. 

These  three  cases  typify  aU  the  cases  of  equilibrium  met  with 
in  nature.    Their  essential  features  are  the  following:  — 

1.  Unstable  Equilibrium.  When  a  body  is  supported  in 
such  a  way  that  its  center  of  mass  is  lowered  by  a  slight  dis- 
placement, its  equilibrium  is  said  to  be  unstable ;  for  the  slight- 
est displacement  will  introduce  a  moment  of  force  tending  to 
rotate  the  body  still  farther.  For  illustration,  imagine  a  cone 
inverted  and  balanced  on  its  apex.  The  cm.  when  the  cone  is 
ever  so  little  inclined  moves  doton  a  spherical  surface,  and  hence 
tends  to  move  farther,  of  itself. 

2.  Neutral  Equilibrium,  If  a  body  is  supported  in  such  a 
way  that  its  cm.  remains  at  the  same  height  above  the  point 
or  line  of  support,  its  stability  is  said  to  be  neutral;  for  when 
disturbed  no  moment  of  force  will  be  introduced  to  displace  it 
farther  or  to  restore  it  to  its  original  position.  Such  a  case  b 
represented  by  a  right  cone  lying  on  its  side  in  a  level  plane. 
As  the  cone  is  rolled,  the  cm.  moves  on  a  level  plane,  and  has, 
therefore,  no  tendency  of  its  own  to  move  in  any  direction. 

3.  Stable  Equilibrium.  When  a  body  is  supported  in  such 
a  way  that  the  slightest  displacement  will  raise  its  cm.,  the 
body  is  said  to  be  in  stable  equilibrium;  for  the  slightest  dis- 
placement will  introduce  a  moment  of  force  tending  to  restore 
the  body  to  its  original  position.  Such  a  case  is  found  in  a  right 
cone  standing  on  its  base.  Any  small  motion  of  such  a  cone 
starts  the  cm.  uphill,  so  to  speak;  and  when  left  to  itself,  the 
cm.  tends  to  roll  back,  downhill. 

It  should  be  carefully  observed  that  in  each  case  where  a  rigid 
body  starts  to  move  from  rest  the  citi.  of  the  body  moves  in 
such  a  way  that  the  potential  energy  becomes  less.     If,  there- 
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fore,  in  the  ghreii  podtioii  the  potential  eneigy  of  the  body  is 
a  maTiinimi,  the  equilibrium  is  unstable;  if  the  potential 
eneigy  is  a  minimmii,  the  equilibrium  is  stable:  but,  if  the 
potential  enetgy  does  not  vary  when  the  body  is  displaced,  the 
equilibrium  is  neutral. 

Summary  of  the  Principal  Discoveries  concerning  Enerot 

112.  1.  Energy  is  known  only  in  connection  with  matter. 
We  know  of  no  matter  devoid  of  energy,  and  know  of  no  form 
of  energy  which  is  not  associated  with  matter,  or  with  electric 
charges  which  exhibit  inertia. 

2.  If  no  energy  be  given  to  or  taken  away  from  a  system, 
the  sum  of  its  kinetic  and  potential  energies  remains  constant. 

3.  When  a  system  is  left  at  rest,  its  potential  energy  tends  to 
assume  the  form  of  kinetic  energy.  This  great  law  of  nature 
may  be  described  in  another  way  by  saying  that  there  is  a  uni- 
versal tendency  for  the  potential  energy  of  a  system  at  rest  to 
decrease. 

4.  During  any  transformation  of  energy  from  one  form  to 
another,  a  portion  of  it  is  always  degraded  into  a  less  useful 
form ;  so  that  the  availability  of  the  constant  amount  of  energy 
in  any  system  is  always  diminishing. 

Power 

113.  One  important  feature  of  any  mechanical  system  is  the 
rate  at  which  it  can  do  work.  Two  steam  engines  may  be  sim- 
ilar in  design  and  yet  so  different  in  dimensions  that  one  can 
do  twice  as  much  work  as  the  other  in  any  given  time,  both  using 
steam  from  the  same  boiler. 

In  everyday  life,  power  is  a  word  which  is  employed  with 
considerable  variety  of  meaning;  but  in  physics  it  is  always 
used  to  denote  the  time  rate  of  doing  work.  Accordingly  the 
defining  equation  becomes 

Power  =  P  =r21^-iEi1  Eq.  56 

where,  of  course,  W  denotes  work  and  <,  time. 
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The  fundamental  idea  involved  in  power  is  rapidity  of  work- 
ing. The  reason  it  is  more  fatiguing  to  ride  a  wheel  uphill  than 
to  ride  it  along  a  level  stretch  at  the  same  rate  is  that,  in  the 
former  ease,  the  rate  of  working  is  higher.  The  main  difference 
between  a  10  horse  power  motor  and  a  5  horse  power  one  is  not 
that  the  one  has  done  or  is  doing  twice  as  much  work  as  the 
other,  but  that  the  one  can  do  work  twice  as  rapidly  as  the  other. 

Units  of  Power 

114.  Three  units  of  power  are  in  common  use :  — 

(i)  The  erg  per  second,  which  has  no  special  name,  and  is 
inconveniently  small, 

(ii)  The  joule  per  second,  which,  in  honor  of  James  Watt,  the 
inventor  of  the  steam  engine,  is  called  a  watt,  and 

(iii)  The  horse  power,  introduced  by  James  Watt;  defined 
as  33,000  foot-pounds  per  minute,  and  generally  indicated  by  the 
symbol  IP.      j  jp  ^  745  ^atts  =  0.746  kilowatt. 

115.  Having  now  completed  a  brief  survey  of  the  five  funda- 
mental conceptions  of  mechanics;  namely,  inertia,  momentum, 
force,  energy,  and  power,  we  pass  to  some  simple  concrete  prob- 
lems in  energy  which,  it  is  hoped,  will  make  the  foregoing  prin- 
ciples the  intellectual  property  of  each  student. 

Applications  of  the  Principles  of  Energy  to  Mechanics 

I.     The  Lever 

116.  The  lever  is  a  machine  which,  in  various  forms,  is  fa- 
miliar to  every  lad.     It  has  a  variety  of  objects.     Sometimes  it 

is  employed  to  increase 
the  force  which  one  is 
able  to  apply  at  some 
particular  point,  as  in 
Fia.  65.  raising  a  heavy  stone  or 

cracking  a  nut.  Some- 
times it  is  employed  to  multiply  the  motion  of  a  point,  as  in  the 
index  on  the  dial  of  a  steam  gauge ;  sometimes,  as  in  sugar  tongs, 
pliers,  and  tweezers,  to  reach  otherwise  inaccessible  places. 
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The  principle  of  the  lever  was  first  correctly  enunciated  by  the 
Greek  scholar  Archimedes  (287-212  B.C.).  The  essential  feature 
of  all  levers  is  a  more  or  less  rigid  bar  rotating  about  the  edge  of 
some  body  as  an  axis.    This  edge  is  called  the  fulcrum  of  the  lever. 

Since  hardly  any  energy  is  here  wasted  in  friction,  one  obtains 
by  use  of  a  lever  practically  as  much  work  as  he  puts  into  it. 

Let  Fi  (in  either  Fig.  65  or  Fig.  66)  be  the  force  exerted  on 
the  end  of  the  lever  whose  length  is  xi,  and  F2  the  force  exerted 
upon  the  arm  of  length  X2.  p 

Since  these  forces  are  each 
supposed  to  be  at  right 
angles  to  the  arm,  the 
distance  through  which 
the  force  Fi  acts  is  a?iff,  ''«  F»°-^- 

and  the  distance  through  which  F2  acts  is  X20,  where  0  is  the 
angle  through  which  the  lever  is  rotated.  The  work  put  into 
the  lever  is  therefore  FiXiO.  And  of  the  work  gotten  out  of  the 
lever  FtPCtd  must,  on  the  principle  of  conservation  of  energy,  be 
the  same,  or  jr^^^g  ^  p^^g^ 

and  hence  F2/F1  =  a-i/arj. 

The  physical  meaning  of  this  equation  is  that  the  force  which 
one  can  obtain  by  use  of  a  lever  is  to  the  force  which  he  applies 
to  the  lever  inversely  as  the  lengths  of  the  arms. 

The  ratio  F2/F1  is  sometimes  called  the  mechanical  advantage 
of  the  lever. 

Great  care  must  always  be  observed  in  estimating  the  length  of 
the  arms  of  a  lever.  The  fulcrum  at  0  is  the  axis  of  rotation. 
The  distance  from  the  axis  to  the  point  where  the  force  is  applied 
is  the  one  arm  xi ;  the  distance  from  the  axis  to  the  point  where 
the  opposing  force  is  applied  is  the  other  arm  X2.  These  defini- 
tions are  illustrated  in  each  of  Figs.  65  and  66. 

II.     The  Pulley 

117.  The  pulley  is  simply  a  lever  used  for  a  particular  purpose, 
viz.,  to  change  the  direction  in  which  a  force  is  applied  and  to  gain 
mechanical  advantage. 
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Fixed  PuUey 

118.  The  bar  constituting  the  lever  is  the 
diameter  of  the  pulley  AB  (see  Fig.  67).  0  is 
the  axle  (axis)  about  which  the  bar  is  continually 
rotating.    And  hence  0  is  the  fulcrum. 

Since  here  the  arms  AO  and  BO  of  the  lever 
are  equal,  it  is  evident  that  Fi  =  Ft.  So  that  the 
only  advantage  offered  by  the  fixed  pulley  is  a 
change  of  direction;  a  pull  downward  can  be 
transformed  into  a  pull  upward. 


Fio.  67.--The 
pulley  a  special 
case  of  the  lever. 


119.  When  a 
pulley  is  ar- 
ranged as  in  Fig. 
G8,  it  b  evident 
that  cU  any  par- 
ticular instant 
the  point  0  may  be  consid- 
ered as  fixed,  and  as  the 
fulcrum  about  which  the  lever 
rotates.*  The  force  at  A  acts, 
therefore,  through  an  arm  twice 
as  long  as  that  of  the  force 
at  B, 

Now  it  is  found  by  experi- 
ment that  when  any  point  P 
on  the  rope  is  lifted  through  a 
distance  Xi,  the  point  B  on  the 
pulley  is  lifted  through  a  dis- 

*  A  line  drawn  throug^h  the  point 
0,  perpendicular  to  the  plane  of 
the  pulley  block,  is  called  the  in- 
ftantaneoui  axis  of  rotation.  Where 
is  the  instantaneous  axis  of  rota- 
tion  of  a  carriage  wheel  rolling  on 
the  ground? 


Movable  PvUey 
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tance  xs,  which  is  only  half  as  great ;  in  symbok, 

xi  =  a:i/2. 

Since  the  work  done  by  the  force  Fi  is  equal  to  the  energy 

stored  up,  we  have 

FiXi  =  F^xt  =  jFVaji/2. 

F2/F1  =  2, 
or  die  mechanical  advantage  of  a  movable  pulley  is  2. 


^   > 
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Block  and  Tackle 

120.  In  the  case  of  the  block  and  tackle  (Fig.  69)  we  secure  a 
mechanical  advantage  of  2  for  each  movable  pulley  added.  So 
that  with  a  machine  such  as  that  figured 
one  is  able  to  exert  a  force  six  times  as 
great  as  without  its  aid.  For  the  force  Fi 
is  exerted  downward  through  a  distance  six 
times  as  great  as  that  through  which  the 
force  Ff  is  exerted  upward. 

And,  in  general,  to  obtain  the  mechanical 
advantage  of  such  a  machine,  one  has  only 
to  observe  the  distance  through  which  the 
force  Fi  is  exerted  in  order  to  exert  the 
force  Ft  through  the  distance  2^.  Call  this 
observed  distance  xi. 

Then  it  matters  not  what  the  mechanism 
of  the  block  and  tackle  is,  provided  only 
thai  no  energy  is  lost  inside,  the  mechanical 
advantage  may  always  be  computed  as 
follows :  — 

The  work  put  into  the  machine  is  FiXu  the  work  obtained  is 
Fjpct,  and  ^  ^  u 

Therefore  ari/a^,  an  easily  observed  ratio,  is  the  required  me- 
chanical advantage.    In  the  case  represented  in  Fig.  69,  evidently 
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The  Differential  Pulley 
121.   An  interesting  form  of  pulley  and  one  very  widely  used 
in  large  machine  shops  is  that  known  as  the  differential  pulley 
and  shown  in  Fig.  70.    It  consbts  of  two  parallel 
fixed  pulleys,  cast  in  a  single  piece  A,  and  one  mov- 
able pulley  B,  to  which  the  weight  W  is  attached. 

Of  the  two  fixed  pulleys  one  has  a  radius  a  little 
larger  than  that  of  the  otW.  Let  ua  denote  their 
radii  by  R  and  r.  Then  if  the  force  F  be  applied  to 
the  free  aide  of  the  chain  coming  from  the  large 
pulley,  and  if  any  link,  say  P,  of  this  chain  be  dis- 
placed through  one  circumference  of  the  larger  fixed 
pulley,  the  work  done  by  the  force  F  will  be  /"  ■  2  r^. 

During  this  same  time  the  work  done  on  the  weight 
IV  (which  is  lifted  by  one  chain  and  lowered  by  the 
other)  is  J»'(2rK-2rr). 

Hence,  neglecting  friction  and  employing  the  law 
of  the  conservation  of  energy,  we  have 

F  ■  2Tr li  =  W')r{fl-r), 
W  _    2  R   ^  [  mechanical  advantage 
F      R  ~  r     I  of  differential  pulley. 


III.     The  Inclijied  Plane 

122.  The  inclined  plane  is  a  device  frequently  employed  to 
avoid  the  direct  lifting  of  heavy  weights.  Barrels  are  frequently 
loaded  into  wagons  by  use  of  .tk-idjt,  which  are  simply  inclined 
planes.  Goods  arc  often  taken  aboard  steamers  by  inclined 
gangways.  WhaC  advantage  does  such  a  device  offer?  The 
energy  required  to  raise  a  mass  to  a  certain  height  above  the 
ground  is  quite  independent  of  the  path  by  which  it  has  been 
raised,  promded  friction  be  negligihle. 

I^et  /'i  be  the  force  required  to  push  the  body  along  the  incline 
OA  (Fig.  71)j_and  F^  the  weight  of  the  body.  Let  the  length 
of  the  slope  OA  be  X\  and  the  vertical  height  XA  be  Xj. 
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Fio.  71.  —  The  inclined  plane. 


Then  the  work  put  into  the  mass  by  the  force  Fi  is  FiXu  and 
the  potential  energy  of  the  mass  at  the  top  of  the  plane  is  F2X1. 
But  by  the  law  of  the 
conservation  of  energy 
these  two  are  equal. 

.*.  FiXi  =  FiXi, 
or, 
Ft/Fi^xi/x2^1/s\ne, 

where  0  is  the  angle  ^' 
AOX  which  measures 
the  steepness  of  the  inclined  plane.  The  mechanical  advantage 
of  the  inclined  plane  is,  therefore,  1/sin  0 ;  that  is,  the  mechani- 
cal advantage  varies  inversely  as  the  sine  of  the  angle  of  slope. 
This  statement  is  sometimes  called  the  law  of  the  inclined  plane. 
In  road  building  the  ratio  of  the  rise  to  the  length  of  the  road 
is  called  its  "  grade  " ;  but  the  ratio  of  the  rise  to  the  length  of 
base  is  called  its  "  pitch."  The  numerical  value  of  the  grade  is 
evidently  the  sine  of  the  angle  of  slope. 

Problems 

176.  Show  that,  in  the  case  of  a  windlass,  such  as  is  used  for  hoisting 
stone  to  the  top  of  a  building,  the  mechanical  advantage  of  the  wind- 
lass is  R/r,  where  R  is  the  radius  of  the  crank  operated  by  the  man, 
and  r  is  the  radius  of  the  axle  on  which  the  rope  is  wound.  The  wind- 
lass should  be  considered  as  a  special  case  of  the  lever. 

176.  A  lever  is  14  cm.  long.  Where  must  the  fulcrum  be  placed  in 
order  that  a  weight  of  8  g.  at  one  end  may  just  balance  a  weight  of  16  g. 
at  the  other  end?  Ans.    4}  cm.  from  end. 

177.  A  meter  stick  is  suspended  at  a  point  40  cm.  from  one  end.  A 
kilogram  placed  at  the  end  of  the  long  arm  will  be  balanced  by  what 

f^     weight  placed  at  the  end  of  the 
short  arm?  Ans.     1500  g. 

178.  When  a  weight  is  pre- 
vented from  sliding  down  an 
inclined  plane  by  a  force  acting 
along  the  plane,  show  that  the 
ratio  of  this  force  to  the  normal 
force  on  the  plane  is  the  same 
as  the  ratio  of  the  height  to  the 
Fio.  72.  base  of  the  plane. 
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179.  What  is  the  greatest  weight  which  a  man  weighing  150  lb.  can 

lift  by  means  of  one  movable  and  one  fixed  pulley?    The  man  is  not 

supposed  to  be  anchored  to  the  ground  in  any  way. 

Ana.    300  pounds. 

180.  A  man  weighing  150  lb.  is  lowered  into  a  well  by  means  of  a 
windlass,  the  arm  of  which  is  30  in.  long  and  the  axle  of  which  is  8  in. 
in  diameter.  Find  the  force  required  to  let  him  down  with  uniform 
velocity. 

181.  A  screw,  the  pitch  of  which  is  5  mm.,  is  turned  by  means  of 
a  lever  which  is  120  cm.  long.  What  force  will  be  required  to  raise 
2000  kg.? 

182.  A  weight  of  300  lb.  is  raised  3  ft.  by  means  of  a  block  and 
tackle,  the  block  of  which  has  three  sheaves.  Determine  the  force 
required  and  the  space  through  which  it  has  acted. 

183.  The  pedal  crank  of  a  bicycle  is  6}  in.  long.  The  rider 
exerts  a  force  of  100  lb.  on  the  pedal.  Find  the  force  exerted  on  the 
chain  when  a  6-inch  sprocket  is  used. 

184.  A  body  is  displaced  against  a  force  which  varies  directly  as  the 
amount  of  displacement.  The  initial  value  of  the  force  is  2  lb.,  the 
final  value  10  lb.,  and  the  displacement  6  in.     Find  the  work  done. 

186.  A  belt  which  drives  a  pulley  travels  at  the  rate  of  12  ft.  per 
second.  The  pull  of  the  belt  is  50  lb.,  the  diameter  of  the  pulley  is 
3  ft.  Find  the  torque  exerted  upon  the  pulley  and  the  power  which 
the  belt  is  transmitting. 

Work  of  Friction 

123.  When  two  surfaces  are  brought  into  contact,  a  number 
of  interCvSting  phenomena  are  observed.  There  is,  for  instance, 
a  certain  amount  of  adhesion,  which  becomes  very  great  in  the 
case  of  two  highly  polished  surfaces,  such,  for  instance,  as  two 
pieces  of  optically  plane  plate  glass.  This  adhesion  is  very 
marked  in  the  case  of  objects  covered  with  gold  leaf,  in  the  case 
of  graphite  and  paper  when  an  ordinary  pencil  is  used,  in  the  case 
of  silver  deposited  on  the  back  of  a  mirror,  etc. 

But  there  is  another  very  different,  and,  so  far  as  everyday  life 
is  concerned,  more  important,  phenomenon  exhibited  when  two 
solid  surfaces  are  brought  together,  namely,  one  of  these  surfaces 
cannot  be  moved  over  the  other,  even  at  uniform  speed,  without 
the  exertion  of  force.    The  resistance  which  either  one  of  the 
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bodies  offers  to  this  motion  is  called  the  force  of  friction  and  is 
said  to  be  due  to  friction. 

Frictional  forces^  like  all  other  forces,  are  vector  quantities, 
and  are  to  be  compounded  and  resolved  as  are  other  forces. 

In  machinery,  friction  is  at  times  a  most  useful  feature,  at 
other  times  a  most  wasteful  one.  Thus,  for  instance,  it  is  by 
friction  that  belts  are  able  to  drive  pulleys;  but  on  the  other 
hand,  it  is  through  friction  that  a  very  large  portion  of  the 
energy  given  to  an  ordinary 'machine  is  wasted.  And  it  is  on 
this  ground  that  a  discussion  of  friction  finds  place  under  the 
head  of  energy. 

The  origin  of  friction  doubtless  lies  in  the  interlocking  of  the 
small  hills  and  valleys,  slight  rugosities,  that  remain  on  even 
the  most  highly  polished  surfaces.  As  might  be  expected,  there- 
fore, friction  diminishes  as  polish  increases.  Note  that  just  the 
opposite  is  true  of  adhesion. 

Morin^a  Laws  of  Sliding  Friction 

124«  The  principal  experimental  facts  regarding  the  behavior 
of  one  solid  body  sliding  over  another  may  be  approximately 
sunmiarized  as  follows :  — 

The  frictional  resistance  between  solid  bodies  is  (i)  proportional 

to  the  force  with  which  the  ttoo  bodies  are  pressed  together;    (ii)  is 

independent  of  the  area  of  the  surfaces  in  contact;  and  (iii)  is,  urithin 

wide  limits,  independent  of  the  relative  speed  of  the  bodies.    The 

first  of  these  facts  may  be  put  into  useful  quantitative  form 

as  follows:   let  N  be  the  normal  force  pressing  the  two  bodies 

together,  and  F  the  force  of  friction;    then  for  any  two  given 

materials 

F  =  fN,  Eq.  57 

where  /  b  a  proportionality  constant  which  is  known  as  the  co- 
efficient of  friction  for  the  two  materials  in  question.  Experience 
shows  that  after  sliding  has  begun  the  value  of  /  is  slightly  less 
than  just  before  motion,  a  phenomenon  which  Sir  George  Green- 
hill  describes  by  saying  that  "friction  is  slightly  less  than  stick- 
tian.'' 
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The  following  table  will  give  some  idea  of  the  values  which  / 
assumes  in  practice :  — 


Materials 

COBITICIENT  OF  FuCTIOir 

Brass  on  cast  iron 

0.19 

Wroug^ht  iron  on  cast  iron 

0.20 

Wroug^ht  iron  on  wrought  iron 

0.14 

Iron  on  ice  (skates) 

0.16  to  0.032 

Oak  on  oak,  fibers  parallel 

0.48 

Oak  on  oak,  fibers  crossed 

0.32 

Leather  on  oak 

0.27  to  0.38 

A  helpful  point  of  view  from  which  to  regard  the  coefficient  of 
friction  is  the  following:   If  a  body  B  be  placed  on  an  inclined 

plane  as  indicated  in  Fig.  73^  its 
weight  may  be  resolved  into  two 
rectangular  components,  one  par- 
allel to  the  plane,  the  other  per- 


Fig.  73. 


pendicular  to  the  plane.  Let  the 
slope  of  the  plane  be  varied ;  and 
let  0  be  the  angle  which  it  makes 
with  the  horizontal  at  any  instant :  mg  sin  ^  will  then  be  the 
component  urging  the  body  down  the  plane ;  while  mg  cos  ^  will 
be  the  normal  (component.  I^t  us  now  suppose  the  angle  ^  to 
increase  until  the  body  B  is  just  on  the  verge  of  slipping,  or  has 
just  begun  to  slip,  down  the  plane.  At  this  point,  the  friction, 
which  acts  up  the  plane,  reaches  its  maximum  value,  and  Eq.  57 

becomes  „  •     .       i-  j.      i\t 

t  =  mg  '  sm(t>  =  f  '  mg  cos  ^  =  fN, 

and  hence  /  =  tan  </>.  Eq.  58 

The  angle  ^  thus  defined  is  known  as  the  angle  of  repose. 

The  rate  at  which  energy  is  absorbed  by  friction  when  one 
body  is  drawn  a  distance  s  over  another  during  an  interval  t  is 

then 

T)  D      Work      Fs     fNs      ^^r  -c,     -^ 

Power  =  P  =  rr.'     ■  =  —  =  —  =  /^^*  Eq.  59 

Time        t         t 


where  A"  is  the  load  and  v  the  speed. 
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Rolling  Friction 

126.  Why  are  ball  bearings,  instead  of  ordinary  bearings, 
used  in  a  bicycle?  The  reply  is,  in  order  to  substitute  rolling 
friction  for  sliding  friction,  since  rolling  friction  is  very  much 
less  than  sliding  friction.  But  the  question  now  arises,  why 
should  there  be  any  friction  in,  say,  a  smooth  iron  car  wheel 
rolling  over  a  level  smooth  iron  track?  The  reply  is  that  the 
iron  track  is  slightly  and  temporarily  indented  so  that  the  wheel 
has  really  to  run  uphill  all  the  time.  Every  one  who  rides  a 
bicycle  for  any  distance  over  a  level  sandy  road  soon  becomes 
familiar  with  this  phenomenon  in  an  exaggerated  form  and  keenly 
realizes  the  uphill  features  of  the  problem. 


Fio.  74. 

Regarding  methods  for  observing  this  rolling  friction  quan- 
titatively, perhaps  the  following  is  the  simplest.  See  Fig.  74. 
Let  a  metal  cylinder  C  roll  upon  a  pair  of  rails  R  and  R\  A  pair 
of  equal  masses  M  and  M'  may  be  strung  over  the  cylinder  by  means 
of  string  to  furnish  the  load.  A  pair  of  equal  scale  pans  P  and 
P'  supported  by  a  thread,  which  is  \\Tapped  about  the  cylinder 
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several  times  in  the  manner  indicated,  can  receive  small  weights 
just  sufficient  to  roll  the  cylinder  in  one  direction  or  the  other. 
Two  forces  now  act  upon  the  cylinder :  — 

(i)  the  load  made  up  of  the  weight  of  the  cylinder  and  the 
suspended  masses  M  and  M'  \  call  this  force  N\  and 

(ii)  the  weight  W  placed  in  the  one  pan  or  the  other. 

If  the  cylinder  is  to  remain  in  equilibrium  as  regards  translation, 
the  reaction  of  the  rails  Y  must  just  balance  these  two  forces, 


or 


iV  +  JF  -  y  =  0. 


In  like  manner,  if  the  cylinder  is  to  remain  in  equilibrium 
as  regards  rotation,  the  moments  of  all  the  forces  acting  upon 

it  must  add  up 
to  zero.  We  know 
the  points  through 
which  N  and  W 
act ;  but  as  yet  we 
do  not  know  the 
point  through 
which  the  reaction 
Facts.  Let 0,  Fig. 
75,  denote  the  low- 
est point  of  the 
cylinder,  and  x  the 
distance  between 
the  lines  of  action  of  N  and  F,  respectively.  Then  taking  mo- 
ments of  force  about  the  point  0  as  an  axis  of  rotation,  one  has 


iV 


or,  solving  for  a:, 


Wr  Wr 


X  = 


y     ^  -\-w' 


Eq.  60 


an  equation  which  could  not  be  true  unless  the  cylinder  were 
in  contact  with  the  rail  at  some  finite  distance  x  from  the  lowest 
point  on  the  cylinder,  which  in  turn  shows  that  the  cylinder  is 
constantly  rolling  uphill.  The  energy  used  up  in  rolling  friction 
is  therefore  spent  in  distorting  the  material  of  the  rail  —  a  fact 
which  will  be  clearer  after  we  have  considered  the  subject  of 
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elastidty,  to  which  we  now  proceed.  The  entire  question  of  fluid 
friction  and  the  resistance  which  a  fluid  oifers  to  a  solid  passing 
through  it  are  here  left  untouched.  Thus  in  the  case  of  a  falling 
raindrop  the  friction  of  the  air  soon  gives  rise  to  a  retarding  force 
equal  to  the  weight  of  the  drop.  When  the  radius  of  the  drop  is 
one  millimeter,  this  limiting  speed  is  about  6  meters  per  second. 

A  much  more  extended  study  of  friction  is  essential  for  all 
students  looking  forward  to  engineering. 

Problems 

186.  A  fly  wheel  whose  moment  of  inertia  is  20  million  C.G.S.  units 
is  rotating  with  an  angular  speed  of  240  R.P.M.  A  friction  brake 
brings  this  wheel  to  rest  in  20  sec.  Find  the  torque  exerted  by  the 
brake. 

187.  A  brick  l3ring  on  an  oak  plank  begins  to  slide  down  when  one 
end  of  the  plank  is  raised  so  that  it  is  4  ft.  higher  than  the  other.  If 
the  coefficient  of  friction  of  oak  and  brick  is  0.64,  what  is  the  length  of 
the  plank? 

188.  What  is  the  total  force  of  friction  on  a  train  which  is  pulled  at 
a  constant  speed  of  20  mi.  an  hour  by  an  engine  exerting  50  horse 
power? 

189.  What  force  of  friction  will  be  required  to  bring  a  mass  of  4  gr. 
to  rest  in  a  space  of  500  cm.,  the  initial  horizontal  velocity  of  the  body 
being  100  cm.  per  second  ? 

190.  The  coefficient  of  friction  of  iron  on  ice  is,  say,  0.16.  A  boy 
b  able  to  pull  100  pounds  in  a  horizontal  direction.  What  is  the 
greatest  load  he  can  move  by  the  use  of  a  sled  shod  with  iron  runners  ? 

191.  It  requires  a  force  of  10  tons  to  move  a  given  freight  train.  If 
the  coefficient  of  friction  between  the  driving  wheels  and  the  rails  is 
0.14,  what  is  the  least  weight  which  the  locomotive  may  have  in  order 
to  start  the  train  ? 

192.  What  is  the  angle  of  repose  for  one  oak  plank  lying  on  another, 
the  fibers  being  parallel?    See  Table,  §  124. 

193.  What  power  will  be  absorbed  in  pulling  a  400-lb.  cake  of  ice 
over  a  level  wooden  platform  at  the  rate  of  5  ft.  per  second?  Take 
coefficient  of  friction  as  0.20. 

194.  A  horse  pulls  a  sleigh  at  the  rate  of  8  mi.  per  hour.  The 
sleigh  with  its  occupants  weighs  500  lb.  If  the  coefficient  of  friction  is 
0.16,  what  power  must  the  horse  exert? 
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196.  Referring  to  Problem  141,  solve  the  case  represented  in 
Fig.  B,  when  the  coefficient  of  friction  between  the  mass  "  30  "  and  the 
inclined  plane  is  0.20. 

196.  A  locomotive  can  pull  a  train  of  500  tons  weight  along  a  level 
piece  of  track.  What  weight  can  it  pull  up  a  grade  of  1  in  60,  the 
coefficient  of  friction  being  0.08  in  each  case? 

IV.    Ektsticity 

126.  In  the  preceding  pages  we  have  had  frequent  occasion 
to  deal  with  a  **  rigid  "  body,  by  which  we  have  meant  a  per- 
fectly rigid  body;  i.e.  one  the  relative  position  of  whose  parts 
admits  of  no  change  whatever.  Experience  tells  us  that  no 
such  bodies  are  met  with  in  nature;  although  we  have  many 
close  approximations.  A  strip  of  hard  and  brittle  window  glass 
may  be  bent  with  ease.  Cold  steel  can  be  rolled  or  drawn  into 
various  shapes.  While  far  all  ordinary  operations  the  metal  parts 
of  a  pair  of  shears,  the  frame  of  a  bicycle,  the  beam  of  a  balance, 
etc.,  are  rigid  bodies,  there  are  many  cases  in  which  we  are  forced 
to  recognize  the  fact  that  each  of  these  bodies  changes  form  or 
volume.  Bodies  that  can  be  changed  in  either  size  or  shape  only 
by  the  application  of  force  are  said  to  be  elastic. 

In  the  case  of  a  collision,  it  may  become  painfully  evident  that 
one's  bicycle  frame  is  not  a  rigid  body.  In  case  one  is  weighing 
a  large  load,  tlie  balanc*e  beam  is  liable  to  bend  slightly  and  thus 
lower  the  cm.  of  the  balance,  and  hence  diminish  the  sensibility 
of  the  balance. 

A  large  variety  of  the  phenomena  of  elasticity  is  familiar  to 
us  all ;  one  need  only  mention  the  pneumatic  tire,  the  rubber 
band,  the  bending  of  an  oar,  the  **  straining  "  of  a  ship,  the  vibra- 
tions of  a  steel  bridge. 

127.  To  bring  some  degree  of  order  out  of  this  chaos  of  expe- 
rience is  the  object  of.  this  chapter.  And  this  is  not  very  diiBcult. 
For,  indeed,  careful  examination  shows  that,  after  all,  there  are 
only  two  kinds  of  changes  which  may  occur  in  the  configuration 
of  elastic  bodies ;  viz. :  — 

1.  Change  of  size,  i.e.  Compression  or  Dilatation!  ^      , 

2.  Change  of  shape,  i.e.  Distortion  j 
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When  a  body  is  changed  in  either  size  or  shape,  it  is  said  to  be 
strained.  The  size  of  a  body  may  be  strained,  and  the  shape 
of  a  body  may  be  strained ;  and  these  are  the  only  strains  that 
are  known.  Since  all  known  bodies  are  subject  to  one  or  both 
of  these  changes,  elasticity  is  said  to  be  a  general  property  of 
matter. 

Distineiion  between  Solids  and  Fluids 

128.  But  while  all  bodies  may  be  changed  as  indicated,  they 
behave  very  differently  during  the  change. 

If  we  attempt  to  alter  the  shape  of  a  piece  of  glass  tubing  by 
slightly  bending  it,  we  shall  find  that  this  will  require  a  moment 
of  force ;  that,  if  we  remove  the  force,  the  rod  regains  its  original 
shape.  In  like  manner,  we  should  find  that  force  would  be 
required  to  change  the  size  of  the  glass  rod,  and  that  thb  force 
would  need  to  be  maintained  as  long  as  the  changed  size  is  main- 
tained. 

Now  imagine  a  second  case  in  which  the  glass  tube  is  full  of 
mercury  or  coal  gas  while  it  is  being  bent:  the  mercury  will 
offer  no  permanent  resistance  whatever  to  a  change  of  shape ;  it 
conforms  perfectly,  without  requiring  any  moment  of  force,  to 
the  shape  of  the  containing  vessel.  The  mercury  has,  in  fact, 
no  elasticity  of  shape.  The  same  is  true  of  the  coal  gas.  But  if 
one  attempts  to  compress  the  mercury  or  the  coal  gas  into  a  smaller 
volume,  he  finds  thb  operation  requires  force;  and  that  this 
force  must  be  maintained  so  long  as  the  diminished  volume  is 
maintained.  Mercury  and  coal  gas  have,  therefore,  elasticity 
of  size;   but  they  have  no  shape  of  their  own. 

All  bodies  in  nature  fall  into  one  or  other  of  the  two  cases 
we  have  just  considered;  and  this  fact  leads  to  the  following 
definitions :  — 

1.  Bodies  which  exhibit  elasticity  both  of  shape  and  of  size 
are  called  solids. 

2.  Bodies  which  possess  elasticity  of  size,  but  not  of  shape, 
are  called  fluids. 

As  is  well  known  to  every  one,  this  distinction  between  fluids 
and  soUds  is  not  a  distinction  between   different  substances. 
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but  between  different  bodies.  For  the  same  substance  may^ 
under  different  circumstances^  assume  each  of  these  two  states 
—  one  needs  only  to  recall  the  case  of  ice  and  water. 

Distinction  between  Gaaes  and  Liquida 

129.  While  mercury  and  air  are  alike  in  possessing  only  elas- 
ticity of  size,  they  differ  veiy  much  in  the  manner  in  ndiich  they 
exhibit  this  elasticity  of  size. 

No  one  ever  heard  of  a  closed  space  partly  full  of  air ;  a  closed 
vessel  of  any  size  containing  any  amount  of  air  b  always  full  of 
it ;  and,  at  ordinary  temperatures,  the  air  is  distributed  uniformly 
throughout  the  entire  vessel.  Contrast  this  with  mercury  or 
water,  which  may  or  may  not  completely  fill  the  vessel. 

Definitions :  — 

1.  "  There  are  certain  fiuids  any  portion  of  which,  however 
small,  is  capable  of  expanding  indefinitely  so  as  to  fill  any  ves- 
sel, however  large.    These  are  called  gases. 

2.  *'  There  are  certain  other  fiuids  a  small  portion  of  which, 
when  placed  in  a  large  vessel,  does  not  expand  so  as  to  fill  the 
vessel  uniformly,  but  remains  in  a  collected  mass  at  the  bottom, 
even  when  the  pressure  is  removed.  These  fiuids  are  called 
liquids.''  —  Maxwell,  art.  "  Constitution  of  Bodies,"  Eiwy. 
Brit,    Ninth  Edition, 

130.  We    might    summarize    the    preceding    classification    of 

bodies  as  follows :  — 

f  Rigid  —  not  known  in  nature. 

Bodies  I  f  o  ,., 

holids.  r  /-, 

Gases. 


.  Elastic 


Fluids 


Liquids. 


Quantitative  Consideration  op  ELASTicrrr 

Coefficients  of  Elasticity 

131.  A  builder  who  is  putting  up  a  roof  or  a  bridge  always 
finds  himself  between  Scylla  and  Charybdis.  The  bridge  must 
be  strong  enough  to  sustain  the  heaviest  load  easily ;  and,  at  the 
same  time,  it  must  contain  as  little  useless  material  as  possible. 
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In  order  to  secure  this  latter  result,  the  engineer  must  have 
definite  and  quantitative  information  concerning  the  elastic 
properties  of  the  steel  to  be  used  in  the  bridge;  in  particular, 
he  must  know  what  elongation  (stretch)  will  occur  in  a  speci- 
men of  this  steel  having  a  definite  length  and  a  definite  area  of 
cross  section,  when  it  is  given  a  definite  load  to  carry. 

In  like  manner,  the  engineer  who  designs  a  cotton  mill  must 
know  what  moment  of  force  a  steel  shaft  will  safely  transmit 
before  he  can  determine  the  proper  size  of  shafting  to  be  used 
in  the  mill.  The  designer  of  a  steam  engine  must  likewise  be 
definitely  informed  concerning  the  elastic  properties  of  steam. 
A  certain  amount  of  steam  has  been  admitted  to  the  cylinder  of 
an  engine  and  the  port  closed ;  what  pressure  will  it  exert  when 
the  piston  has  reached  the  end  of  the  stroke?  Answers  to  such 
questions  as  these  have  been  obtained  by  the  following  method :  — 

General  Definition  of  Stress  and  Strain 

132.  When  two  or  more  forces  are  applied  to  a  body  in  such  a 
way  that  their  resultant  is  zero,  there  is  no  acceleration  and 
no  evidence,  therefore,  from  the  motion  of  the  body,  that  such 
individual  forces  are  acting.  Such  forces  are  said  to  be  in  equi- 
librium. Their  existence  is  shown  by  the  strains  which  they 
produce  in  a  body. 

"  A  stress  is  an  equilibrating  application  of  force  to  a  body. 

*'  A  strain  is  any  definite  alteration  of  form  or  dimension  of  a 
solid."  —  Kelvin. 

Elasticity  is  measured  by  the  resistance  which  a  body  ofifers  to 
change  either  of  size  or  of  shape,  i.e. 

Elasticity  =  ^^^^,  Eq.  61 

^      Stram  ^ 

Elasticity  of  Size.     I.    Length 

133.  When  a  force  is  applied  to  a  body  in  such  a  way  as 
to  alter  its  length,  either  by  compressing  it  or  by  stretching  it, 
the  force  is  necessarily  distributed  over  the  cross  section  of  the 
body. 
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The  longitudinal  stress  at  any  point  in  a  body  is  defined  as 
the  ratio  of  the  force  to  the  area  at  fliat  point  Longitudinal 
stress,  then,  is  not  a  force,  and  is  not  measured  in  dynes ;  but  it  is 
measured  in  dynes  per  square  centimeter. 

A  longitudinal  stress  always  changes  both  the  length  and  the 
cross  section  of  the  body  to  which  it  is  applied.  But  in  most 
practical  cases  the  change  in  cross  section  is  small ;  and  we  con- 
sider only  the  alteration  in  length.  The  total  change  in  length 
depends  not  only  upon  the  stress,  but  also  upon  the  length  of 
the  body.  Hang  a  kilogram  on  the  end  of  a  wire  one  meter  long : 
the  elongation  will  be  a  certain  amount.  If,  now,  the  same 
kilogram  is  hung  from  the  end  of  a  wire  of  the  same  kind  two 
meters  long,  the  elongation  will  be  twice  as  great.  But  the  wire 
is  strained  at  each  point  in  its  length  by  the  same  amount  in 
each  case.  Consequently  longitudinal  strain  is  defined  as  the 
ratio  of  ttie  total  elongation  to  Hie  length. 

134.   In  the  case  of  a  wire,  let 

L  =  length  of  wire ; 
a  =  area  of  cross  section  of  wire ; 
F  =  stretching  force  applied  to  wire ; 
e  =  total  elongation  produced  by  F. 

The  longitudinal  stress  =  F/a  dynes  per  square  centimeter 
and  the  longitudinal  strain  =  e/L  centimeters  per  centimeter. 

Now  the  longitudinal  elasticity  of  any  material  is  measured 
by  the  ratio  of  the  longitudinal  stress  to  the  longitudinal  strain. 
And  hence  for  this  ratio,  which  is  generally  known  as  Young's  * 
modulus,  we  have  in  the  case  of  a  wire 

Young's  modulus  =  itf  =  ^"g^*"^^  ^^, 

Longitudinal  strain 

(-) 

or  M  =  -r^  =  —.  Eq.  62 

(!)  " 

*  The  life  of  Thomas  Young:,  a  London  physician,  forms  an  interesting 
chapter  in  the  history  of  physical  science.    See  his  biography  in  Ency.  BriL 
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From  this  equation  it  is  evident  that,  in  order  to  determine  M 
by  experiment,  we  must  measure  the  four  quantities  in  the  right- 
hand  member  of  the  equation.  As  a  stretching  force  it  is  often 
most  convenient  to  use  the  weight  of  a  mass  m;  viz.,  mg.  If 
we  employ  a  round  wire  of  diameter  d,  its  area  will  be  vd^/A. 
Accordingly  Eq.  62  may  be  written 

if  =i^5£i, 
ired^ 

in  which  all  the  quantities  on  the  right  are  directly  measurable. 
Such  an  equation  we  have  called  a  laboratory  equation. 

136.  The  value  of  Young's  modulus,  here  denoted  by  if,  is 
found  to  be  very  nearly  constant  for  any  one  substance,  at  least 
within  certain  limits-;  but  the  value  of  if  varies  largely  from  one 
kind  of  material  to  another  and  also  varies  rapidly  with  the 
temperature. 

The  limit  within  which  a  body  can  be  stretched  or  bent 
and  still  recover  its  original  size  or  shape  also  varies  greatly 
from  one  substance  to  another,  and  likewise  with  the  tem- 
perature. A  piece  of  pure  gum  tubing  becomes  brittle  at  the 
temperature  of  liquid  air,  —  185°  C.  In  the  case  of  glass  the 
limits  within  which  perfect  recovery  of  shape  and  size  occur 
are  quite  narrow;  while  in  the  case  of  rubber  these  limits  are 
quite  wide.  Hence  the  popular  impression  that  rubber  is  highly 
elastic,  though  in  fact  Young's  modulus  is  much  less  for  rubber 
than  for-  glass. 

136.  In  such  an  equation  as  that  which  defines  Young's  modu- 
lus many  important  physical  facts  have  been  summarized.  The 
student  should  early  acquire  the  habit  of  interpreting  the  physical 
meaning  of  each  equation  which  he  employs. 

Solving  Eq.  62  for  e,  we  have 

e  =  FL/aM, 

from  which  we  may  write  at  once :  — 
The  elongation 

oc  directly  as  the  stretching  force  (Hooke's  Law). 
oc  directly  as  the  length. 
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oc  inversely  as  the  area  of  cross  section  of  the  wire. 

oc inversely   as  the  longitudinal  elasticity;  i.e.  the  elonga- 
tion depends  also  upon  the  material  of  which  the  wire 
is  made. 
Each  of  these  predictions  is  easily  tested  in  the  laboratory. 

Hooke's  Law 

The  fact  that^  for  a  rod  of  given  length,  cross  section,  and 
material,  the  elongation  varies  as  the  stretching  force  is  one  of 
the  earliest  important  discoveries  in  the  subject  of  elasticity. 

It  was  made  by  Robert  Hooke  in  1660  and  published  by  him 
in  1676  under  the  form  of  the  following  anagram :  — 

ceiiinosssttuv 

In  1678  he  rearranged  these  letters  and  translated  them  as  fol- 
lows :  "  Ut  tensio  sic  vis;  that  is,  the  Power  of  any  spring  is  in  the 
same  proportion  with  the  Tension  thereof."  Observe  that  at  this 
early  date  he  uses  pouter  in  the  sense  in  which  we  now  employ 
the  word  force ;  while  his  tension  is  equivalent  to  our  extension. 

The  best  evidence  for  the  truth  of  Hooke's  Law  is  the  fact  first 
pointed  out  by  Stokes,  that  all  elastic  solids  can  be  made  to  vibrate 
isoehronously ;  for  equal  periods  of  vibration,  at  all  amplitudes, 
means  that  the  force  acting  upon  the  body  is  proportional  to  the 
displacement. 

The  extreme  convenience  of  this  modulus  can  here  be  merely 
indicated  by  saying  that,  if  an  engineer  wishes  an  iron  rod  of 
length  L  to  carry  a  certain  load,  which  we  may  call  -F,  without 
producing  elongation  greater  than  a  certain  amount  e,  our  equa- 
tion tells  him  at  once  just  how  large  a  cross  section,  a,  the  rod  must 
have ;  viz. :  -  ^  ^  FL/eM, 

As  indicating  the  approximate  numerical  values  of  Young's 
modulus,  at  the  temperature  of  18°  C,  the  following  will  serve :  — 

For  Bessemer  steel,  M  =  22  x  10"  ^ZB*?  =  31  X  10«  ^2^ 

Cast  iron  =  12  X  10"  "  =  17  X  10«  " 

Brass  wire  =  10  X  10"  "  =  14  X  10«  *' 

Copper  wire  «  12  X  10"  '*  =  17  X  10«  " 

Aluminium  =    7  X  10"  '*  =    9  X  10«  " 

Glass  =    6x10"  "  =   8X10«  " 
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EloHicUy  of  Size.     II.   Volume 

137.  Let  us  denote  the  volume  of  a  body  by  V.  Imagine 
the  volume  to  be  subjected  to  pressure  so  that  it  is  diminished 
by  an  amount  v. 

The  ratio  of  the  diminutioii  in  volume  to  the  total  volume  is 
called  ttie  voluminal  strain.  Suppose  further  that  this  change 
of  volume  has  been  produced  by  applying  a  force  F  to  a,  sur- 
face of  area  a ;  as,  for  instance,  when  air  is  compressed  in  an  or- 
dinary bicycle  pump.  The  ratio  of  ttie  total  force  to  the  area 
over  liriiich  it  is  affiled  is  tfie  voluminal  stress ;  and  is  what  we 
call  pressure. 

In  accordance  with  our  general  equation  (§  132),  the  elas- 
ticity of  volume  for  any  material  is  measured  by  the  ratio  of  the 
voluminal  stress  to  the  voluminal  strain.  This  ratio  is  generally 
known  as  the  bulk  modulus,  and  is  commonly  denoted  by  k. 


Bulk  modulus  ^  k  = 


Voluminal  stress 
Voluminal  strain 


or 


FV 

■  • 

av 


Eq.  63 


The  reciprocal  of  the  bulk  modulus  is  what  is  known  as  the 
compressibility  of  a  substance. 

Approximate  values  of  certain  bulk  moduli  are  given  in  the 
following  table :  — 


SUBflTAlfCB 

Bulk  MoDUXiUs 

In  Dynes  per  Sq.  Cm. 

In  Pounds  per  Sq.  In. 

Water  at  20°  C.     .     .     . 

Brass 

Copper 

Steel    

Glass 

0.023  X  10" 

1.05  XlO" 
1.68    XlO" 

1.6  X  10" 
0.43    XIO" 

0.33  X  10« 
15.48  X  10« 
17.10  X  10« 
21.61  X  10« 

5.76  X  10« 

152  GENERAL  PHYSICS. 

Elasticity  of  Shape 

138.  In  a  strictly  analogous  manner  is  defined  the  elasticity 
of  shape,  more  frequently  called  the  rigidity  modulus. 

Rigidity  modulus  =  «  =  fearing  stresg. 

Shearing  stram 

But  this  subject  is  somewhat  intricate,  and  must  be  left  for  later 
study.  Before  leaving  it,  however,  we  merely  remark  that  the 
rigidity  modulus  of  any  material  measures  its  strength  in  resisting 
a  shear,  and  hence  its  fitness  for  mill  shafting,  for  propeller  shafts 
of  steamships,  etc.  Without  attempting  to  define  shearing  stress 
or  shearing  strain,  we  can  only  say  that  when  a  rod  or  shaft  is 
twisted,  a  shearing  stress  is  exerted  upon  it ;  and  this  produces 
a  shearing  strain,  i.e,  one  surface  is  displaced  over  another,  just 
as  would  happen  if  the  rod  were  cut  in  two  by  a  pair  of  shears. 

For  a  shaft,  or  wire,  of  circular  cross  section,  the  experimental 
facts  are  summarized  in  the  following  equation,  where,  if  the 
shaft  be  clamped  at  one  end,  0  is  the  amount  of  twist,  in  radians, 
which  will  be  produced  by  a  torque  L,  applied  at  the  free  end :  — 

e  =  —L.  Eq.  64 

Trnr 

In  other  words,  the  amount  of  twist  (angular  displacement) 
varies 

(i)  directly  as  the  torque  L  which  produces  the  twist  (Hooke's 

Law). 
(ii)  directly  as  the  length  of  shaft  /. 
(iii)  inversely  as  the  rigidity  modulus  n. 

(iv)  inversely  as  the  fourth  power  of  the  radius  of  the  shaft  r. 

Eq.  64,  together  with  the  following  table,  will  enable  the  reader 

to  solve  many  practical  problems  concerning  mill  shafting,  etc. :  — 


Substance 


RiOIDITT   MODtTLUB 


In  Dj'nes  per  Sq.  Cm. 


Brass        3.5    X  10" 

Copper 3.9-4.      X  10" 

Steel 7.9    -  8.9    X  10" 

Glass 2.0    -  3.2    X  10" 

Wood I  0.07  -  0.12  X  10" 


In  PoundB  per  Sq.  In. 


4.6-  5.8  X10« 
5.6-  6.7  X10« 
10.6  -  11.8  X  10« 
3.3  -  3.9  X  10* 
0.1-    0.17  X10« 


/  j, 
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Torsion  Pendulum 

139.  If  one  suspends  a  metal  cylinder  or  bar,  by  mec,ns  of  a 
wire  as  shown  in  Fig.  76,  it  will  oscillate  in  a  horizontal  plane  with 
a  period  T,  If  /  denote  the  moment  of 
inertia  of  the  disk,  L  the  torque  at  any 
instant,  as  defined  above,  and  A  the 
angular  acceleration  at  this  same  instant, 
then  since  the  acceleration  is  always  in  a 
sense  opposite  to  that  of  the  torque  which 
produces  the  twist, 

-  i  =  /^.  Eq.  37  YiQ.  76. 

Eliminating  L  between  this  and  Eq.  64,  one  has 

-4  =  —  — —  fl  =  —  constant  X  0. 

Hence  the  motion  is  simple  harmonic  and  has  the  following 
period :  —  r^jj 

r  =  2TV^»  Eq.  65 

imr 

which  is  a  convenient  laboratory  equation  for  measuring  n,  the 
modulus  of  rigidity  for  the  material  from  which  the  wire  is  man- 
ufactured. 

Problems  on  Elasticity 

lOT.  A  wire  whose  original  length  was  64.4  cm.  has  been  stretched 
60  that  it  is  now  70.0  cm.  long.  Find  the  longitudinal  strain  of  the 
wire.  Ans.     .0869. 

198.  A  wire  has  a  radius  of  2  mm.  and  carries  a  load  of  40  kg.  Find 
the  longitudinal  stress  on  every  cross  section  of  the  wire.     Express 

your  result  in  C.G.S.  units.  Ans,    MMQ95. 

IT 

199.  A  certain  metal  rod  has  an  area  of  cross  section  equal  to  3  mm '. 
The  length  of  the  rod  is  150  cm.  Young's  modulus  for  this  rod  is 
12  X  10**  C.G.S.  How  much  will  the  rod  be  elongated  by  stretch- 
ing it  with  a  force  of  8,000,000  dynes?  Ana.     ^  cm. 

200.  I  wish  to  support  a  weight  of  10  kg.  by  use  of  a  wire  2  m.  long. 
Young's  modulus  for  the  wire  is  8  X  10"  C.G.S.  What  cross  sec- 
tion must  the  wire  have  in  order  that  it  may  not  stretch  more  than  1 
mm.  when  the  load  is  attached?  Ans,    0.0245  cm.^ 
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201.  A  very  slight  stress  applied  to  a  rubber  band  will  produce  a 
very  great  strain.  Would  you,  therefore,  say  that  rubber  is  a  highly 
elastic  or  highly  inelastic  substance?  What  gives  the  popular  impres- 
sion that  rubber  is  very  elastic  ? 

202.  A  steel  rod  requires  a  large  stretching  force  to  produce  even  a 
small  elongation.     Is  it,  therefore,  very  el^tic  or  very  inelastic  ? 

203.  Under  ordinary  conditions  it  requires  a  much  larger  pressure 
to  compress  a  gallon  of  water  by  a  certain  amount  than  it  does  to  com- 
press a  gallon  of  air  by  the  same  amount.  Which,  would  you  say, 
has  the  greater  elasticity  of  volume  ? 

204.  Two  wires  suspended  from  a  beam  have  each  the  same  length 
and  carry  the  same  load.  One  wire  is  of  brass,  the  other  of  Bessemer 
steel ;  the  former  has  a  diameter  of  3  mm. ;  find  what  diameter  the 
latter  should  have  in  order  that  the  load  will  produce  the  same  elonga- 
tion in  each  wire. 

205.  What  are  the  **  dimensions  "  of  longitudinal  stress?  Of  longi- 
tudinal strain?     Of  the  bulk  modulus? 

206.  A  piece  of  mill  shafting  1  in.  in  diameter  can  just  withstand  a 
certain  torque  L  without  injury.  How  much  stronger  will  be  a  piece 
of  U-inch  shafting  from  the  same  material? 

207.  Two  torsion  pendulums  are  alike  in  all  respects  except  that  the 
first  is  made  of  wire  which  is  ^  in.  in  diameter  and  6  in.  in  length, 
while  the  second  is  made  of  wire  ^  in.  in  diameter  and  is  8  ft.  long. 
Compare  their  periods  of  oscillation. 

Algebraic  Summary  op  Dynamics 
Linear  |  Angular 

Fundamental  Quantities 


Length,  inertia,  and  time. 

X,  771,  t 


Angle,  rotational  inertia,  and 
time. 


I  —  r^m. 


Velocity 


X 

t 


t 


V  =  rQ. 
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Acceleration 


V 

a  =  - 
t 


^  =  « 
t 


a  =  rA. 


Simple  Harmonic  Motion 


^A 


TM 


MomerUum 


/Q  =  r  •  mv. 


IQ 


F  —  ma 


Force  and  Torque 


i  =  rF. 


L  =  lA 


Centrifugal  Force  and  Preceesional  Couple 
mvu)  liloj 


Energy 


K.E.  =  i  m«* 
RE.  =  Fx 


K.E.  =   i  IQ^ 
P.E.  =  Le 


Power 


Fv 


Lu) 
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CHAPTER  IV 

SOME   SPBCIAL  PROPBRTIES   OF  MATTER 

140.  In  the  preceding  pages  we  have  considered  four  prop- 
erties of  matter  which  are  perfectly  general.  It  is  an  experi- 
mental fact  that  matter  possessing  any  one  of  these  possesses 
all  the  others.  This  by  no  means  exhausts  the  list  of  general 
properties,  but  it  probably  includes  those  which  are  most  important 
as  parts  of  the  intellectual  equipment  of  a  liberally  educated  man. 

Properties  of  Liquids 

141.  We  shall  now  consider  some  of  the  special  properties  which 
are  exhibited  by  liquids,  and  this  from  the  three  following  points 
of  view :  — 

I.  Behavior  of  Liquids  at  Rest  and  under  Gravity;  Hydro- 
statics. 

II.  Behavior  of  Liquids  in  Motion  under  Gravity;  Hydrau- 
lics. Wave  motion  in  liquids  will,  however,  be  treated  in  the 
following  chapter,  along  with  waves  in  strings. 

III.  Behavior  of  Liquids  at  Rest  and  freed  from  Gravity; 
Surface  Tension. 

I.  Hydrostatics 

142.  There  are  few  people  who  are  not  familiar  with  the  fact 
that  the  water  in  a  teapot  stands  at  the  same  height  in  the  spout 
&s  in  the  pot.  The  danger  of  a  leak  in  the  hull  of  a  boat  arises 
from  the  fact  that  the  boat  will  continue  to  "  fill  "  until  the  water 
stands  at  the  same  level  inside  and  out.  Mercury  in  a  U-tube 
stands  at  the  same  level  in  each  arm,  provided  the  diameter  of  the 
tube  is  uniform  or  large.  If,  in  any  of  these  cases,  the  level  is 
disturbed  for  an  instant,  it  is  quickly  restored  when  the  force 
Producing  the  disturbance  is  removed. 
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This  behavior  of  liquids  has  been  summarized  and  described 
in  a  very  brief  and  simple  manner.  But  we  must  first  digress 
to  add  another  word  to  our  vocabulary ;  namely,  pressure. 

DEFmrnoN  of  Pressure 

143.  In  ph]rsics  tfie  term  "  pressure  "  is  employed  always  to  de- 
note the  ratio  between  tfie  force  qiplied  to  any  surface  and  the 
area  of  fliat  surface.    Let  us  denote  pressures  by  P,  forces  by 

F,  areas  by  A,  then 

F 

p  s:  £- .  Defining  equation  for  a«er- 

A  age  pressure  over  area  A, 


-El. 


Defining  equation  for  pres-        P)q    gg 
0       sure  ai  any  paint  '^^* 


The  Unit  of  Pressure 

144.  (i)  From  the  above  definition  it  follows  naturally  that 
the  dyne  per  square  centimeter  is  the  C.G.S.  unit  of  pressure; 

and  this  is  widely  used  in  physics,  under  the  name  *' barye" 
adopted  by  the  International  Congress  on  Physics  at  Paris  in 
1900  (Vol.  4,  p.  62).  In  English  barye  is  generally  shortened  to 
bar, 

(ii)  But  no  unit  can  be  considered  thoroughly  practical  until 
it  has  been  expressed  in  some  more  concrete  form.  Hence  has 
come  into  use  the  megabar,  which  is  one  million  dynes  per  square 
centimeter  and  is  almost  exactly  equal  to  the  pressure  produced  by 
75  cm.  of  mercury,  in  any  locality  where  the  acceleration  of 
gravity  is  980.692. 

(iii)  The  logical  engineer's  unit  of  pressure  is  one  pound  per 
square  foot;  but  in  general  he  uses  one  pound  per  square  inch. 
Thus  steam  gauges  are  practically  always  graduated  in  pounds 
per  square  inch.  In  dealing  with  very  high  pressures,  the  engi- 
neer also  uses  the  *'  atmosphere  '*  =  76  centimeters  of  mercury  = 
14.7  pounds  per  square  inch  =  0.94  ton  per  square  foot  =  1.0132 
megabars. 

146.  The  definition  of  a  fluid  as  a  body  which  is  devoid  of 
elasticity  of  shape  (rigidity)  is  equivalent  to  saying  that  a  fluid 
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cannot  sustain  any  tangential  stress.  See  §  128.  From  this 
definition  one  may  infer  the  facts  described  in  the  first  two  of  the 
following  propositions  —  facts  which  are  thoroughly  established 
by  experiment. 

Praposiiion  L  The  stress  (pressure)  across  any  surface 
drawn  in  a  liquid  at  rest  is  normal  to  that  surface. 

Proposition  II.  At  any  point  in  a  liquid  at  rest  the  stress 
(pressure)  is  the  same  in  all  directions.     Pascal's  Theorem. 

The  design  of  the  hydrostatic  press  rests  upon  this  principle. 
See  Fig.  77. 

146.  The  two  preceding  propositions  would  be  equally  true 
for  liquids  which  were  not  acted  upon  by  gravity.  In  the  case 
of  all  actual  liquids,  we  have  to  consider  among  the  forces  which 
act  upon  them,  not  only  the  pressure  due  to  the  containing  vessel, 
as  indicated  in  Fig.  77,  but  also  the 
pressure  due  to  the  weight  of  the 
liquid  itself. 

This  fact  is  familiar  to  all  boys  who 
have  observed  when  in  swimming  that 
they  can  dive  to  very  moderate  depths 
without  being  troubled  by  water  get- 
ting into  their  ears ;  but  that,  if  they  exceed  a  depth  of  eight  or 
ten  feet,  water  almost  invariably  gets  into  their  ears.  Builders 
know  that  when  a  tank  is  put  into  the  attic  of  a  house,  the 
walls  of  the  tank  must  be  made  strong,  not  in  proportion  to 
the  volume  of  water  which  it  is  to  hold,  but  in  proportion  to  the 
depth  of  water  in  the  tank.  These  and  all  similar  phenomena 
are  described  as  follows:  — 

Proposition  III.  The  pressure  at  any  point  in  a  liquid  at  rest 
under  gravity  is  proportional  to  ttie  deptti. 

The  facts  are  simunarized  more  compactly  in  the  symbols  of 
algebra  as  follows:  The  pressure  at  any  point  in  the  liquid  will 
be  the  total  weight  of  the  liquid  supported  by  any  small  area  iabout 
that  point,  divided  by  the  area.  To  this  must  be  added  the  pres- 
sure of  the  air  upon  the  free  surface  of  the  liquid.     Let 

P  =  pressure  at  any  point  in  liquid  (see  Fig.  78) ; 

B  =  pressure  of  earth's  atmosphere  on  free  surface  of  liquid ; 


Fio.  77. 
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W  =  weight  of  liquid  supported  by  area  a  at  the  point  under 

consideration. 
Then  P  =  W/a  +  B. 

But  from  the  definition  of  density  (Eq.  28) 

B  W  =  ahDg, 

where 

h  =  vertical  distance  of  area  a  from  free  surface ; 

D  =  density  of  fluid,  here  supposed  to  be  uniform ; 

g  =  acceleration  of  gravity. 


dbi 


Hence  P  ^  hD  -  g  +  B.  Eq.  67 

If  we  now  neglect  all  pressure  of  the  atmosphere, 
and  consider  that  due  to  the  liquid  alone,  we  may 

Fig.  78.  write  D  ^  i 

r^  00  /I, 

which  is  Proposition  III  stated  above. 

The  important  idea  here  is  that  in  any  given  liquid  the  differ- 
ence of  pressure,  P2  —  Pi,  between  any  two  points  depends  only 
upon  their  difference  of  level,  Aj  —  hi.    Thus 

P2  -  Pi  =  Dgih  -  Ai). 

The  fact  that  the  pressure  is  independent  of  the  form  of  the 
containing  vessel  is  generally  known  as  the  **  Hydrostatic  Para- 
dox." 

147.  In  Proposition  II  only  the  variation  of  pressure  with 
direction  is  considered.  But  consider  a  vessel  filled  with  water 
in  one  case  and  mercury  in  another.  At  any  given  point  in 
the  vessel  how  will  the  pressure  change  when  the  liquids  are 
changed  ? 

This  question  also  is  definitely  answered  by  Eq.  67,  since  it 
shows  J.      r, 

We  have  then  as  a  corollary  to  Proposition  III  the  following 
theorem  easily  verified  by  experiments  on  liquids  in  a  U-tube. 

Proposition  IV.  Other  things  remaining  the  same,  the  pres- 
sure at  any  given  point  in  a  liquid  varies  directly  as  tfie  density 
of  the  liquid. 
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148.   Another  important  experimental  fact,  also  an  inference 
from  Eq.  67,  is  the  following:  — 

Proposition  V.    The  pressure  is  tiie  same  at  all  points  in  a 
horizontal  plane  of  a  liquid  at  rest  under  gravity. 

For  if  the  pressure  were  not  the  same  at  all  points,  we  should 
have  present  a  force  tending  to  drive  a  particle  from  one  point 
to  another  on  a  horizontal  surface.  And  this 
we  do  not  find  in  nature.  When  a  spherical 
pebble  sinks  in  quiet  water,  there  is  no  lateral 
pressure  thrusting  it  either  to  one  side  or  the 


0 
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other. 

A  simple  experiment  illustrating  this  fact  is 
that  sketched  in  Fig.  79,  where  the  height 
(above  the  outside  level)  of  the  liquid  in  the 
inverted  glass  bulb  indicates  a  variation  of 
pressure  as  the  lower  end  of  the  tube  is  raised  or  lowered,  but 
shows  no  variation  when  the  lower  end  of  the  tube  is  moved 
about  in  any  horizontal  plane. 

Among  those  surfaces  over  which  the  pressure  is  uniform  may 
be  reckoned  the  top  of  the  liquid,  the  bounding  surface,  more 
generally  called  the  free  surface. 

149.  If  we  assiune  the  converse  of  Proposition  V,  which  is  also 
amply  verified  by  experiment,  then  it  follows  as  a  corollary  that 
tiie  free  surface  of  a  liquid  is  horizontal.  But  all  that  is  meant 
by  a  horizontal  surface  is  one  which  stands  perpendicular  to  the 
direction  of  the  acceleration  of  gravity.  By  experiments  such  as 
that  outlined  below,  this  particular  case  has  been  generalized 
into  the  following  theorem :  — 

Proposition  VI.  Any  free  liquid  surface  is,  at  each  point, 
perpendicular  to  ibe  resultant  of  all  tiie  forces  acting  upon  tiie 
liquid  particle  at  ttiat  point. 

To  illustrate,  attach  a  vessel  of  colored  liquid  to  a  whirling 
table,  as  shown  in  Fig.  80.  The  vertical  line  in  Fig.  81  is  the  axis 
of  rotation  of  the  whirling  table ;  the  curve  is  a  cross  section  of 
the  free  surface.  Owing  to  the  fact  that  the  inside  of  the  glass 
vessel  is  rough  and  the  liquid  viscous,  the  whole  mass  of  fluid 
soon  comes  to  rotate  cls  if  it  were  a  solid.     The  curved  form 
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which  the  free  surface  of  the  liquid  assumes  is,  at  every  point, 
normal  to  the  total  force,  F^  acting  upon  it.     This  resultant  force, 


Fio.  80. 

F,  is  made  up  of  two  components ;  one  of  these  is  the  weight  of 
the  particle,  mg,  the  other  is  the  reaction  which  the  particle  offers 
against  acceleration  toward  the  center  by  the  centripetal  force, 

mr<j)^\  the  former  component  b  ver- 
tical, the  latter  is  horizontal.  The 
weight  of  the  liquid  particle  is  counter- 
balanced by  the  vertical  component  of 
the  liquid  pressure,  while  the  oenr 
tripetal  force  is  furnished  by  the  hori- 
zanUU  component  of  the  liquid  pressure. 
^  The  resultant  force  F,  acting  along  the 
^  '  normal  to  the  liquid  surface,  therefore 
makes  an  angle  d  with  the  horizontal 
whose  tangent  is 

tan  tf  =  -2-. 
FiQ.  81.  r(tr 

Free  surfaces  are,  therefore,  not  always  horizontal. 

The  Principle  of  Archimedes 

160.  The  modern  marine  engineer,  in  designing  a  boat,  computes 
the  weight  of  all  the  material  which  enters  into  its  construction. 
Often  the  iron  used  in  the  hull  is  actually  weighed.  Knowing  the 
dimensions  of  the  boat,  the  designer  is  then  able  to  say,  generally 
within  less  than  an  inch,  and  before  the  boat  is  launched,  just 
how  deep  she  will  lie  in  the  water.  The  simple  manner  in  which 
this  prediction  is  made  will  be  evident  from  the  following :  — 
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Whether  a  body  floats  or  sinks  when  placed  in  a  liquid,  one 
fact  is  patent  to  everybody,  —  the  body  apparently  loses  weight. 
But  just  how  much  weight  a  body  loses  under  these  circumstances 
was  first  determined  by  Archimedes  (287-212  B.C.)*  the  creator 
of  our  present  system  of  hydrostatics. 

It  is  evident  that,  since  the  pressure  increases  with  the  depth, 
the  bottom  of  an  inmiersed  body  will  be  subjected  to  a  pres- 
sing upward  which  is  greater  than  the  pressure  downward  to 
which  the  top  of  the  body  is  subjected.  The  pressure  of  the 
water  on  a  body  will,  therefore,  always  exert  a  buoyant  force. 

Archimedes  saw  very  clearly,  by  a  simple  deduction  from 
experiment,  that  if  from  any  vessel  of  liquid  (Fig.  82)  we  imagine 
a  portion  of  the  liquid  to  be  removed,  the 
position  of  the  remainder  being  unchanged, 
the  upward  force  exerted  by  the  pressure 
on  the  surface  so  exposed  would  just  be 
able  to  support  the  weight  of  the  liquid  Fio.  82. 

removed.  Not  only  so,  but  it  is  evident  that  this  upward  force 
acts  through  the  center  of  mass  of  the  dbplaced  fluid ;  since,  when 
the  fluid  is  replaced,  there  is  no  moment  of  force  tending  to 
rotate  it.    This  point  is  called  the  center  of  buoyancy. 

By  such  reasoning  he  established  the  following  theorem,  which 
is  known  as  the  Principle  of  Archimedes. 

ProposiHon  VII.  The  resultant  force  of  a  fluid  on  a  body 
hnmersed  in  it  acts  vertically  upward  through  tiie  center  of  mass 
of  tfie  displaced  fluid ;  and  is  equal  to  tiie  weight  of  tiie  displaced 
fluid. 

Stabiuty  op  Floating  Bodies 

161.  No  one  can  read  Archimedes'  two  papers  "  On  Floating 
Bodies"  —  translated  by  Heath  —  without  feeling  that  the 
author  of  those  papers  thoroughly  understood  the  conditions  of 
equilibrium.  But  the  Dutch  mathematician  Stevin  (1548-1620) 
appears  first  to  have  given  these  conditions  a  simple  statement, 
which  is  essentially  as  follows:  — 

(i)  The  sum  of  all  the  forces  (of  translation)  acting  upon  the 

floating  body  is  zero. 

2F  =  0. 
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(ii)  The  sum  of  all  the  moments  of  force  acting  upon  it  is  zero. 

When  a  body  which  will  float  is  placed  in  the  water,  it  will 

therefore  sink  to  such  a  depth  that  the  water  displaced  is  equal 

to  its  own  weight.  The  first  of  the  two  conditions  is  then  satis- 
fied. But  when  the  body  is 
first  put  into  the  water  its 
center  of  gravity  G  will  not,  in 
7  general,  lie  in  the  same  vertical 
"  line  with  the  center  of  buoy- 
ancy B.    The  result  b  a  couple, 

as  indicated  in  Fig.  83,  which  tends  to  rotate  the  body  until  B 

and  G  do  lie  in  the  same  vertical  line.    Then  both  of  the  above 

conditions  for  equilibrium  will  be  satisfied. 
When  a  body  "  rolls  "  in  the  water,  as  indicated  in  Fig.  84, 

the  center  of  buoyancy  moves  in  the  body,  and  thus  describes 

a   curve  BB\    Fig.  84  (c).     The  center   of  curvature  of  this 

curve  described  by  tiie  center 

of  buoyancy  in  its  motion 

through  the  body  is  known 

as    the    metacenter.     The 

metacenter   may,  therefore, 

be  considered  as  the  point  ^^^^ 

in  a  floating  body  at  which 

the   upward   thrust   of    the 

water  is  applied.    The  con-  ^^ 

dition  for  stability  in  a  vessel  |^^^ 

is,  therefore,  that  its  meta-  ~zz^EIi3z}zzEirJ 

(c) 

center  shall  be  higher  than  ^  ^ 

its   center  of  gravity.    For 

then  if  a  boat  heels  over,  there  will  be  called  into  play  a  moment 

of  force  tending  to  right  it ;  but  if  the  metacenter  lies  bdow  the 

center  of  gravity,  then  when  a  boat  rolls  ever  so  little  there  will 

be  a  torque  tending  to  roll  it  still  farther. 

For  a  vessel  of  given  displacement  it  is  clear  that  the  stability 
varies  directly  as  the  metacentric  height.    The  capsizing  of  the 


Fio.  84. 
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British  gunboat  Capiain  in  the  Bay  of  Bbcay  with  great  loss  of 
life  in  1870  was  due  to  insufficient  metacentric  height  at  large 
angles  of  heel.  The  overturning  of  the  Eastland  in  the  Chicago 
River,  July,  1915,  appears  also  to  have  been  a  consequence  of  low 
metacentric  height.  Whether  the  metacenter  was  lowered  by 
overloading  or  by  letting  out  water  ballast,  is  quite  another 
question. 

A  ship  of  great  initial  stability  is  said  to  be  ''  stiff  " ;  one  of 
small  stability  is  described  as  '*  crank."  Dynamics  and  experi- 
ence alike  indicate  that  crank  boats  are  much  easier  and  more 
comfortable  in  a  rolling  sea.  Hence  the  Atlantic  liners  are  built 
with  a  metacentric  height  as  small  as  is  consistent  with  safety. 

II.  Hydrauucs 

162.  The  hydrostatic  problems  considered  thus  far  are  only 
those  in  which  the  forces  are  in  equilibrium  because  the  pressures, 
at  each  point,  are  equal  in  all  directions.  But  now  let  us  consider 
what  happens  when  two  bottles  are 
connected  as  in  Fig.  85.  At  C  there 
is  a  stopcock  which  retains  the  water 
at  a  height  h  in  the  vessel  A.  So 
long  as  the  stopcock  is  closed,  the 

pressure  on  any  element  of  the  liquid  in  the  small  tube  is  the 
same  on  the  right  as  on  the  left ;  but  when  the  cock  is  opened, 
the  pressure  on  the  right  is  only  that  of  the  atmosphere,  while 
that  on  the  left  is  considerably  greater.  The  result  is  that  the 
water  flows  from  the  left  to  the  right  until  it  stands  at  the  same 
level  in  each  bottle. 

How  does  this  happen?  One  reply  —  and  a  perfectly  valid 
one  —  b  that  this  is  merely  a  special  case  of  Newton's  second 
law.  But  in  order  to  look  at  the  matter  from  another  point  of 
view,  let  us  compute  the  potential  energy  of  a  mass  of  water  m :  — 

1.  When  it  is  all  confined  in  the  bottle  A, 

2.  When  equally  divided  between  the  bottles  A  and  B. 
Imagine  the  bottles  each  of  the  same  diameter  and  of  uniform 

diameter  throughout. 
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Let  h  denote  the  height  of  the  liquid  in  A  before  the  stopcock  C 
is  opened.  If,  now,  we  neglect  the  very  small  amount  of  liquid  in 
the  connecting  tube,  the  center  of  mass  of  the  liquid  when  it  is  all 
in  A  will  lie  at  a  height  h/2 ;  and  the  potential  energy  of  the  water 
with  reference  to  the  bottom  of  the  bottle  is  therefore  mg  •  h/2. 

When,  however,  the  stopcock  C  has  been  opened,  the  water 
is  shared  equally  by  the  two  bottles.  The  center  of  mass  in 
each  bottle  stands  at  a  height  h/A;  the  potential  energy  of  the 
water  in  each  bottle  is,  therefore  {ing/2){h/A) ;  and  the  total 
potential  energy  of  the  water  now  is  2(iwy/2)  h/A  or  mgh/A  in- 
stead of  mgh/2  as  in  the  preceding  case.  While  neither  the 
TTvass  nor  the  weight  nor  the  volume  of  the  liquid  has  changed, 
we  observe  that  the  potential  energy  has  diminished  by  50  per 
cent.  The  motion  of  the  liquid  —  the  fact  that  "  water  seeks 
its  level  "  —  is,  therefore,  simply  a  special  case  of  the  general 
dynamical  principle  that  the  potential  energy  of  a  system  at  rest 
tends  to  become  as  small  as  possible.    See  §  112. 

What  becomes  of  the  50  per  cent  of  energy  which,  in  this  par- 
ticular case,  ceases  to  be  potential? 

The  laws  of  fluid  friction  —  very  different  from  those  for 
solids  —  must  be  postponed  for  later  study. 

Speed  of  Efflux.    Torricelu's  Theorem 

163.  When  a  liquid  is  flowing  through  a  pipe,  such,  for  ex- 
ample, as  that  which  connects  the  two  bottles  in  Fig.  85,  one 
needs  frequently  to  know  not  only  to  what  height  the  water  will 
rise,  but  also  with  what  speed  the  liquid  will  flow  under  given 
conditions.  Owing  to  the  difficulty  of  handling  fluid  friction, 
a  general  answer  to  this  question  has  never  been  obtained. 

But  there  are  many  cases  in  which  friction  becomes  negli- 
gible; these  were  first  solved  by  Daniel  Bernoulli  (1700-1782), 
the  solution  being  described  in  a  theorem  which  bears  his  name. 
We  can  here  consider  but  a  single  special  case,  which  was  solved 
experimentally  in  1643  by  Torricelli,  the  lifelong  friend  and 
pupil  of  Galileo,  two  centuries  before  the  law  of  the  conservation 
of  energy  had  been  established. 
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Imafpne  a  tank  of  water,  in  the  side  of  which  ia  placed  an 
apetture  .1  (Fig.  86)  at  a  distance  h  below  the  upper  surface. 
With  what  speed  will  the  water  flow 
from  the  uperture?  Neglecting  ' 
rtioD,  it  is  permissible  to  apply 
law  of  the  conservation  of 
gy  to  the  ay  stem. 
I^Let  m  denote  the  mass  and  v 
speed  of  liquid  which  passes 
!  nperiiire  during  any  small  in- 
tenal  of  time,  such  that  the  upper 
levpl  of  the  liquid  will  not  be  appre- 
ciably altered.  The  kinetic  energy  liose, 
of  this  mass  as  it  leaves  the  aperture  is  J  mv^.  This  energy  has 
been  gained  at  the  expense  of  work  done  by  gravity.  The  loss 
in  potential  energj-  is  measured  by  the  amount  of  work  done  in 
rabing  the  mass  m  from  the  nozzle  to  the  upper  surface  of  the 
liquid  against  gra^nty.  This  is  mgh.  Since  the  increase  of  kinetic 
must  just  equal  the  diminution  in  potential,  we  have 


Bpersyn 


kv 


J  =  ^2gh. 


Eq.  68 


This  ia  the  theorem  of  Torricelli,  which  may  also  be  derived 
as  ■  special  c»se  of  the  elegant  theorem  of  Bernoulli  given  below. 
164.  It  has  been  known  since  early  Roman  times  that  the 
quantity  of  liquid  passing  through  an  orifice  in  a  given  time  may 
be  materially  increased  by  fitting  to  this  orifice  a  spout  which 
»hall  conform  as  nearly  as  possible  to  the  paths  of  the  water 
particles.  Otherwise  these  patlis  crowd  together  and  interfere, 
t  to  !pc*k,  and  give  a  diminished  cross  section  to  the  jet.  This 
Jlest  cross  section  is  i-alled  the  vena  rontracto.  It  is  the  area 
I  the  tma  amlTocta  which  must  be  used  in  computing  the  output 
of  any  orifice. 

BemoulH'x   Throrem 
In  goteral  the  motion  at  any  point  in  a  fluid  is  varying 
Instant  to  instant ;  but  there  are  many  cases  of  great  prac- 


i^U6.   Inf 
^^MD  instan 
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tical  importance  in  which  the  velocity  of  the  fluid  varies  from 
point  to  point,  but  remains  constant  at  any  ^ven  fixed  point. 

A  motion  of  this  kind  which  may  vary  with  position,  but  which 
does  nc4  vary  with  time,  is  said  to  be  steady.  The  path  which 
any  particle  of  fluid  describes  in  steady  motioa  is  called  a  stream 
line.  From  the  definition,  it  is  evideot  that  one  stream  line 
never  intersects  another ;  so  that  we  may  consider  a  tube  of  the 
fluid  bounded  by  these  stream  lines  as  an  isolated  pipe  through 
which  the  fluid  b  flowing  without  friction.  This  is  sometimes 
called  a  tube  of 
flow.  F^ve  tubes  of 
>  flow  are  represented 
in  Fig.  87. 

Let  us  now  con- 
sider the  still  more 
special  case  in  which 
the  fluid  is  incom- 
pressible. Water  is,  for  all  practical  purposes,  such  a  fluid ;  for 
an  increase  of  pressure  amounting  to  one  atmosphere  will  alter  its 
volume  by  only  one  part  in  20,000.  If  the  pipe  be  large  so  that 
friction  is  negligible,  we  may  apply  to  any  given  mass  of  this 
incompressible  fluid,  under  steady  motion,  the  principle  of  the 
conservation  of  energy ;  in  other  words,  we  may  equate  to  a  con- 
stant the  total  energy  of  a  given  mass  of  the  fluid  as  it  moves 
along  through  its  tube  of  flow. 

Let  us  consider  the  mass  of  unit  volume  which  is  numerically  the 
same  as  the  density  and  is  indicated  by  p.  Denote  the  velocity  of 
the  fluid  by  r ;  then  the  kinetic  energj"  of  unit  volume  is  J  pp*. 
The  potential  energy  of  unit  volume  due  to  position  is  clearly  pgh, 
where  A  is  its  elevation  above  the  horizontal  plane  of  reference. 
In  ad<lition  to  this,  the  unit  volume  has  potential  energy  due  to 
the  fact  that  it  is  under  pressure.  This  last  statement  will  be 
clear  when  one  considers  that  the  work  required  to  force  a  vol- 
ume, r',  of  incompressible  fluid  into  a  tank  under  constant  pressme, 
p,  is  pr'.  The  area  of  the  piston  multiplied  by  p  is  the  force ; 
the  product  of  the  ft»rce  by  the  length  of  stroke  of  the  piston  b 
pv',  and  is  also  the  work  done. 
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Equating  the  total  energy  per  unit  volume  to  a  constanti  we 
have  then  for  any  particular  tube  of  flow, 

iptl^  +  pgh  +  p  =  H  =  constant,  Eq.  69 

which  is  the  theorem  of  Bernoulli  (1738).     Upon  this  funda- 
mental equation  is  built  the  entire  science  of  hydraulics. 


Variation  of  Pressure  vyith  Speed 

166.  We  can  consider  here  only  a  single  illustration  of  this 
theorem  —  a  very  special  case ;  namely,  that  in  which  the  fluid 
flows  through  a  horizontal  pipe,  a  case  in  which,  by  proper  choice 
of  axes,  we  may  write  A  =  0.    Bernoulli's  Theorem  then  becomes 

J  pr*  +  p  =  constant,  Eq.  70 

which  means  that  when  particles  flowing  along  a  stream  line 
reach  a  portion  of  tfie  tube  where  tiie  speed  is  greater,  tiiey  at 
the  same  time  reach  a  point  where  tiie  pressure  is  less,  and  vice 
versa  \  for  otherwise  the  right-hand  member  of  the  equation 
could  not  remain  constant. 

Accordingly  if  a  fluid  be  forced  through  a  pipe  with  a  con- 
striction in  it,  such  as  shown  in  Fig.  88,  the  speed  at  b  will  be 
greater  than  either  at  a  or  at  c. 
Now  it  has  been  shown  experi- 
mentally by  attaching  upright 
tubes  at  these  three  points  that  •= 

the  pressure  is  least   where   the  

speed  is  greatest,  namely,  right  at  ^     _  _ 

•       •  •       •  J?  IQ.  oo. 

the  constriction.  This  is  the  ex- 
perimental fact  which  is  described  by  Eq.  70 ;  and  is  exactly  what 
one  would  expect  when  he  remembers  that  it  is  the  larger  pres- 
sure at  a  which  imparts  the  extra  speed  at  6.  This  particular 
case  was  first  described  by  the  Italian  Venturi  in  1797  and  is  the 
principle  used  in  the  "  Venturi  water  meter,"  invented  by  the 
American  engineer,  Clemens  Herschel,  in  1887. 

157.  The  various  other  applications  of  this  principle  which 
are  encountered  in  everyday  life  are  numerous  and  interesting. 


-» — 
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Following  is  a  short  list,  each  of  which  is  to   be  explained  in 
terms  of  Eq.  69. 

(i)  The  ordinary  atomizer;  an  air  jet  produced  by  squeezing 
the  bulb  lowers  the  pressure  sufficiently  to  raise  the  liquid  from 
the  bottle  to  the  nozzle. 

(ii)  The  Bunsen  filter  pump  or  aspirator, 
(iii)  The  forced  draught  in  a  locomotive  furnished  by  exhaust 
steam. 

(iv)  The  ball  nozzle,  shown  in  Fig.  89,  where  a  jet  of  fluid  is 
blown  so  rapidly  past  the  ball  that  the  atmospheric  pressure  on 
the  lower  side  of  the  ball  holds  it  up  snug  against  the 
socKeL. 

(v)  The  ciuA^ed  baseball,  where  the  pitcher,  by  giving 
the  ball  the  proper  twist,  can  make  it  deviate  either  to 
the  right  or  the  left  from  the  vertical  plane  in  which 
the  ball  leaves  his  hand.  If  for  the  moment  we  neglect 
gravity,  then  the  forces  which  act  upon  a  rotating  ball 
translated  through  still  air  at  a  given  speed  are  pre- 
cisely the  same  as  those  which  act  upon  a  rotating  ball 
with  its  center  at  rest  in  a  current  of  air  moving  over 
the  ball  with  the  same  speed  which  the  ball  had  in  the  first  case. 
Let  us  therefore  imagine  a  spinning  ball  tethered  in  a  current  of 
air,  such  as  that  represented  in  Fig.  90.    The  stream  lines  in  air 


Fig.  89. 


Fio.  90. 


will  be  approximately  those  shown  in  the  diagram.  The  sense  of 
rotation  of  the  ball  is  indicated  by  the  arrow  R.  The  passage 
of  the  air  over  the  upper  side  of  the  Imll  is  greatly  facilitated 
by  the  fact  that  the  top  of  the  ball  is  moving  in  the  same  direct 
tion  as  the  air.  Consequently  the  speed  of  the  passing  air  is 
greater  on  the  upper  than  on  the  lower  side  of  the  ball ;  and 
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with  greater  speed  there  goes  less  pressure,  according  to  Ber- 
noulli's Theorem. 

Hence  if  the  ball  leaves  the  pitcher's  hand  in  the  direction  indi- 
cated by  the  arrow  P,  and  rotates  in  the  sense  of  the  arrow  R,  it 
will  curve  toward  the  side  indicated  by  the  arrow  C;  in  other 
words,  a  ball  always  "  follows  its  nose."  A  golf  ball  behaves  in 
exactly  the  same  way.  A  *'  slice  "  is  produced  by  giving  the  ball 
a  clockwise  rotation  as  seen  from  above ;  a  ''  pull  "  is  produced 
by  rotation  in  the  opposite  sense ;  and  Tait  has  written  an  essay 
to  prove  that  "  underspin/'  in  which  the  nose  of  the  ball  is  moving 
vertically  upwards,  is  essential  to  the  long  carry.  All  these  facts 
were  thoroughly  established  by  Magnus  more  than  half  a  century 
ago. 

Problems 

208.  A  solid  cube  12  cm.  on  each  edge  is  made  of  a  material  whose 
density  is  13.5.  What  is  its  weight  in  a  vacuum  ?  Find  its  apparent 
weight  in  water.     Density  of  water  =  1.     Ans,     23,328  g.     21,600  g. 

209.  A  body  whose  volume  is  100  cm.'  has  a  density  of  1.4.  Find  its 
apparent  weight  in  alcohol  whose  density  is  0.8.  Ans.     60  g. 

210.  A  piece  of  wood  whose  density  is  0.6  floats  on  water.  The 
volume  of  the  wood  is  40  cm.'  What  is  the  volume  of  the  water  dis- 
placed? Ans,     24  cm.' 

211.  What  variation  in  pressure  would  be  produced  by  descending 
to  a  depth  of  76  cm.  of  mercury?  Density  of  mercury  is  13.546  at 
20**  C. 

212.  Find  the  speed  of  efflux  from  the  bottom  of  a  standpipe  which  is 
filled  with  water  to  a  height  of  30  ft. 

213.  A  wire  120  cm.  long  weighs  40  g.  in  air;  when  immersed  in 
water,  it  weighs  30  g.     Find  the  mean  diameter  of  the  wire. 

214.  If  a  submarine  boat  weighs  50  tons  and  displaces  3000  cu.  ft. 
when  immersed,  how  much  water  will  it  have  to  take  in  to  sink? 

Dufif,  Mechanics^  p.  258. 

216.  A  rectangular  vessel  partly  filled  with  water  is  given  an  accel- 
eration of  50  cm. /sec'  in  a  horizontal  direction.  Find  the  inclination 
of  the  free  surface  of  the  liquid.  Shearer y  461  a. 

216.  How  much  mercury  will  be  required  to  fill  a  cylindrical  tube 
of  5  mm.  internal  radius  and  100  cm.  length? 


( 
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317.  What  is  the  apecific  gravity  of  a  mibstaoce  such  that  3  ca.  in. 
of  it  weigh  a  pouDd  7 

218.  What  is  the  pressure  at  a  point  100  m.  below  the  surface  of  the 
sea,  the  density  of  the  sea  water  being  1.024T 

819.  A  piece  of  quarts  whose  density  is  2.7  weighs  50  g.  in  vacuo. 
What  will  be  its  apparent  weight  in  water? 

330.  Show  that  when  a  cubical  box  is  filled  with  water  the  total 
force  exerted  on  the  aides  and  bottom  of  the  box  is  three  times  the 
weight  of  the  water. 

321.  A  town  on  the  prairie  is  supplied  with  water  from  a  atsndpipe 
110  ft.  high.  What  pressure  will  be  available  on  the  first  fioor  of  a 
house  in  that  town  7 

333.  From  one  end  of  a  balance  beam  is  suspended  in  water  a  50- 
gram  braBs  mass.  From  the  other  end  of  the  beam  bangs  a  piece  of 
quartz,  also  suspended  in  water.  Given  the  density  of  brass  as  7.0, 
the  density  of  quartz  2.7,  and  the  fact  that  their  two  weights  are  in 
equilibrium,  find  the  weight  of  the  quarts. 

229.  A  silver  coin  having  a  density  of  9  is  dropped  into  a  lake  20  ft. 
deep.  How  long  will  it  take  the  coin  to  reach  the  bottom,  neglecting 
friction  7 

III.  Surface  Tension.  Capillaritt 
168.  When  two  liquids  are  brought  together,  either  they  mix 
and  diffuse  the  one  into  the  other,  or  they  do  not  mix,  and  cod- 
sequently  exhibit  what  are  known  as  the  phenomena  of  surface 
ten.sion.  In  these  capillary  phenomena,  as  they  are  sometimes 
called,  the  very  laws  of  hydrostatics  which  we  have  just  been 
studying  appear  to  be 
contradicted. 

Arrange  two  U-tubes 

(as    in    Fig.   91),    the 

smaller  arm  having  an 

inner  diameter  of  from 

one  to  two  millimeters. 

Partly  611  one  U-tube 

with  mercury  and  the  other  with  water :  the  mercury  in  the  small 

arm  <ioos  not  rise  so  high  as  in  the  large ;  whQe  with  the  water 

the  reverse  is  true.     Either  of  these  phenomena  is  suffident  to 
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show  that,  in  communicating  vessels,  liquids  do  not  always  stand 
at  the  same  height.  But,  as  noted  above  (§  142),  this  is  only  the 
fact  when  the  conununicating  vessels  have  the  same  diameter,  or 
when  each  is  large. 

Any  one  who  has  ever  placed  a  small  drop  of  mercury  on  a 
plate  of  glass  knows  that  its  center  of  mass  stands  at  some  dis- 
tance, perhaps  a  millimeter,  above  the  surface  of  the  glass  (see 
Fig.  92).    This  phenomenon,  on  its  face,  would  appear  to  be  an 

exception  to  the  general  dynamical  prin-      A 

ciple  that  the  potential  energy  of  a  system     "^  ^ 

tends  always  to  a  minimum.    Why  does   Fio. 92. -Mercury  on  gia«. 

not  the  drop  flatten  out?  Why  does  not  its  center  of  mass 
assume  a  lower  position?  Our  task  now  is  to  show  that  these 
contradictions  are  only  apparent,  and  that  the  phenomena  of  the 
liquids  in  the  U-tube  and  the  phenomenon  of  the  drop  of  mercury 
are  in  perfect  accord  with  general  principles  already  known.  In 
the  discovery  of  tfie  harmony  between  any  one  trutii  and  all  other 
truths  lies  the  essential  feature  of  an  ''  explanation." 

169.  No  one  can  try  the  following  qualitative  experiments 
without  being  impressed  with  the  fact  that  liquids  in  air  behave 
very  much  as  if  they  were  contained  in  a  sac  or  thin  membrane, 
continually  holding  them  in  position. 

1.  A  glass  rod  dipped  into  a  tumbler  of  water  picks  up  a  drop 
and  carries  it  on  the  end  of  the  rod  as  if  a  little  rubber  bag  were 
tied  about  the  end  of  the  rod  and  filled  with  water. 

2.  A  falling  raindrop  nearly  always  assumes  a  spherical  shape 
as  if  it  were  inclosed  in  a  skin  of  some  sort,  and  this  skin  were 
continually  compressing  it  into  ihe  smallest  possible  volume. 

3.  In  a  camel's-hair  brush,  when  dry,  the  individual  hairs 
stand  apart  to  some  extent,  giving  it  a  rather  bushy  appearance. 
Dip  the  camel's-hair  brush  into  a  tumbler  of  water;  the  same 
bushy  appearance  remains.  Remove  the  wet  brush  from  the 
water  to  the  air;  the  film  of  adhering  water  at  once  binds  the 
individual  hairs  together  as  a  band  does  a  sheaf  of  oats.  The 
liquid  in  air  acts  as  if  it  were  covered  by  a  film  always  tending 
to  contract. 

4.  A  piece  of  clean,  fine  wire  gauze  may  be  bent  into  the  shape 
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of  a  small  open  box.    Water  may  be  poured  into  this  box  to  a 
considerable  depth  without  its  nimuDg  through  the  meshes. 

5.  One  may  make  a  mixture*  of  alcohol 
.  and  water  that  will  have  very  nearly  the 

same  density  as  olive  oil  —  a  combination 
known  as  Plateau's  Mixture.  A  drop  of  oil 
placed  in  this  liquid,  as  indicated  in  Fig.  93, 
will  not  inix  with  it,  nor  will  it  be  affected 
by  gravity.  How  do  you  explain  the  per- 
fectly spherical  shape  which  the  oil  assumes? 

6.  One  of  the  simplest  methods  of  observ- 
ing this  phenomenon  of  liquid  surfaces  is  the 
following,  due  to  Van  der  Mensbrugge :  — 

Make  a  strong  solution  of  castile  soap. 
Bend   a   piece   of   aluminum   wire    (about 

No.  20  or  No.  25)  into  the  shape  shown  in  Fig.  94,  making 

the  diameter  of  the  ring  about  two  inches.    At  some  point  A 

of  this  ring  tie  a  loop  of  )^ 

thread  B.     If,  now,  the 

ring  be  dipped  into  the 

soap  solution,  a  film  will 

spread  over  it.    This  film 

has    two  surfaces    inclos- 
ing  a  thin   layer  of   the 

soap     solution     between 

them.     The  thread  floats 

on  the  film ;  now  with  the  point  of  a  lead  pencil  puncture  the 

film  at  some  point  within  the  loop  of  thread  B. 

^  Each  surface  of  the  film 

between  the  wire  and  the 
thread  now  tend*  to  become 
as  small  as  possible,  as  is 


•  About  60  per  oant  of  aloo- 
hol  (density  0.806)  and  40  per 
cent  of  waMr  will  give  a  mixture 
whiph  is  nearly  right  for  ordi- 
nary olive  oil  (density  0.917). 


Fro.  M. 


Flo.  05. — Soap  film  awumius  unatlcst  sr«k. 
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indicated  by  the  fact  that  the  area  within  the  loop  tends  to 
become  as  large  as  possible,  i.e.  the  loop  assumes  a  circular  form, 
as  shown  in  Fig.  95. 

160.  Such  evidence  as  this  proves  that  if  we  enlarge  a  liquid 
surface  we  shall  have  to  do  work  upon  it  just  as  truly  as  if  we 
stretch  a  rubber  band  or  inflate  a  bicycle  tire.  On  the  other  hand, 
if  a  surface  contracts,  it  exerts  a  force  in  so  doing,  and  thus  does 
work  for  us. 

A  wire  is  easily  bent  into  the  shape  indicated  in  Fig.  96.  Dip 
this  wire  into  a  soap  solution  to  cover  it  with  a  film.  If,  now, 
a  small,  straight  wire,  CD,  is 
laid  across  the  frame,  the  film 

on  the  B  side  may  be  broken  //^^/^..^        B  ^ 

out  with  the  finger.  The  two 
surfaces  on  the  A  side  will  exert 
a  certain  definite  force  and  draw  ^°-  »«.- Work  d^e  by  a  contractin, 

the  bar  CD  quickly  to  the  end 

of  the  frame.  The  total  force  thus  exerted  upon  the  bar,  divided 
by  twice  the  width  of  the  film,  will  give  the  force  per  centimeter 
¥rtiich  a  sixigle  liquid  surface  exerts  upon  the  cross  bar.  This 
quantity  is  naturally  measured  in  dynes  per  centimeter,  and  is 
called  the  surface  tension  of  the  liquid.  Surface  tension  is 
denoted  by  T.        

Suppose  the  bar  CD  is  displaced  a  distance  x,  as  indicated  in 
the  figure.  The  force  which  we  must  use  to  do  this  is  2  T  •  CD 
dynes.  The  toork  which  one  must  perform  is  {2  T  •  CD)x  ergs. 
The  increase  in  area  is  2  x  •  CD  square  centimeters.  For  the 
film  has  two  surfaces. 

Consequently,  the  amount  of  energy  in  unit  area  is 


2x'T'  CD/2 X'CD  =T. 

According^  we  may  define  the  surface  tension  of  any  liqtud 
as  the  amount  of  potential  energy  in  unit  area  of  its  surface,  a 
definition  which  is  strictly  eqtiivalent  to  tiie  one  given  above. 

And  now  we  see  that,  when  a  drop  of  mercury  gathers  itself 
up  into  a  little  round  globule,  lifting  its  center  of  gravity  above 
the  plate  on  which  it  rests,  it  does  so  in  order  to  make  its  sur- 
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face  as  small  as  possible,  and  thus  reduce  its  potential  energy 
to  a  minimum.  So  far,  therefore,  from  violating  our  previous 
experience,  this  behavior  of  liquid  surfaces  is  quite  in  accord 
with  it. 

161.  Before  examining  more  closely  into  the  nature  of  this 
energy  which  we  have  found  resident  in  the  surface  of  a  liquid, 
it  will  be  necessary  to  show  that  liquid  particles  attract  their 
immediate  neighbors  just  as  solid  particles  do.  A  crayon  of 
chalk  is  more  or  less  difficult  to  break,  because  across  any  sec- 
tion of  it  the  particles  on  one  side  are  attracting  the  particles 

on  the  opposite  side  with  considerable  force. 
That  this  same  phenomenon  happens  in 
liquids  may  be  conveniently  demonstrated  by 
a  tube  partially  filled  with  water  and  then 
freed  from  air  and  sealed  —  what  is  ordinarily 
called  a  *'  water  hammer."  The  liquid  in  a 
tube  of  this  kind  may,  without  difficulty,  be 
made  to  assimie  the  position  indicated  in 
Fio.  97.^^at©rham-  ^^S-  97,  an  experimental  fact  which  it  is 
mer.  illustrating  co-  difficult  to  explain  cxccpt  by  assuming  that 
esionin  iqui  s.  ^j^^  glass  walls  of  the  tubc  attract  the  adja- 
cent particles  of  water,  and  these  particles  in  turn  attract  the 
neighboring  particles  of  water ;  and  so  on,  throughout  the  entire 
mass  of  liquid.  These  forces  —  which  are  imperfectly  understood 
—  are  sufficiently  great  to  sustain  the  excess  of  weight  of  one 
column  over  the  other. 

162.  Another  fact  which  is  very  certain  is  that  there  is  noth- 
ing of  the  nature  of  an  actual  membrane  stretched  over  the  free 
surface  of  a  liquid;  for  actual  ordinary  membranes  (i)  are  not 
perfectly  extensible  and  contractile,  and  (ii)  do  not,  in  general, 
show  the  same  tensile  force  in  all  directions;  nor  (iii)  is  this 
tensile  force  independent  of  the  thickness  of  the  film. 

How,  then,  is  this  apparent  membrane  and  this  surface 
energy  to  be  explained?  The  following  answer,  for  the  sake 
of  its  admirable  clearness  and  comprehensiveness,  is  taken  from 
Professor  W.  F.  Magic's  Lectures  on  Physics,  Sec.  67  (Princeton, 
1904) : — 


SOME  SPECIAL  PROPERTIES  OF  MATTER  177 

''  The  general  laws  of  hydrostatics  depend  upon  the  principle  that  a 
liquid  subject  to  the  attraction  of  gravity  will  be  in  equilibrium  only 
when  its  configuration  is  such  that  the  action  of  gravity  on  it  intro- 
duces no  shearing  stresses.  Now  gravity  is  not  the  only  force  which 
acts  on  the  liquid.  Its  parts  also  exert  forces  of  cohesion  on  each  other, 
and  true  equilibrium  will  not  be  reached  until  the  liquid  assumes  such 
a  position  that  these  forces  of  cohesion  so  act,  together  with  the  weights 
of  the  parts  of  the  liquid,  as  to  introduce  no  shearing  stresses.  We  can 
explain  all  the  phenomena  which  are  treated  under  capillarity  by  taking 
these  forces  of  cohesion  into  account.  It  is  not  necessary  for  us  to 
know,  and  in  fact  we  do  not  know,  the  way  in  which  the  cohesion  de- 
pends upon  the  masses  of  the  interacting  parts  and  the  distances  be- 
tween them.  It  is  necessary,  however,  to  assume  this  much,  that  the 
force  of  cohesion  exerted  by  a  small  part  or  element  of  the  body  acts 
only  on  those  elements  which  are  in  its  immediate  neighborhood.  That 
is,  we  assume,  as  the  law  of  the  force  of  cohesion  between  elements, 
that  the  force  between  contiguous  elements  is  very  great,  and  dimin- 
ishes very  rapidly  when  they  are  separated,  so  as  to  become  imper- 
ceptible, even  when  the  distance  between  them  is  still  very  small. 
This  general  law  of  cohesive  forces  is  illustrated  by  the  behavior  of  an 
iron  bar  when  we  break  it.  It  requires  a  very  great  force  to  break  it ; 
but  after  it  is  broken,  even  though  the  two  surfaces  at  the  break  are 
fitted  together  again  with  the  utmost  nicety,  the  two  parts  can  be  sepa- 
rated with  no  perceptible  effort. 

''  Because  of  the  short  distance  within  which  an  element  of  the  liquid 
acts  on  its  neighbors,  those  elements  which  lie  below  the  surface  by  a 
depth  equal  to  this  distance,  which  we  call  the  range  of  action,  are  in 
equilibrium  under  the  action  of  their  neighboring  elements.  It  is 
only  those  elements  which  lie  in  or  very  near  to  the  surface  which  are 
attracted  unequally  in  different  directions.  These  unequal  attractions, 
acting  on  the  elements  of  the  surface  film,  will  produce  a  peculiar  con- 
dition in  it.  This  will  be  the  same  for  all  parts  of  the  surface,  owing 
to  the  minuteness  of  the  range  of  action,  so  long  as  the  radius  of  curva- 
ture of  the  surface  is  not  very  small,  that  is,  is  not  of  the  same  order 
of  magnitude  as  the  range  of  action.  Thomas  Young  (1773-1829) 
suggested  that  the  special  action  of  the  cohesive  forces  in  the  surface 
film  may  be  represented  by  supposing  the  film  to  be  under  tension, 
similar  in  general  to  that  in  a  stretched  membrane.  This  tension 
should  be  the  same,  in  the  case  of  any  given  liquid,  for  all  parts  of  its 
surface.  It  is  called  the  surface  tension,  and  its  numerical  value, 
when  determined  for  the  surface  of  separation  between  any  two  bodies, 
is  a  characteristic  number  for  those  bodies.  The  position  of  the  liquid 
column  in  the  capillary  tube,  or  any  of  the  other  phenomena  ascribed 
to  capillary  action,  are,  on  this  view,  due  to  equilibrium  between  the 
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weights  of  the  parts  of  the  liquid  and  the  forces  due  to  the  tensions 
acting  in  curved  portions  of  the  surface  film. 

**  Another  useful  concept  for  the  study  of  capillary  phenomena  was 
introduced  by  Gauss  (1777-1855).  It  is  now  called  surface  energy. 
It  is  plain  from  the  consideration  of  the  action  of  the  cohesive  forces, 
that  when  the  surface  of  a  liquid  mass  is  enlarged,  the  potential  energy 
of  the  liquid  is  increased  on  that  account.  For  the  surface  can  only  be 
enlarged  by  the  passage  of  elements  of  the  liquid  from  the  interior  mass 
into  the  surface  film.  Each  of  the  elements  in  the  film  is  drawn  inward 
toward  the  interior  by  a  force  of  cohesion,  and  hence  negative  work  is 
done  on  all  the  elements  which  pass  out  from  the  interior  into  the 
surface  film.  The  negative  work  thus  done  is  equivalent  to  an  increase 
in  the  potential  energy  of  the  liquid.  The  surface,  therefore,  possesses 
an  energy  peculiar  to  itself,  proportional  to  the  extent  of  surface  and 
characteristic  of  the  bodies  separated  by  the  surface.  For  a  given 
surface  its  numerical  value  is  the  same  as  that  of  the  surface  tension 
for  the  same  surface. 

"  By  the  aid  of  this  concept  of  surface  energy  all  the  phenomena  of 
capillarity  may  be  explained  as  illustrations  of  the  general  principle 
that  the  potential  energy  of  a  system  of  bodies  at  rest  tends  to  become 
the  least  possible.'' 


Liquid  Jets 

163.   When  a  continuous  stream  of  liquid  flows  from  a  tap 
or  garden  hose  and  breaks  up  into  small  drops,  the  phenomena 

occur  in  such  rapid  succession  that  the  eye 
cannot  follow  them  with  any  certainty.  In 
order  to  reduce  the  rapidity  with  which  these 
events  occur  Plateau  arranged  a  large  drop  of 
olive  oil  between  two  rings  —  one  capable  of 
moving  up  and  down  above  the  other  —  as 
shown  in  Fig.  98  —  the  whole  immersed  in  a 
mixture  of  alcohol  and  water  of  the  same 
densitv  as  oil. 

By  sliding  the  rod  A  up,  the  globule  of  oil 
elongates  itself  in  tlie  same  way  that  it  would 
if  it  were  falling  freely  under  gravity  from  a 
nozzle.     It  is  found  that  the  column  of  oil  be- 
comes unstable  when  its  length  exceeds  its  circumference,  and 
that  the  surface  tension  proceeds  first  to  form  a  sort  of  waist  and 
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then  to  pinch  the  column  in  two,  leaving  between  the  two  parts 
a  small  drop  such  as  that  pictured  in  Fig.  99.    The  first  three  of 


Fio.  99. 


o 


o 

0 

o 
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these  figures  represent  the  behavior  of  the  drop  of  oil 
in  Plateau's  Mixture;  the  right-hand  figure  refers  to 
the  jet  of  water. 

Instantaneous  photographs  of  jets  of  water,  falling 
freely,  show  that  they  are  pinched  off  by  surface  ten- 
sion in  precisely  this  manner.  ^ 

Capillary  Phenomena 

164.  When  a  solid  is  partially  inmiersed  in  a  liquid,  either  one  of 
two  things  may  happen;  namely,  the  particles  of  the  solid  may 
attract  those  of  the  liquid  more  strongly  than  the  particles  of 
liquid  attract  each  other,  in  which  case  the  liquid  is  said  to  "  wet  " 
the  solid ;  or  the  particles  of  the  liquid  may  cohere  with  a  greater 
force  than  that  with  which  the  particles  of  the  solid  attract  them, 
in  which  case  the  liquid  "  does  not  wet  "  the  solid. 

OLAM 
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Fio.  100. — A  solid  which  is  wet 
l^  the  liquid. 


—   MERCURY 


Fio.  101.  — A  solid  which  is  not 
wet  by  the  liquid. 


In  the  former  case  the  liquid  appears  to  run  up  the  side  of  the 
solid,  as  shown  in  Fig.  100 ;  while  in  the  latter  case  the  liquid  is 
depressed  in  the  neighborhood  of  the  solid,  as  indicated  in  Fig.  101. 
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The  angle  at  which  the  liquid  stuf  ace  meets  flie  immersed  por- 
tion of  the  solid  is  perfectly  definite  and  is  known  as  the  angle 
of  contact. 

166.  If  the  immersed  solid  be  in  the  form  of  a  fine  glass  tube 
as  shown  in  horizontal  and  vertical  section  in  Fig.  102,  it  is  ob- 
served that  water  will 
rise  to  a  much  greater 
height  on  the  inside  than 
on  the  outside. 

Let  T  denote  the  sur- 
face tension  of  water,  r 
the  radius  of  the  tube,  a 
the  angle  of  contact,  D 

^ the    density    of    water; 

FIr]£'^f"j^    then   A,    the   excess    of 
111  ~ZS~~J1    height,    may    be    com- 

puted  as  follows :  — 
The  upward  compo- 
nent of  the  force  per  unit  length  acting  at  each  point  where  the 
liquid  surface  touches  the  inside  wall  of  the  tube  is  T  cos  a. 
Hence  the  total  force  along  the  direction  of  the  axis  of.  the  tube 
is  2  Trr  r  cos  a.  The  total  weight  of  the  colunm  of  liquid  raised 
above  the  level  of  the  outside  liquid  is  wr^hDg.  Since  these  two 
are  the  only  forces  acting  upon  the  liquid  colunm,  their  sum  must 
be  zero.     Hence  we  have 

2  r  cos  a  -  rhDg  =  0, 

a  single  equation  which  serves  to  determine  h,  and  which  shows 

that,  other  things  remaining  the  same,  Aoc-,  a  fact  which  is 

r 
known  as  Jurin's  Law. 


Fio.  102. 


Attraction  and  Repulsion  of  Floating  Bodies 

166.  Another  curious  consequence  of  the  elevation  and  de- 
pression of  liquids  on  the  surface  of  immersed  solids  is  the  attrac- 
tion of  floating  bodies  such  as  may  be  observed  about  the  edge 
of  any  quiet  lake,  where  all  the  little  twigs  that  have  fallen  into 
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the  water  will  be  found  attached  either  to  each  other  or  to  the 

shore  as  If  tied  up  to  a  wharf. 

An  after-dinner  method  of  observing  this  phenomenon  is  to 

take  two  English  walnut  sheUs,  and  float  them  in  a  finger  bowl. 

It  will  be  found  that  one  of  these  shells  will  tow  the  other  about 

with  perfect  ease,  the  only  connection  between  the  two  being  the 

liquid  film  which  rises  between  them. 
This  state  of  affairs  b  diagrammatically  represented  in  Fig.  103, 

and  may  be  completely  explained  by  reference  (§  148)  to  the 

following  general  principle ; 

namely.   Over   any   portion 

cf  the  free  rurface  of  a  liquid 

which  it  plajie,  and  at  all 

points  in  the  liquid  which  are 

at  thit  same  level,  the  pres- 

ture  is  conHaiU  and  is  equal 

to   that  of   the   atmosphere. 

As  one  ascends  in  the  liquid 

from  this  level  the  pressure 

dinanishes;    as  one  descends  in  the  liquid,  the  pressure  i 

Thus  in  Fig.  103,  the  pressure  at  6  is  the  same  as  that  at  a ; 

and  the  pressure  at  each  of  these  points  is  that  of  the  outside 

atmosphere.     As  one  ascends  to  the  point  c  between  the  two 

floating  nut  shells,   the  pressure  diminishes,   while  outside  the 

liquid  the  pressure  remains  that  of  the  atmosphere.     The  result 

is  a  force  in  the  direction  from  the  greater  to  the  less  pressure, 
yi         N  which  holds  the  two  bodies 

together,  so  that  if  one  shall 
be  pulled  about  in  the  finger 
bowl  it  will  tow  the  other 
behind  it. 

167.  Oddly  enough  the 
same  thing  happens  when 
neither  of  the  two  floating 
bodies  is  wet  by  the  liquid, 

as  for  instance  two  pieces  of  paraffine  or  two  pieces  of  beeswax, 

a  case  whidi  is  diagrammed  in  Fig.  104.     Here  the  pressure  at  a 


182  GENERAL  PHYSICS 

13  that  of  the  atmosphere;  the  pressure  at  m  is  considerably 
greater ;  while  at  n,  on  the  same  level  with  m,  but  in  the  open 
air,  the  pressure  b  only  that  of  the  atmosphere. 

The  result  b,  therefore,  two  forces  in  the  direction  of  the  arrows 
tending  to  hold  the  two  bodies  together. 

168.  Only  one  other  possibiUty  remains,  namely,  one  of  the 
bodies  may  be  wet  and  the  other  one  not.  When  two  such  bodies 
float  near  each  other,  it  will  be  observed  that,   in  the  r^on 

between  them  (Fig.  105) 
the  liquid  does  not  rise 
quite  so  high  against  the 
~-^  wetted  one  as  it  does  on 
'_  2  the  ovtnde  of  the  wetted 
~  one.  Note  also  that  in 
~\  the  region  between  the 
bodies  the  liquid  rises  a 
little  higher  against  the 
body  which  is  not  wet  than  it  does  on  the  outside  of  this  same  body. 
Following  the  ordinary  laws  of  dynamics,  as  in  the  preceding 
cases,  the  pressure  at  a,  at  i,  and  at  /  is  that  of  the  atmosphere ; 
pressure  at  h,  and  at  e,  which  is  on  the  same  level,  is  greats  than 
that  of  the  atmosphere.  Hence  there  is  a  force  from  e  towards 
i  as  indicated  by  the  arrow. 

The  pressure  at  s,  which  is  higher  in  the  liquid  than  a,  is  less 
than  that  of  the  atmosphere,  resulting  in  a  force  from  /  towards 
s,  as  shown  by  the  arrow.  Accordingly  the  two  bodies  appear 
to  repel  each  other. 

Many  floating  bodies,  by  being  slightly  elevated  or  depressed 
in  the  water,  may  be  made  to  act  either  as  bodies  which  are  wet 
or  not  wet  by  the  liquid.  It  is  often  convenient  thus  to  illus- 
trate all  three  cases  by  the  use  of  only  two  different  bodies. 

169.  There  is  a  host  of  other  beautiful  phenomena  which 
fall  under  the  head  of  capillarity,  such  as  those  of  thin  soap 
films,  the  variation  of  surface  tension  with  impurities,  electric 
field,  etc. ;  but  these  must  be  left  for  outside  reading  and 
observation. 

Two  remarks,  however,  before  passing  to  a  new  chapter.    The 
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spreading  of  a  drop  of  oil  over  the  surface  of  water  or  of  iron  is  a 
phenomenon  of  especial  interest  to  the  engineer ;  for  on  this  prop- 
erty depends  the  lubricating  effect  of  oil  upon  surfaces  which  would 
not  otherwise  be  reached  by  the  lubricant  or  would  not  retain  the 
lubricant,  e.g.  the  pallet  of  a  clock. 

The  surface  tension  of  water  is  diminished  by  almost  any  sub- 
stance —  even  soap  —  which  one  may  dissolve  in  it.  The  tenac- 
ity of  a  soap  solution,  making  possible  the  exquisite  soap  bubbles 
of  childhood,  arises  from  the  increase  of  viscosity  —  temporary 
rigidity,  so  to  speak  —  conferred  by  the  soap. 

Problems  on  Capillarity 

224.  Two  mercury  globules,  of  radii  2  mm.  and  1  mm.,  respectively, 
are  brought  into  contact.  They  unite  and  form  one  globule.  Com- 
pare the  surface  of  this  globule  with  the  sum  of  the  surfaces  of  the  two 
globules  before  union.  Compare  the  sum  of  the  surface  energies  be- 
fore union  with  that  after  union. 

226.  How  is  it  that  you  can  round  the  end  of  a  glass  rod  by  holding 
it  in  a  Bunsen  flame  ? 

226.  Chemists  often  use  a  solid  glass  rod,  instead  of  a  funnel,  in 
pouring  a  liquid  from  one  vessel  to  another.     Explain  this. 

227.  Find  the  pressure,  due  to  surface  tension,  inside  a  spherical 
drop  of  pure  water  whose  radius  is  2  millimeters.  The  value  of  the 
surface  tension  for  pure  water  in  air  is  75  dynes  per  centimeter. 

228.  How  high  wiU  pure  water  rise  in  a  glass  tube  whose  internal 
diameter  is  ^  mm.  ?    Assume  the  angle  of  contact  to  be  zero. 

229.  Find  the  pressure  in  a  spherical  soap  bubble  which  is  8  centi- 
meters in  diameter,  assuming  the  surface  tension  as  30  dynes  per  centi- 
meter. 

230.  Explain  by  a  diagram  on  the  blackboard  just  how  it  happens 
that  a  jet  of  water  flowing  from  a  tap  breaks  into  drops  at  a  short  dis- 
tance below  the  nozzle. 

231.  An  inverted  U-tube  supports  two  soap  bubbles,  one  from  each 
arm  of  the  tube.  The  diameter  of  one  bubble  is  3  cm.,  the  diameter 
of  the  other  1  cm.  If  the  tube  be  left  to  itself,  which  bubble  will  in- 
crease in  size,  and  why  ? 

232.  How  does  surface  tension  determine  the  size  of  the  drop  of 
liquid  which  may  be  held  on  the  end  of  a  glass  rod  ? 
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233.  When  a  soap  bubble  breaks,  it  is  observed  that  the  water  is 
thrown  violently  in  many  directions.     Explain. 

234.  A  test  tube  is  filled  with  dry  sand  at  the  temperature  of  20^  C. 
If  this  sand  be  moistened  by  pouring  on  a  little  water  at  20^  C,  is  there 
any  reason  for  thinking  that  the  temperature  of  the  mixture  will  be 
different  from  20°  C.  ? 

Properties  op  Gases 

170.  Most  of  the  theorems  which  we  have  just  been  studying 
under  the  subject  of  Hydrostatics  are  quite  as  true  for  fluids  in 
general  as  for  liquids;  all  of  them,  in  fact,  except  those  which 
refer  to  the  "  free  surface  "  of  a  liquid.  For  this  "  free  surface  " 
is  precisely  the  thing  which  we  do  not  find  in  gases.  A  gas  might, 
indeed,  be  defined  as  a  body  which  has  no  free  surface. 

A  sailing  vessel  under  way,  a  tree  bending  to  a  breeze,  a  bank 
of  sand  raised  by  the  wind,  is  each  an  evidence  that  this  air, 
upon  which  we  are  so  dependent  for  life,  is  something  which 
can  hand  over  momentum  to  other  bodies.  Any  one  who  has 
ever  pedaled  a  wheel  against  a  head  wind  knows  that  air  exerts 
pressure  when  in  motion,  and  that  air,  therefore,  probably  has 
inertia.  The  boy  who  has  blown  up  a  paper  bag  for  the  pur- 
pose of  bursting  it  between  his  hands  knows  at  least  that  the 
inclosed  air  is  a  body. 

The  lad  who  has  lifted  a  brick  with  a  piece  of  wet  leather  and 
a  string  (Fig.  106)  knows  that  he  must  keep  the  edges  of  the 

leather  down  snug  on  the  brick;   and 


--r^^ 


that,  when  he  does  so,  the  earth's  atmos- 
phere, without  diflBculty,  keeps  the  brick 
up  snug  against  the  leather,  except  in  the 
middle.-  Here  the  leather  has  been  lifted, 
and  has  in  turn  lifted  the  whole  column 
of  the  earth's  atmosphere,  leaving,  on  top 
of  the  brick,  a  space  in  which  there  is 
practically  no  air. 

F.O.  106.  -  The  ••  Backer."  ^^  ^"'"''^"^f  ^'^^«'  ^'^^^^'  essentially 

as  familiar  with  these  facts  as  we  are ; 
at  any  rate,  they  were  familiar  with  several  kinds  of  pumps  de- 
pendent upon  these  principles.    Of  the  connection  between  these 
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Fio.  107. — Section  of  sucker 
shown  in  Fig.  106. 


various  facts  it  appears  that  they  had  little  or  no  conception. 

But  since  the  essential  feature  of  scientific  knowledge  consists 

not  only  in  knowing  the  facts,  but  also 

in   knowing   the    connection    between 

them,  we  proceed  to  the  consideration 

of  some  of  the  properties  of  gases  and 

of  their  connection  one  with  another. 

171.  Before  the  time  of  Galileo  nearly 
all  the  phenomena  of  pmnps  were  ex- 
plained by  saying  that  "  nature  abhors 
a  vacuum."  And  this  horror  vacui  is  a 
fairly  good  explanation ;  it  will,  in  any 
event,  explain  a  large  part  of  the  more 
familiar  phenomena,  such  as  those  of  air  pumps  and  barometers. 
In  addition  to  this  *'  horror  of  a  vacuum,''  it  was  proved  by 
Galileo  that  air  had  weight.  This  he  accomplished  by  weighing 
a  bottle  into  which  he  had  pumped  two  or  three  times  its  volume 
of  air,  and  afterward,  having  allowed  the  excess  of  air  to  escape, 
again  weighing  the  bottle.  For  Galileo's  own  account  of  this 
experiment  see  his  Two  New  Sciences,  pp.  78-80  (Macmillan,  1914). 

These  were  two  capital  discoveries:    (1)  that  nature  abhors  a 
vacuum,  and  (2)  that  air  has  weight. 

172.  Torricelli   (1608-1647)   showed,   by  a  justly  celebrated 

experiment,  the  connection  between  these  two 
facts ;  namely,  nature  abhors  a  vacuum  because 
the  air  has  weight.  Torricelli 's  experiment  was 
as  follows :  Taking  a  tube  more  than  76  cen- 
timeters long  and  closed  at  one  end  (Fig.  108), 
he  filled  it  with  mercury,  and  placing  his  finger 
over  the  open  end,  inverted  the  tube  in  a  dish 
of  mercury.  The  column  of  mercury  fell  a  short 
distance,  but  remained  standing  in  the  tube  ap- 
proximately at  the  height  of  76  centimeters 
above  the  surface  of  the  mercury  in  the  dish. 

Torricelli  ascribed  the  support  of  this  column 
of  mercury  to  the  pressure  of  the  atmosphere,  and  explained  the 
pressure  in  turn  as  due  to  the  weight  of  the  atmosphere.    He 


Fig.  108.  — Torricel- 
li*8  experiment. 
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showed,  indeed,  that  the  weight  of  the  earth's  atmosphere  is  very 
approximately  that  of  an  ocean  of  mercury  covering  the  earth 
to  the  depth  of  76  centimeters. 

These  views  of  Torricelli  were  verified  in  1648  by  Pascal,  who 
carried  the  inverted  tube  to  the  top  of  the  Tour  St.  Jacques  in 
Paris  and  found  that  the  mercury  fell  as  he  ascended.  Later 
Pascal  had  the  inverted  tube  carried  to  the  top  of  Puy  de  Ddme, 
a  mountain  in  France ;  here  the  mercury  fell  seven  or  eight  centi- 
meters during  the  ascent.  Robert  Boyle  in  1664  gave  to  this 
inverted  tube  the  name  barometer. 

The  evidence  for  thinking  that  we  reside  at  the  bottom  of  an 
ocean  of  air,  exerting  its  pressure  equally  in  all  directions,  was  com- 
pleted by  Otto  von  Guericke,  who  devised,  in  1650,  a  pump  exactly 
like  a  single-acting  air  pump,  only  the  valves  were  not  automatic. 
This  enabled  him  to  remove  the  greater  i>art  of  the  air  from  a 
glass  vessel  attached  to  the  pump.  In  the  nearly  vacant  space 
thus  formed  he  found  that  the  pressure  was  much  less  than  that  of 
the  outer  air,  and  on  opening  the  valve,  air  would  immediately 
rush  in  until  the  pressure  within  became  equal  to  that  without. 

Scientists  have  agreed  to  adopt  76  centimeters  as  the  standard 
height  of  the  barometer  at  sea  level ;  and  the  pressure  required 
to  support  a  column  of  mercury  of  this  height  is  known  as  the 
normal  atmospheric  pressure.    See  §  144. 

From  the  observed  height  of  the  barometer  at  any  time,  we 
can  readily  calculate  the  pressure  of  the  atmosphere.  For  in 
Fig.  108  the  pressure  B  over  the  free  surface  of  the  mercury  in 
the  basin  is  that  of  the  atmosphere;  while  the  pressure  at  the 
same  level  inside  the  tube  is  that  due  to  a  column  of  mercury 
whose  height  is  A;   and  since  these  two  pressures  are  equal  we 

have,  Eq.  67,  ^        n  i.  j  t:*     ^i 

B  =  Dgh  dynes  per  sq.  cm.,  Eq.  71 

where  D  at  0°  C.  is  13.596,  g  =  980.69,  and  A,  at  the  surface  of 
the  earth,  never  very  far  from  76  centimeters.  The  pressure 
which  the  atmosphere  exerts  upon  a  barometer  is  mainly  depend- 
ent upon  two  factors;  namely,  (1)  the  height  of  the  atmos- 
phere, and  (2)  the  average  density  of  the  atmosphere.  Anything 
which  changes  either  one  of  these  changes  the  "  reading  of  the 
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barometer,"  i.e.  the  difference  in  level  between  the  two  horizontal 
surfaces  of  the  mercury  in  the  barometer. 

Water  vapor,  when  under  the  same  pressure  as  air,  'has  a  den- 
sity which  is  less  than  that  of  air.  If,  then,  there  be  much  water 
vapor  in  any  portion  of  the  atmosphere,  its  density  will  be 
diminished,  consequently  its  pressure  will  be  diminished,  and  the 
mercury  column  which  it  supports  will  be  shorter.  The  barometer 
is  said  to  '*  fall."  But  the  same  thing  happens  when  the  height 
of  the  atmosphere  is  lowered  or  its  pressure  is  changed  by  a  cy- 
clonic motion.  The  barometer  is,  therefore,  not  an  instrument  for 
telling  whether  or  not  it  is  about  to  rain,  but  for  measuring  the 
pressure  of  the  earth's  atmosphere.  Nevertheless,  barometric 
observations  are  of  great  aid  to  the  Weather  Bureau  in  predicting 
atmospheric  changes. 

CoMPOsmoN  OP  THE  Earth's  Atmosphere 

173.  More  than  a  century  elapsed  between  the  time  of  Torri- 
celli  and  the  discovery  of  the  principal  elements  in  the  air  which 
we  breathe.  These  were  first  shown  by  Lavoisier  (1743-1794), 
one  of  the  foimders  of  modern  chemistry,  to  be  nitrogen  and 
oxygen,  in  the  approximate  proportion  four  of  nitrogen  to  one 
of  oxygen.  In  addition  to  these  there  is  always  present  a  variable 
quantity  of  water  vapor,  yj^  per  cent  of  carbonic  acid  gas,  nearly 
1  per  cent  of  argon,  together  with  traces  of  the  recently  discovered 
gases,  neon,  crypton,  xenon,  and  helium.  Dust  is  another  con- 
stituent of  the  air  whose  importance  has  not  long  been  appre- 
ciated. It  is  indeed  since  1880  that  J.  Aitken  has  proved  that 
water  vapor  in  the  air  will  condense  only  upon  some  solid  or  liquid 
nucleus.  If  there  were  no  dust  in  the  atmosphere,  this  condensa- 
tion would  take  place  upon  our  clothes,  furniture,  etc.  The  pur- 
est sea  air  contains  about  100  dust  particles  per  cubic  centimeter; 
while  in  large  cities  a  single  cubic  centimeter  of  air  contains 
often  more  than  100,000  particles. 

When  we  remember  that  this  ocean  of  air  in  which  we  live 
is  invisible,  odorless,  tasteless,  apparently  devoid  of  weight, 
and  almost  intangible,  it  is  little  wonder  that  the  discovery  of 
its  properties  came  rather  late  in  the  history  of  science. 
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™             The  principal  facts  in  regard  to  the  composition  of  the  earth's 
Humphreys  of  the  U.  S.  Weather  Bureau  in  the  following  diagram 
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Fiii.  108  liU.  —  CamposilioD  of  Ihe  utiuoa[.lieru. 

1 

Professor  Humphreys  bases  this  diagram  (Fig.  108  feis)  upon  the -^B 

following  assumptions :  —                                                                       ^| 

"  1.   That  at  the  surface  of  the  earth  the  principal  gases  of  the  ^M 
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atmosphere  and  their  respective  volume  percentages  in  dry  air 
are:  — 

Table  I 

Nitrogen 78.03     Hydrogen        ....  0.01 

Oxygen 20.99     Neon 0.0015 

Argon 0.94     Helium 0.00015 

Carbon  dioxide      .     .     .     0.03 

"  2.  That  water  vapor  at  the  surface  of  the  earth  amounts  to 
1.2  per  cent  of  the  total  quantity  of  gas  present. 

"  3.  That  the  water  vapor  rapidly  decreases,  under  the  influ- 
ence of  lower  temperatures,  with  increase  of  elevation,  to  a  negli- 
gibly small  amount  at  or  below  the  level  of  10  kilometres. 

"4.  That  the  temperature  decreases  uniforndy  at  the  rate  of 
6**  C.  per  kilometre  from  11®  C.  at  sea  level  to  —  55®  at  an  eleva- 
tion of  11  kilometres. 

"5.  That  beyond  11  kilometres  above  sea  level  the  tempera- 
ture remains  constant  at  —  55®  C. 

"  6.  That  up  to  the  level  of  11  kilometres  the  relative  percent- 
ages of  the  several  gases,  excepting  water  vapor,  remain  con- 
stant —  a  result,  of  course,  of  vertical  convection. 

"  7.  That  above  11  kilometres,  where  the  temperature  changes 
but  little  with  elevation,  and  where  vertical  convection,  there- 
fore, is  practically  absent,  the  several  gases  are  distributed  ac- 
cording to  their  respective  molecular  weights. 

"A  number  of  atmospheric  gases  —  neon,  krypton,  xenon, 
ozone,  etc.  —  are  omitted  both  from  Table  I  and  from  its  accom- 
panying figure.  This  is  because  all  these  occur  —  in  the  lower 
atmosphere,  at  any  rate  —  in  quantities  too  small  for  graphical 
illustration  in  the  same  diagram  and  to  the  same  scale  as  are  the 
principal  gases. 

"  In  using  this  diagram  it  should  be  distinctly  remembered 
that  it  is  supported  by  direct  experimental  observations  only  from 
the  surface  of  the  earth  up  to  a  level  of  about  30  kilometres,  and 
that  while  the  extrapolated  values  are  based  upon  apparently 
sound  logic  and  not  upon  mere  surmises,  still  they  necessarily 
become  less  and  less  certain  with  increase  of  elevation." 

Jour,  Franklin  Institute,  March,  1913, 
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Circulation  op  the  Earth's  Atmosphere 

174.  Few  motions  have  more  significance  for  the  human  race 
than  those  of  oiur  atmosphere.  Of  these  there  are  many;  but 
the  trade  winds  and  cyclones  are  of  especial  importance  and 
interest.  It  is  assumed  that  the  student  has  ah'eady  made  the 
acquaintance  of  trade  winds  in  his  study  of  physical  geography. 
Accordingly  we  pass  at  once  to  the  explanation  of  cyclones,  a 
name  which  has  been  given  to  those  great  circular  rotating  storms 
which  sweep  over  both  our  northern  and  southern  hemispheres, 
and  which  are  responsible  for  most  of  what  we  call  "  our  weather.'* 
But  since  these  inunense  whirls,  ranging  from  500  to  1000  miles 
in  diameter,  acquire  their  peculiar  twist  entirely  from  the  earth's 
rotation,  it  will  be  necessary  first  to  consider  just  how  the  motion 
of  any  body  over  the  surface  of  the  earth  is  affected  by  the  daily 
motion  of  our  planet. 

Deflection  to  the  Right 
176.  We  are  living  on  the  surface  of  a  spinning  top  whose 
angular  speed  is  radians  per  second.    The  angular  ve- 
locity of  this  sphere,  w,  may  be  represented  by  the  vector  OP 
in  Fig.  109,  where  0  is  the  center  of  the  earth  and  P  the  north 

pole.  Let  E  represent  a  point  on  the 
equator  and  C  any  locality  in  latitude  X. 
Then  the  vector  w  may  be  resolved  along 
the   direction  OC.    Tlje  value  of   this 


E  component  OH  is  w  sin  X.  The  effect  of 
the  rotation  of  the  earth,  then,  at  any 
point  C  is  precisely  the  same  as  if  the 
point  C  were  situated  at  the  pole  P  and 
the  earth  had  an  angular  speed  of 
w  sin  X  instead  of  w.  Let  us  consider, 
therefore,  how  the  motion  of,  say,  a  bullet  would  be  affected 
by  the  earth's  rotation  (i)  when  the  gun  is  directed  along  any 
meridian  at  a  target  situated  exactly  at  the  north  pole.  Im- 
agine the  distance  of  the  target  from  the  gun  to  be  400  yards. 


FiQ.  109. 
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The  speed  of  the  gun  toward  the  east  will  then  be  4(K)f      T^J 

yards  per  second,  or  approximately  1  inch  per  second.  If  the 
muzzle  speed  is  1800  feet  (600  yards)  per  second,  it  will  require 
§  of  a  second  for  the  shot  to  reach  the  target.  But  during  this 
§  of  a  second  the  buUet  has  drifted  some  f  of  an  inch  towards  the 
east ;  and,  hence,  if  the  gun  is  accurately  aimed  at  the  target,  the 
shot  will  strike  f  of  an  inch  to  the  right  of  the  buDs*-eye.  (ii)  Next 
suppose  the  muzzle  of -the  gun  placed  exactly  at  the  north  pole 
and  the  target  placed  on  a  parallel  of  latitude  400  yards  away. 
The  bullet  as  it  leaves  the  gun  now  has  no  easterly  velocity  im- 
pressed upon  it ;  but  the  target  has.  During  the  f  of  a  second 
that  the  projectile  is  in  the  air,  the  target  has  moved  f  of  an  inch 
to  the  left,  the  result  being  that  the  bullet  strikes  to  the  right  of 
the  bull's-eye  as  before,  (iii)  Next  let  us  suppose  that  both  gun 
and  target  are  situated  400  yards  apart  on  the  same  parallel  of 
latitude.  Let  M  (Fig.  110)  denote  the  muzzle  of  the  rifle  and  Ti 
the  position  of  the  target  at  the  in- 
stant when  the  shot  is  fired.  With 
the  north  pole  P  as  center,  draw  a 
circle  through  M  and  Ti.  It  is 
then  clear  that,  during  the  f  of  a 
second  that  the  shot  is  in  the  air, 
the  target  will  move  through  the 
angle  0,  amounting  to  f  X  15'^  that 
is,  W  of  arc;  so  that  when  the 
bullet  strikes  the  target,  the  latter 
is    in    the    position    marked    T2.     Fio.  no.  — niustrating  deflection 

Hence  the  buUet  moving  straight 

ahead  according  to  Newton's  first  law  hits  the  target  at  the  right 

of  the  bull's-eye. 

The  student  will  find  it  interesting  to  prove  that  if  the  gun 
had  been  directed  exactly  west  instead  of  east  as  shown  in  Fig. 
110,  the  deflection  would  still  have  been  to  the  right.  Prove 
also  that  at  the  sotUh  pole  the  deflection  will  be  always  to  the  left. 

(iv)  Next  suppose  we  leave  the  polar  region  and  pass  to  a  local- 
ity C  whose  latitude  is  X.    The  only  change  is  that  the  angular 
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speed,  ofcouj  a  vertical  line,  has  now  been  reduced  in  the  ratio  oi 
sin  X  to  unity.  Thus  in  latitude  30°  N.  the  drift  is  always  to  the 
right,  but  just  half  as  large  as  at  the  north  pole. 

Cyckmea 
176.  We  are  now  prepared  to  consider  the  typical  storm  which 
fi  takes  its  origin  in  a  region  of  low  at- 

mospheric pressure.  This  low  barome- 
ter may  occur  in  consequence  of  various 
changes  —  let  us  imagine  it  due  to  ex- 
cessive heating  of  the  earth's  surface 
by  sunshine  in  some  particular  locality. 
As  the  heated  air  rises  and  flows  off,  the 
surrounding  air  rushes  from  all  sides  into 
this  region  of  low  barometer,  as  shown 
in  Fig.  111.  But  from  whichever  of  the 
four  corners  of  the  earth  the  air  moves, 

observe  that  it  will  have  impressed  upon  it  the  same  deflection  to 

the  right  that  we  found  in 

the   case  of  the  rifle  ball. 

The  result  is  that  all  storms 

in  the  northern  hemisphere 

having    a     "  low  "    center 

rotate  in  a  counter-clock- 
wise sense.    ITenc«  also  the 

rule    of    Buys-Ballot:    To 

find  the  storm  center  stand 

with  your  back  to  the  wind 

and  then  the  center  of  low 

barometer  will  be  on  your 

left. 

But    some   disturbances, 

generally   accompanied   by 

clear   weather    in    summer 

and    cold    in   winter,   take 

their  origin  in  regions  of  high  barometer.  These  are  called  anti- 
cyclones.   Here  the  air  is  moving  away  from  the  center  and 


Fio.  112.  —  Typical  cyclone.  This  chart 
ahowa  linea  of  i^qunl  barometric  prasaure  in 
inches  of  mercury,  with  tesultiog  winds,  at 
8  A.M.  January  2,  1904.  The  anows  show 
tho  tendency  of  the  wind  to  Uow  from  > 
High  tuwHrda  a  Low,  and  also  the  qiiral 
motion  cauaod  by  the  earth's  rotation,  out- 
wnrd  from  a  High,  inward  towards  a  Low. 
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toward  the  periphery ;  and  since  the  deflection  is  still  to  the  rights 
the  circulation  of  the  air  is  now  in  the  clockwise  sense.  The  ac- 
companying chart.  Fig.  112,  shows  the  circulation  of  the  atmos- 
phere in  the  United  States  for  January  2, 1904.  The  fundamental 
phenomenon  of  meteorology  is,  of  course,  the  transmission  of 
solar  radiation  through  the  earth's  atmosphere.  But  so  far  as 
circulation  of  the  air  is  concerned  the  dominant  feature  is  the 
great  west  wind  which  prevails  through  the  temperate  regions  and 
represents  the  returning  trades. 

177.  Another  point  of  view,  and  perhaps  a  better  one,  from 
which  the  deflection  to  the  right  may  be  regarded,  is  the  follow- 
ing, given  by  Professor  Cleveland  Abbe  in  terms  of  centrifugal 
force:  — 

"  The  difference  between  the  deflection  to  the  right  in  the  Northern 
Hemisphere  and  that  to  the  left  in  the  Southern  Hemisphere  results 
from  the  nature  of  the  forces  that  produce  these  deflections,  and  not 
from  the  way  in  which  the  observer  looks  at  the  weather  map.  The 
deflections  are  true  natural  phenomena,  not  mere  optical  delusions. 

"  When  a  body  rests  quietly  on  the  earth's  surface  the  centrifugal 
force,  cd  (Fig.  113),  due  to  the  diurnal  rotation  of  the  earth,  gives 
the  body  a  slight  tendency 
to  move  toward  the  equa- 
tor, which  tendency  is 
counterbalanced  by  the 
fact  that  the  surface  of  the 
earth,  and  especially  of  the 
ocean,  is  an  oblate  sphe- 
roid; the  attraction  of 
gravity,  ac,  is  not  perpen- 
dicular to  this  spheroidal 
surface,  but  is  directed  toward  the  center  of  the  earth  and  its  action 
on  any  body  at  the  surface  must  be  resolved  into  two  components ; 
the  principal  one,  ab,  b  vertical  or  normal  to  the  spheroidal  surface  and 
constitutes  the  greater  part  of  what  we  call  weight,  the  other  compo- 
nent, be,  is  a  feeble  horizontal  sliding  force  directed  toward  the  pole 
(the  North  Pole  in  the  Northern  Hemisphere  and  the  South  Pole  in  the 
Southern).  The  centrifugal  force,  cd,  is  directed  outward  in  the  plane 
of  the  small  circle  of  latitude  and  is  also  to  be  resolved  into  two  parts, 
one  of  which,  ed,  is  normal  to  the  surface  of  the  spheroidal  globe ;  it 
acts  upward,  and  therefore  partly  counteracts  the  force  of  attraction ; 
the  difference  between  it  and  the  attraction  is  called  apparent  gravity , 
o 


FiQ.  113.  —  Deflection  to  the  right. 
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and  gives  rise  to  what  is  ordinarily  known  as  the  weight  of  a  body. 
The  other  component  of  the  centrifugal  force,  namely,  ce,  is  parallel  to 
the  surface  of  the  globe  and  is  a  horizontal  sliding  force  directed  toward 
the  equator.  But  the  earth's  surface  represents  a  state  of  equilibrium ; 
therefore,  the  two  horizontal  components,  respectively  pushing  north- 
ward and  southward,  just  counterbalance  each  other,  or  6c  is  equal  and 
opposite  to  ce.  If  the  earth  should  rotate  faster  or  slower,  then  the 
curvature  of  the  spheroid  would  change  so  as  to  always  maintain  this 
balance  between  6c  and  ce  so  that  bodies  would  l^ve  no  tendency  to 
slide  either  north  or  south. 

"  Now  a  body  or  a  mass  of  water  or  air  that  b  in  motion  east  or  west 
relative  to  the  earth's  surface  b  rotating  around  the  earth's  axis  respec- 
tively faster  or  slower  than  the  earth  itself.  If  it  has  a  greater  velocity 
than  the  earth,  it  must  therefore  have  a  greater  tendency  to  slide  toward 
the  equator ;  if  it  moves  westward,  as  does  an  easterly  wind,  then  it 
presses  from  the  equator.  These  laws  are  true  for  both  hemispheres ; 
in  both  cases  a  west  wind  moving  eastward  presses  toward  the  equator, 
which  is  toward  the  right  hand  for  west  winds  in  the  Northern  Hemi- 
sphere but  toward  the  left  hand  for  the  Southern  Hemisphere." 

Monthly  Weather  Review,  October,  1905. 


Appucation  of  Preceding  Principles  to  Pumps 

178.  Pumps  of  all  kinds,  whether  for  gases  or  liquids,  whether 
to  exhaust  a  vessel  of  the  fluid  it  contains,  or  to  force  fluid  into  a 
vessel,  are  all  modifications  of  the  typical 
form  shown  in  Fig.  114. 

S  is  a  hollow  tube  dipping  into  a  vessel  of 
fluid  JT. 

P  is  a  piston  fitting  snugly  into  the  cylin- 
der C. 

Vi  is  a  valve  opening  out  of  C. 

V2  is  a  valve  opening  into  C. 

1.  Force  Pump.  —  Fig.  115  as  it  stands 
represents  the  common  force  pump,  such  as 
that  employed  in  the  ordinary  fire  engine  and 
in  pumping  water  into  standpipes.  When 
the  piston  P  is  moved  in  the  direction  op- 
posite to  the  arrow,  the  pressure  in  the  region  between  £he  valves 
is  diminished.  The  effect  of  this  is  to  open  the  low£jr^yftlve  ^nd 
close  the  upper  one.  =^     -' 


Fio.  114.— -Atypical 
pump. 
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Not  only  so,  but  the  pressure  of  the  atmosphere  on  the  free 

surface  of  the  water  in  the  well  begins  to  raise  the  water  in  the 

tube.    And  if  the  lower  valve  be  not  too  high 

above  the  surface  of  the  well,  the  water  will  poiu- 

through  the  valve  Vt,  and  partly  fill  the  space 

between  the  valves. 

If  the  motion  of  the  piston  be  now  reversed 

(Fig.  115),  the  water  inclosed  between  the  valves 

will  be  forced  through  the  upper  valve  into  the 

hose  or  vessel  in  which  it  b  desired. 

Such  a  stream,  however,  would  be  intermit- 
tent;   for  in  the  region  above  the  upper  valve 

the  pressure  would  cease,  during  the  out  stroke 

of  the  piston.    To  avoid  this  difficulty,  most  force 

pumps  are  furnished  with  an  air  chamber  {B, 

Fig.  115).    When  the  pump  first  begins,   this 

chamber  is  filled  with  air.    When  the  water  is 

forced  through  the  upper  valve,  this  air  is  compressed ;  energy 

is  stored  up  in  it ;  and,  when  the  out  stroke  of  the  piston  occurs, 

this  compressed  air  supplies  enough  energy  to  drive  the  water 
_P  partially  out  of  the  bulb 

If  I  B,  and   thus  keep  the 

stream  flowing  until  the 
piston  begins  its  inward 
stroke.  This  large  cop- 
per bulb  on  the  fire  en- 
gine is  familiar  to  every 
one. 

2.  The  Human  Heart 
—  The  human  heart  is 
exactly  such  a  force 
pump  as  that  dia- 
grammed in  Fig.  1 15, 
only  here  the  space  be- 
tween the  valves  is  no 

longer  furnished  with  a  piston,  but  has  elastic  walls,  which,  by 

alternate  contraction  and  expansion  effect  the  same  result  as  the 


196 


GENERAL  PHYSICS 


. 

1  -- 

m 

piston.  When  the  pressure  in  the  right  ventricle  of  the  heart 
(V„  Fig.  116)  is  relieved,  the  blood  from  the  veins  rushes  in  by 
way  of  the  right  aiuicle  Au, ;  when  the  wtUls  of  the  heart  contract, 
this  blood  is  driven  into  the  pulmonary  arteries  P,  on  its  way  to 
the  lungs.  In  like  manner,  the  left  side  of  the  heart  acts  as  a 
force  pump,  receiving  fresh  blood  from  the 
lungs  and  driving  it  to  the  extremities  of  the 
body.  The  elasticity  of  the  arteries  and 
veins  takes  the  place  of  the  air  chamber  in 
the  force  pump. 

3.  The  Ordinary  Lift  Pwap.  --  Here  the 
upper  valve  is  placed  in  the  piston  itself,  as 
indicated  in  Fig.  117.  Since  the  pump  has 
no  aSx  chamber,  the  stream  is  of  course  in- 
termittent. On  the  down  stroke  the  upper 
valve  opens ;  on  the  up  stroke  it  closes ;  the 
pressure  between  the  valves  is  diminished; 
the  lower  valve  opens  and  the  water  rushes 
through.  On  the  next  down  stroke  of  the 
piston,  it  dips  into  the  water,  which  is  held  up 
by  the  lower  valve ;  and,  on  the  succeeding 
up  stroke,  lifts  its  load  of  water  to  the  spout. 

4.  The  Bicycle  Pump.  —  This  is  a  force  pump,  in  which  air 
is  the  fluid  transferred.  The  piston 
here  also  contains  the  valve ;  is  the 
valve,  in  fact.  The  down  stroke  of  an 
ordinary  foot  pump  is  represented  in 
Fig.  118.  On  the  up  stroke  the  air 
rushes  into  the  cylinder  all  around  the 
edge  of  the  piston ;  while  the  valve 
Vi,  next  the  tire,  closes  by  the  back 
pressure  of  the  air  in  the  tube. 

Why  is  such  a  pump  so  hard  to  oper- 
ate when  the  tire  is  fairly  well  inflated  ? 

5.  The  Vacuum  Pump.  —  If  we  re- 
verse the  valves  indicated  in  Fig.  118,  we  shall  have  a  pump 
which,  instead  of  pumping  air  into  a  tire,  will  empty  the  tire. 
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This  is  only  the  general  principle  of  the  ordinary  air  pump, 
which  is  one  of  the  most  important  instruments  of  the  physical 
Isbomtory.  During  the  last  half  century  it  has  received  many 
radical  modifications  and  improvements.  Of  these  perhaps  the 
most  valuable  is  the  substitution  of  mercury  in  glass  for  the  solid 
piston  in  a  brass  cylinder.  Mercury  does  not  wet  or  soil  glass, 
does  not  appreciably  evaporate  at  ordinary  temperatures,  moves 
through  a  glass  tube  easily ;  and  is,  hence,  excellently  adapted  to 
this  use. 

The  action  of  the  Sprengel  air  pump  will  be  clear  from  the 
accompanying  figure.  The  falling  drops  of  mercury  from  the 
noEzle  N  entangle  the  air  in 
the  chamber  C  and  carry  it 
down  the  narrow  glass  tube. 
The  drops  of  mercury  act  as 
pistons.  More  air  rushes  in 
from  the  bulb  B,  and  the 
whole  vessel  is  thus  gradually 
exhausted. 

The  reservoir  R  is  kept  filled 
with  mercury ;  the  pressure  of 
the  atmosphere  forces  this  ova 
to  the  nozzle  N.  It  b  collected 
again  in  a  glass  vessel  0,  and 
poured  back  into  the  reservoir 
R.  It  can  thus  be  used  over 
and  over  many  times. 

The  vertical  heights  of  the 
columns  A  and  D  of  mercury 
must  each  exceed  the  baromet- 
ric height.     Why  ?     Such  pumps  were  long  used  in  the  manufac- 
ture of  incandescent  electric  lamps  and  "  X-ray  "  bulbs. 

6.  The  Geryk  Pump.  —  A  mechanical  pump  of  high  perfection 
has  recently  been  devised  in  which  oil  is  used  as  a  sort  of  pack- 
ing tor  the  pbton,  thus  leaving  practically  no  "  clearance  "  and 
produnng  a  very  high  vacuum  in  a  very  few  strokes,  A  dia- 
gram of  this  instrument  is  shown  in  Fig.  120.    When  the  piston 
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comes  down  upon  the  oil  in  the  bottom  of  the  cylinder,  the  sit 
is  all  forced  up  through  the  valve  in  the  piston,  into  the  regjon 
above  the  piston. 

On  the  upward  stroke  the  valve  not  only  closes,  but  is  her- 
metically sealed  by  the  layer  of  oil  on  the  upper  side  of  the  piston. 
A  pump  of  this  type  will  in  a  few 
minutes  produce  a  vacuum  of  0.001 
millimeter  of  mercury.  That  is  to  say, 
out  of  every  million  particles  originally 
in  the  vessel  only  one  will  remain  at 
the  end  of,  say,  ten  minutes.  These 
pumps  are  frequently  used  in  tazuJem, 
the  intake  /  of  the  second  pump  being 
directly  connected  with  the  exhaust  E 
of  the  first  pump. 

7.  A  pump  still  more  effective  than 
any  of  the  preceding  has  recently  (1905) 
been  invented  by  W.  Gaede 
The  principle 
of  the  pump  is  as  follows. 
The  gas  meter  ordinarily  used  in  resi- 
dences consists  of  an  iron  box  in  which 
is  housed  a  drum  made  up  of  a  shaft  and 
several  buckets  attached  to  this  shaft. 
The  iron  box  is  about  half  filled  with 
water.  The  gas  enters  from  the  high 
pressure  side,  fills  a  bucket  and  by  its 
'  pressure  makes  this  bucket  and  shaft 
rotate.  The  bucket  while  being  filled  is  mouth-down  in  the  water. 
The  number  of  rotations  of  the  drum  in  any  given  time  interval, 
say  one  month,  is  proportional  to  the  amount  of  gas  which  has 
passed  through  the  meter  during  the  month.  Now  the  Gaede 
pump,  shown  in  cross  section  in  Fig.  121,  is  merely  an  instrument 
of  this  kind  worked  backwards,  so  that  the  gas  (generally  air)  is 
taken  in  on  the  low-pressure  side  and  delivered  on  the  high-pres- 
sure side.  The  three  buckets  which  are  indicated  in  cross-section 
by  the  heavy  black  lines  are  carried  on  a  shaft,  not  shown,  which 
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is  perpendicular  to  the  plane  of  the  figure.  The  drum  made  up 
of  these  three  buclcets  instead  of  being  driven  by  the  gas  is  turned 
either  by  hand  or  motor.  The  cylindrical  iron  box  which  houses 
the  drum  is  shown  in  cross  section  at  G. 

The  buckets  instead  of  being  made  of  metal,  as  m  the  gas  meter, 
are  here  made  of  porcelain  —  a  difficult  and  beautiful  piece  of 
work.  The  liquid  through  which  the  drum  rotates  is  mercury 
(shown  by  dark  shading)  instead  of  water.  The  sense  of  rotation 
is  indicated  by  the  arrow  on  the  left. 

The  operation  of  the  pump  is  as  foUows.  The  air  from  the 
vessel  to  be  exhausted  enters  the  bucket  Wi  through  the  opening 
/.    A  little  bef(n«  the  bucket  has  com-  ^ 

pletely  filled  itself,  by  suction,  the 
opening  /  has  been  carried  along  until 
it  has  been  submerged  in  the  mercury. 
Thus  in  the  bucket  Wt  the  opening  is 
already  submerged,  as  shown  by  the 
small  circle.  The  connection  with  the 
vessel  to  be  exhausted  is  now  cut  off. 
As  the  rotation  proceeds,  the  air 
Ondicated  by  absence  of  shading)  is 
forced  into  the  passage  between  the 
walls,  Zi  and  Zt,  of  the  buckets  W^  and 
Wf  The  bucket  full  of  air  thus  finds 
its  way  into  the  clearance  space  be- 
tween the  drum  and  the  inner  wall  of 
the  containing  box,  thence  up  the  steel  Fio.  121. 

tube  r  and  out  through  »t  into  an 

auxiliary  pump.  The  auxiliary  pump  keeps  the  pressure  in  the 
iron  box  down  to  a  few  centimeters  of  mercury,  since  otherwise 
the  atmospheric  air  would  bubble  back  through  the  mercury. 

As  the  reader  may  imagine,  many  important  details  have  been 
omitted  from  this  hasty  sketch.  Such  a  pump  will  in  15  minutes 
exhaust  a  gallon  flask  to  a  pressure  of  only  0.00001  millimeter  of 
mercury.    These  pumps  are  in  very  wide  use, 

8.  Still  more  recently  Dr.  Gaede  has  invented  what  he  calls  a 
"  molecular  pump,"  whidi  is  at  present  (1916)  the  most  effective 


'7////////////////m/fmm, 


200  GENERAL  PHYSICS 

one  known.  It  rests  upon  a  principle  entirely  different  from  that 
of  any  mercury  pump,  a  principle  from  the  molecular  theory  of 
gases.  This  must  be  left  for  the  more  advanced  student.  The 
device  is  mentioned  here  merely  to  remark  that  the  molecular 
pump  will  give  in  a  shorter  time  and  with  less  trouble  a  vacuum 
5  times  better  than  the  Gaede  mercury  pump. 

9.  The  Siphon.  —  When  it  is  desired  to  transfer  liquid  from  a 
vessel  A  at  one  level  to  another  vessel  at  a  lower  level,  a  bent  tube 

something  like  that  shown  in  Fig.  122 
is  very  convenient  and  is  known  as  a 
siphon.  To  start  the  siphon  it  is  first 
filled  with  liquid,  then  inverted  and 
placed  with  the  upper  arm  under  the 
surface  A  as  shown.  The  operation 
then  becomes  simple  if  we  understand 

Fio.i22.-SiiAoiL  (0  that  the  pressure  is  the  same  in 

both  arms  of  the  tube  at  the  level 
AB^  and  (ii)  that  the  pressure  increases  as  we  go  down  in  the 
liquid  from  B  to  C.  But  the  pressure  on  the  free  surface  at  C  is 
just  one  atmosphere.  Hence  the  liquid  will  be  continually  forced 
out  of  the  lower  end  of  the  tube  until  the  free  surface  in  each 
vessel  stands  at  the  same  level.  Evidently  the  height  of  the 
bend  in  the  tube  above  the  surface  AB  cannot  exceed  the  baro- 
metric height  of  the  liquid  in  question.  There  are  many  other 
useful  and  clever  forms  of  this  instrument,  all  dependent  upon 
this  same  principle. 

Boyle's  Law 

179.  When  Torricelli  discovered  the  proper  method  of  meas- 
uring the  pressure  of  the  earth's  atmosphere,  he  furnished  us 
also  a  method  by  which  gaseous  pressures,  in  general,  may  be 
measured.     The  method  is  as  follows :  — 

Connect  the  vessel  containing  the  gas  to  one  end  of  a  U-tube 
containing  mercury.  The  pressure  due  to  the  excess  of  height  A 
(Fig.  123)  of  the  mercury  in  the  open  arm  over  that  in  the  closed 
arm  will  be  measured  by  I)gh,  If  to  this  we  add  the  pressure  of 
the  atmosphere  B,  we  obtain  the  pressure  P  in  the  vessel. 
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Fio.  123. 


P  =  5  +  Dgh,  Eq.  67 

where 

B  s  barometric  preasure ; 
D  =  density  of  mercury ; 
g  =  acceleration  of  gravity ; 
h  =  difference    of    level    be- 
tween the  two  mercury  surfaces.     | 
If  the  mercury  in  the  open  arm     ! 
of  the  U-tube  stands  at  a  lower    ^ 
level  than  in  the  closed  arm,  h    \ 
becomes  negative^  and  we  have    ' 

P  =  5  -  Dgh. 

Shortly    after    the    time    of 
Torricelli's   experiment,   Robert 
Boyle,  a  distinguished  English  chemist,  invented  an  air  pump, 
and  became  greatly  interested  in  the  following  question :  — 

Gases  are  easily  compressed.  A  bladder  filled  with  air  and 
closed  at  ordinary  pressure  can  be  reduced  in  volume  without 
much   difficulty,   i.e.   without   greatly   increasing   the   pressure. 

But,  "  Just  how  does  the  volume  of  a  given  body 
of  gas  vary  when  the  pressure  is  varied  ?  " 

To  discover  how  one  quantity  varies  with 
another,  the  general  method  is  to  let  one  quan- 
tity vary,  measure  its  successive  values,  and  also 
measure  the  corresponding  values  of  the  other 
quantity.  This  Boyle  did.  He  inclosed  a  def- 
inite mass  of  air  in  the  closed  arm  of  a  U-tube, 
-V  as  indicated  in  Fig.  124.  He  varied  the  volume 
V  of  this  inclosed  gas  by  pouring  in  more  and 
more  mercury,  and  measured  the  pressures  cor- 
Pio.  124.— Boyle's  responding. 

"P"*"**"*^-  The  method  employed  for  measuring  the  pres- 

sure is  that  which  we  have  just  described. 

P^  B  +  Dgh  =  Dg'{H  +  A), 

where  H  =  height  of  barometer. 
Now  Boyle  found  that  (i)  so  long  as  the  mass  of  air  remained 
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constant,  and  (ii)  so  long  as  its  temperature  remained  constani,  flie 
product  of  the  pressure  by  the  volume  of  the  gas  was  very  ai^oz- 
imately  a  constant.  This  law  was  published  in  1660.  It  may  be 
stated  algebraically  as  follows :  — 

PV  =  C  =  constant.  Eq.  72 

When  the  mass  of  gas  inclosed  in  the  short  arm  of  the  tube  was 
doubled,  it  was  found  that,  for  any  given  pressure,  the  volume  was 
also  doubled ;  or  to  obtain  any  given  volume  it  was  now  necessary 
to  double  the  pressure.  And  in  general  it  has  been  found  that 
the  product  PV  is  proportional  to  the  mass  M  of  the  inclosed 
gas,  a  result  which  may  be  stated  as  follows :  For  constant  tem- 
peratures, PV  =  MK,  Eq.  73 

where  K  is  s,  constant. 
Since,  however,  M  ^  DV,  Eq.  28 

we  may  eliminate  if,  and  obtain  a  result  which  is  entirely  in- 
dependent of  the  mass  of  gas  inclosed,  namely :  — 


--  =  X  =  constant. 


Eq.  74 


The  interpretation  of  this  equation  is  evidently  the  following: 
At  any  given  temperature,  the  pressure  in  a  gas  varies  direct^ 

as  its  density,  and  is  independent  of 
the  mass. 

180.  Boyle's  experiments  were 
mostly  performed  with  pressures 
greater  than  one  atmosphere  (76  cen- 
timeters of  mercury) ;  but  Mariotte 
(1620-1684),  a  French  physicist, 
shortly  afterward  showed  that  Boyle's 
Law  holds  when  the  air  in  the 
containing  vessel  is  rarefied;  that 
is,  when  the  pressing  is  less  than  one 
atmosphere.  This  he  demonstrated 
as  follows :  — 
Two  pieces  of  straight  glass  tubing  are  connected  by  a  rubber 
tube,  as  indicated  in  Fig.  125.    A  portion  of  air  is  sealed  off  by 


Fio.  125.  —  Mariotte's  experi- 
ment. 
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mercury  in  the  closed  arm  B.  On  lowering  the  arm  A,  the  mer- 
cury in  A  falls  below  the  level  of  that  in  B.  Let  this  depression 
be  indicated  by  h,  then 

P^DgiH^  A), 

where,  as  before^  H  is  the  height  of  the  barometer  and  D  the 
density  of  mercury.  The  tube  B  is  graduated  so  that  the  volume 
of  the  gas  V  can  be  read  off  directly. 

In  this  case  also  the  product  PV  was  found  to  be  invariable. 
Quantities  such  as  PF  are  known  as  invariants.  The  factors 
which  enter  the  product  are  each  variable^  but  the  product  itself 
is  a  constant. 

181.  The  usefulness  of  this  law  of  Boyle's  can  scarcely  be  over- 
estimated.   For,  if  we  know  the  pressing  corresponding  to  any 
one  known  volume,  we  know  at  once  the  value  of  the  constant  K, 
and  can  hence  compute  the  pressure  corresponding  to  any  other 
volume ;  or,  if  it  be  desired,  one  can  compute  the  volume  corre- 
sponding to  any  other  pressure.    For  example,  suppose  that  a 
bottle  whose  capacity  is  100  cubic  centimeters  contains  com- 
pressed air  at  a  pressure  equal  to  that  of  180  centimeters  of  mer- 
cury.   Let  us  compute  the  volume  which  this  air,  at  the  same 
temperature,  would  occupy  if  allowed  to  escape  into  the  atmos- 
phere at  normal  pressure.    Let  Pi,  V\  represent  the  pressure  and 
volume,  respectively,  of  the  air  while  in  the  bottle,  and  P2,  V2  its 
pressure  and  volume  after  being  released.     It  is  required  to  find 
Fj.    According  to  Boyle's  Law,  the  product  of  pressure  and 
volume  remains  constant.    Hence  £q.  72  becomes 

PiFi  =  C  =  P^V^. 

But  Pi  =  180 ;  Fi  =»  100 ;  and  P2  =  76.  Hence,  substituting 
these  values,  and  using  one  centimeter  of  mercury  as  the  unit 
of  pressure,  we  obtain  the  following  value  for  C  in  Eq.  72 :  — 

PiFi  =  180  X  100  =  18,000  =  C. 
And,  therefore. 

Ft  =  1^  =  ^^^  =  236.8  cm.» 
P2         76 

Hence  the  100  cubic  centimeters  of  compressed  air,  if  allowed 
to  escape,  would  occupy  236.8  cubic  centimeters. 
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182.  A  perfect  gas  is  defined  as  one  which  obeys  Boyle's  Law 
exactly ;  but  it  has  been  found  by  many  observers  that  all  gases 
deviate  more  or  less  from  the  law;  in  other  words,  there  are 
no  perfect  gases  in  nature.  These  deviations  have  been  espe- 
cially studied  by  the  French  physicist,  Amagat,  whose  description 
of  the  facts,  together  with  Boyle's  original  memoir,  will  be  found 
in  The  Laws  of  Gases,  edited  by  Professor  Carl  Bams  (New  York, 
1899). 

Boyle's  Law  has  been  modified  by  the  Dutch  physicist,  van 
der  Waals,  so  as  to  describe  the  behavior  of  actual  gases  with 
much  greater  accuracy.  Using  the  same  notation  as  above, 
and  denoting  by  a  and  b  two  quantities  which  are  constant  for 
any  one  gas,  he  writes 

{P  +  f-^(V  -  b)  =  cousUint.  Eq.75 

For  the  changes  in  volumes  which  occur  in  gases  under  a  wide 
range  of  pressures,  this  description  of  van  der  Waals  is  much 

more  adequate  than  that  of  Boyle. 
The  interpretation  of  his  constants  a 
and  b  will  be  of  interest  in  a  later 
chapter. 

183.  The  graphical  interpretation  of 
Boyle's  Law  leads  at  once  to  the  equi- 
lateral hyperbola  shown  in  Fig.  126; 
or,  if  one  employs  Eq,  74  and  plots 
pressures  as  a  function  of  densities,  he  is 
0  VOLUMES    then,  of  course,  led  to  the  straight  line. 

constTnt  °        "  ^^-   Before  leaving  the  subject  of 

this  chapter,  it  is  necessary  to  warn 
the  beginner  that  there  are  many  fundamental  phenomena,  such 
as  osmosis  of  liquids,  diffusion  of  gases,  absorption  of  gases  by 
liquids  and  solids,  which  we  have  not  been  able  here  to  discuss. 

Problems 

235.    What  is  the  height  of  a  water  barometer  when  the  mercurial 
barometer  reads  760  mm.  ?     Density  of  mercury  =  13.6. 

Ans,     10.336  m. 
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236.  An  atmospheric  pressure  of  15  lb.  to  the  square  inch  is  equiva- 
lent to  a  pressure  of  how  many  kilograms  to  the  square  centimeter? 

Ans.     1.055. 

237.  Twenty-four  cubic  centimeters  of  gas  at  a  pressure  of  71  cm. 
of  mercury  would  have  what  volume  under  a  pressure  of  76  cm.  ? 

Ana,    22.4. 

238.  A  cylinder  16  in.  long  is  closed  at  one  end  by  a  piston.  If  the 
cylinder  is  filled  with  air  at  atmospheric  pressure  (76  cm.),  and  the  pis- 
ton is  thrust  down  within  1  in.  of  the  other  end,  what  will  be  the  pres- 
sure of  the  inclosed  air?  (It  is  here  assumed  that  the  temperature  is 
the  same  in  each  case.)  Ans.     1216  cm.  of  mercury. 

239.  Two  hollow  spheres  of  radii  8  and  10  contain  equal  masses  of 
hydrogen.     Compare  the  pressures.  Ana,     1000 :  512. 

240.  Find  the  lifting  power  of  a  balloon,  filled  with  coal  gas,  from 
the  following  data :  volume  of  balloon  »  1000  m.* ;  weight  of  balloon 
and  car  »  60  kg.  A  liter  of  coal  gas  weighs  1.193  g. ;  a  liter  of  air 
weighs  1.293  g.  Ana,    40  k. 

241.  One  wall  of  a  room  b  9  X  24  ft.  If  the  room  is  closed  tightly 
at  a  time  when  the  height  of  the  barometer  is  30  in.,  what  pressure  must 
the  wall  sustain  when  the  barometer  suddenly  drops  to  29  in.  ? 

Shearer,  527. 

242.  If  1000  cm.'  of  hydrogen  under  a  pressure  of  20  cm.  of  mercury 
is  subjected  to  a  pressure  of  84  cm.  of  mercury,  what  will  be  the  resulting 
volume?  .  Ana,     238.1  cm.» 

243.  Compute  the  weight  of  air  contained  in  a  moderate-sized  living 
room,  say,  one  which  is  5  X  5  X  3  m.,  at  the  temperature  of  0°  C. 

844.  When  a  barometer  stands  at  75  cm.,  the  volume  of  the  empty 
space  above  the  mercury  is  8  cm.'  and  its  length  is  13  cm.  How  far 
would  the  column  fall  if  you  introduced  5  cm.'  of  air  into  the  tube? 

Ana,     19.+  cm. 

Solution  of  Problem  244.  —  Let  a  denote  the  cross  section  of  the 
tube.    Then  a  -  8/13  cm.' 

Before  the  admission  of  the  air, 

m  »  mass  of  5  c.c.  of  air. 
ri  =  5  c.c. 
.  Pi  =  75  cm.  of  mercury. 

After  the  admission  of  the  air, 

„..  ,       ,        f  t^  =  volume  assumed  by  air  after  admission. 

(u)  pitKj  —  mkj  where  ,         ., 

i      '^  '  '  I  Pi  =  pressure,  above  the  mercury. 

(iii)    V,  ^8  [13  -f  (75  -  p,)]. 
Eliminate  k  and  v^;  solve  for  75  —  pi  cm. 


(i)  piVi  —  mkf  where 
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CHAPTER  V 

WAVES 

186.  The  word  at  the  head  of  this  chapter  will  recall  to  most 
minds  one  or  more  of  the  following  phenomena:  the  surface 
of  a  lake  swept  by  a  wind,  the  constantly  enlarging  rings  pro- 
duced by  a  stone  falling  into  quiet  water,  the  "  swell "  that  fol- 
lows a  storm  at  sea,  the  waves  which  always  accompany  a  moving 
boat.  Most  people  have  seen  waves  nm  along  a  clothesline, 
or  some  stretched  rope,  when  struck  by  a  walking  stick.  Expe- 
rience shows  us  that  these  and  all  similar  cases  have  two  features 
in  common.  First,  ttiere  is  a  disturbance  at  some  point  in  a 
certain  medium.  Second,  this  disturbance  is  propagated  to  other 
points  of  ttie  medium. 

At  a  given  instant  the  stone  is  dropped  into  quiet  water ;  at 
&  later  instant  the  disturbance  may  have  reached  points  several 
meters  away.  At  a  given  instant  the  stretched  clothesline  is  at 
f^t  in  its  position  of  equilibrium.  When  one  end  is  suddenly 
depressed,  this  depression  nms  along  the  line  at  a  definite  rate; 
or  if  the  disturbance  be  an  elevation,  it  is  an  elevation  that  runs 
along  the  line.  Concerning  any  wave  motion  the  two  important 
questions  are  (i)  concerning  the  origin  of  the  disturbance,  and 
(ii)  concerning  the  nature  of  the  propagation. 

But  what  is  meant  by  "  a  disturbance  "?  Simply  this,  a  body 
18  said  to  be  disturbed  when  it  is  thrown  out  of  equilibrium. 

But  when  is  a  body  or  system  of  bodies  in  equilibrium?  Not 
Jiecessarily  when  it  is  at  rest,  but  when  its  potential  energy  is 
a  minimum.  A  pendulum  is  at  rest  at  the  end  of  its  swing, 
but  is  by  no  means  in  equilibrium.  A  pendulum  moves  most 
rapidly  at  the  lowest  point  in  its  path ;  but  precisely  there  is  the 
one  point  where  it  is  in  equilibrium. 
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A  disturbance,  then,  implies  the  addition  of  energy  to  a  system. 
And  as  this  disturbance  is  propagated  through  the  medium,  some 
energy  is  in  general  distributed  through  the  medium. 


^ 


w 


Fia.  127. 


Definition  of  Wave  Motion 

186.  We  may,  ttierefore,  define  a  wave  motioii  as  a  state  of  dis- 
turbance being  propagated  from  one  part  of  a  medium  to  anottier. 

Note  that  in  this  definition  nothing  is  said  about  any  up-and- 
down  motion,  such  as  is  seen  in  the  dbturbed  clothesline.  One 
has  only  to  replace  the  clothesline  by  a  stretched  spiral  spring 
to  see  that  waves  may  travel  without  any  such  up-and-down 

motion.  Such  a 
spring  (Fig.  127) 
should  be  from 
two  to  three  me- 
ters long,  made 
of  brass  wire,  No. 
18  or  20,  wound 
in  a  spiral  of  approximately  eight  millimeters  diameter:  Fix  the 
ends  of  the  spring  to  two  rigid  points  A  and  B,  so  that  the  spring 
will  be  stretched  to  nearly  twice  its  unstretched  length.  If  this 
spring  be  grasped  at  any  point  C,  moved  in  the  direction  of  the 
arrow,  then  quickly  and  gently  released,  the  dis-  f 
turbance  thus  introduced  will  run  to  and  fro  ~ 
along  the  line ;  but  there  will  be  no  appreciable 
up-and-down  motion.  This  very  important 
experiment  should  be  carefully  observed. 

Note  further  that,  in  the  definition  of  wave 
motion,  nothing  is  said  about  any  transfer  of 
matter.  For  although  in  each  case  experiment 
shows  that  the  particles  of  the  medium  os- 
cillate through  a  small  range,  it  is  evidently 
not  the  medium,  but  the  energy,  which  is  trans-  ^'°-  ^^* ""  Kelvin's 
ferred.  For  clearly  exhibiting  the  distinction 
between  the  motion  of  the  wave  and  the  motion  of  the  particles 
of  the  medium,  there  is  perhaps  nothing  superior  to  the  wave 
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model  used  by  Lord  Kelvin  in  his  Baltimore  Lectures  in  1884. 
This  device  consists  of,  say,  20  or  30  equal  wooden  bars  suspended 
by  a  piano  wire,  as  shown  in  Fig.  128.  Since  these  bars  are  fas- 
tened so  that  when  one  of  them  is  twisted  the  wire  is  also  twisted, 
it  is  clear  that  a  single  rotation  given  to  the  lowest  bar  will  be 
propagated  throughout  the  entire  series,  the  wave  moving  verti- 
cally upwards,  while  the  particles  (the  bars)  move  in  a  horizontal 
I^ane  only. 

Some  Special  Kinds  of  Waves 

I.     Water  Waves 

187.  Of  these  there  are  several  kinds,  and  most  of  them  are 
studied  to  best  advantage  in  the  laboratory  or  in  a  canal. 

The  genesis  of  water  waves  by  wind  is  very  imperfectly  under- 
stood; but  we  may  consider  that  the  source  of  these  waves  is 
anything  which  elevates  or  depresses  the  water  at  any  point. 
Imagine  OX  to  represent  the  level  surface  of  the  undisturbed 
water.  If  by  any  means 
the  surface  of  the  water 
be  given  the  form  indi- 

cated    in    Fig.   129,    the  Fio.  129. -Typical  sea  wave. 

operation  will  be  equivalent  to  taking  the  water  from  the 
"  trough  "  of  the  wave  BC,  and  lifting  it  up  into  the  "  crest  "  of 
the  wave  AB.  Let  m  be  the  mass  of  water  which  will  just  fill  the 
trough  BC ;  the  amount  of  water  in  the  crest  will  then  also  be  m. 
Let  h  denote  the  difference  in  height  between  the  center  of  mass 
of  the  trough  and  the  center  of  mass  of  the  crest.  The  opera- 
tion of  producing  a  single  wave  in  water  previously  quiet  will 
require  that  one  lift  a  mass  m  through  a  height  h  against  gravity. 
The  potential  energy  stored  in  the  wave  will,  therefore,  be  mgh. 
This  potential  energy  tends  to  a  minimum,  i.e.  in  this  case  the 
center  of  mass  tends  to  fall,  and,  since  water  has  inertia,  the 
crest  in  falling  goes  on  beyond  its  position  of  equilibrium,  and 
thus  we  have  a  continual  oscillation  due  to  gravitation. 

In  addition  to  this  potential  energy,  it  must  not  be  forgotten 
that  waves  have  considerable  kinetic  energy.  Indeed,  it  may  be 
shown  that  in  wave  motion  practically  one  half  the  energy  is 
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kiixtic  Mni  oat  half  poccnQiL    Hie  disturbance  at  any  point 

in  the  tvut  cnner  vfaich  a  vave  is  pa^ng  is  then  very  similar, 

but  zxn  idesiQcaL  vnh  that  in  <»e  ann  of  a  U-tube  partially  filled 

with  matiiifc  and  the  wawrs  in  oscillation. 
Take  a  U-cube  of  a  diameter  not  less  than  one  centimeter. 

Pour  it  half  fuD  of  ckan  mercury  —  water  will  answer  nearly 

as  wdL  Incline  it  and  dose  one 
end  with  the  thumb,  as  indicated  in 
Fig.  130.  Bring  the  tube  into  a 
vertical  position  and  suddenly  raise 
the  thumb.  A  dozen  or  more  oscil- 
lations foUow.  They  are,  so  far  as 
vertical  motion  is  concerned,  such 
as  would  occur  at  any  point  in  an 
ocean  of  mercury,  or  of  water 
traversed  by  waves. 
Why  do  these  oscillations  so  quickly  stop?    Would  this  same 

cause  be  at  work  in  a  large  lake  or  at  sea  to  stop  the  waves  ? 
Waves  or  oscillations  which  are  made  to  diminish  gradually  in 

amplitude  are  said  to  be  damped. 
188.  The  actual  motion  of  the  water  particles  in  sea  waves 

seems  to  have  been  first  accurately  guessed  by  Franz  Grerstner 


Fig.  130. 


-OMicnon  OF  wavi  motioii 


Gerstner's  explanation  of  the  form  of  sea  waves. 


(1802),  who  assumed  that  these  particles  move  in  circular  orbits, 
as  shown  in  Fig.  131,  where  the  line  of  centers  0  represents  the 
undisturbed  surface  of  water.  When  a  train  of  waves  passes  over 
this  surface,  the  particles  P,  which,  in  equilibrium,  are  situated 
at  0,  are  now  set  into  uniform  circular  motion.  The  curve  drawn 
througli  tlieir  positions  at  any  particular  instant  is  called  the 
**  Kxnis  "  of  these  particles.  This  locus  is  the  wave  form  at  any 
instant.  To  find  the  wave  form  at  any  later  instant,  say  when 
each  particle  has  movinl  90°  ahead  in  its  orbit,  one  has  only  to 
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mark  in  each  circle  a  point  90^  ahead  of  the  present  position  of 
P  and  then  draw  the  locus  of  these  new  points. 

In  deep  water,  the  motion  of  the  particles  under  the  surface 
is  identical  with  that  at  the  surface,  except  that  the  circular 
orbits  become  smaller  and  smaller  as  one  leaves  the  surface. 
In  shaUow  water,  the  particles  move  in  ellipses  which  become 
flatter  and  flatter  as  one  approaches  the  bottom.  The  justifi- 
cation for  this  view  of  Gerstner's  lies  in  the  fact  that  these  ellip- 
tical motions  can  be  observed  on  small  particles  scattered  through 
the  water,  and  also  in  the  fact  that  the  actual  wave  form  is  seen 
to  be  very  nearly  what  his  theory  —  called  the  "  trochoidal 
theory  '*  —  predicts.  Many  of  the  properties  of  trochoidal  waves 
are  beautifully  illustrated  by  an  apparatus  devised  for  this  purpose 
by  Professor  C.  S.  Lyman,  an  excellent  modification  of  which  is 
made  by  Dr.  Forbes  of  Columbia  University. 

Definition  of  Wave  Length 

189.  A  series  of  waves,  such  as  one  can  start  in  water  by  rock- 
ing a  boat,  or  by  raising  and  lowering  a  floating  block,  is  called 
a  train  of  waves.  In  any  train  of  water  waves  the  distance  be- 
tween two  successive  crests  is  called  a  "  wave  length."  The 
distance  between  two  successive  troughs  is  also  a  wave  length. 
But  ttie  general  definition  of  a  wave  length  is  the  shortest  distance 
between  any  two  particles  whose  motion  is  in  the  same  phase. 

What  would  correspond  to  "  two  successive  crests  "  in  the 
waves  produced  by  compression  in  the  spiral  spring? 

Speed  of  Water  Waves 

190.  A  train  of  waves  is  traveling  over  a  point;  how  far  does 
this  train  travel  during  the  period  of  one  complete  oscillation  of 
the  water  at  this  point  ?  ,  Evidently  one  wave  length.  Let  us 
call  this  wave  length  /,  and  the  period  of  one  oscillation  T. 

If,  by  any  means,  direct  observation  or  computation,  we  can 
obtain  /  and  T,  we  have  at  once  the  speed  of  the  wave;  for, 
denoting  speed  by  V  and  frequency  by  n,  we  have 

V  =^i=nl.  Eq.  76 

T 
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This  may  be  called  the  fundamental  equation  of  wave  motion ; 
for,  since  it  depends  simply  upon  the  defining  equation  for  speed, 
it  is  necessarily  true  for  a  wave  motion  of  any  type.  There 
enters  into  the  equation  no  dynamical  quantity,  nor,  indeed 
anything  characteristic  of  the  medium;  it  is  merely  a  kinematic 
definition  of  wave  velocity  in  general. 

Regarding  the  speed  of  water  waves  as  a  function  of  the  body  of 
tocUer  upon  which  they  travel,  time  permits  us  only  to  say  that :  — 

(i)  In  shallow  water,  i.e.  where  the  depth  h  is  rather  small 
compared  with  the  wave  length,  the  speed  V  is 

F=V^,  Eq.  77 

where  g,  as  usual,  indicates  the  acceleration  of  gravity.  Ob- 
serve that  in  this  case  V  is  independent  of  the  wave  length. 

(ii)  In  deep  water,  i.e,  where  the  depth  is  rather  large  com- 
pared with  the  wave  length  /,  the  speed  is 

F=\&.  Eq.  78 

This  equation  describes  those  great  waves  which  overtake  the 
swiftest  Atlantic  liners;  a  simple  computation  shows,  for  in- 
stance, that  a  deep-sea  wave  which  is  400  feet  in  length  travels 
with  a  speed  of  26  knots. 

Refraction  of  Water  Waves 

191.  The  variation  of  speed  with  depth,  and  the  independ- 
ence of  speed  and  wave  length  indicated  in  Eq.  77,  may  be  easily 
tested  in  the  laboratory  by  means  of  a  wave  trough.  The  equa- 
tion for  shallow  water  waves  also  describes  very  perfectly  the 
curious  fact,  easily  observed  on  the  shore  of  nearly  any  lake  or 
pond,  or  at  the  sea  coast,  that,  whenever  waves  approach  the 
shore,  the  crest  of  the  wave  is  always  more  or  less  parallel  to  the 
shore  line.  In  Fig.  132  let  the  heavy  line  represent  the  shore 
near  the  entrance  to  a  small  bay.  A  train  of  waves.  A,  B,  C,  D, 
etc.,  approaches  the  shore.  When  the  waves  leave  the  deep 
water,  the  crests  have  the  direction  indicated  by  GG\  The  nearer 
they  approach  the  shore,  the  more  they  are  turned  about.    Such 


a  process  is  called  refiraction.    The  end  A  has  traveled  faster 
than  the  end  A',    The  dotted  lines  are  called  contour  lines,  and 


IS^^ 


Fio.  132.  — Refraction  of 


indicate  the  depth  of  the  water.  Every  point  on  the  contour 
line  marked  "  10  "  has  a  depth  of  10  centimeters ;  every  point  on 
the  line  marked  "  20  "  has  a  depth  of  20  centimeters,  etc. 

Explain  why  the  crests  of  the  waves  are  rotated  as  they  ap- 
proach the  shore.  Since  they  start  in  parallel  to  each  other, 
why  do  they  not  remain  so  ? 


RefiecHon  qf  Water  Wanes 


Via.  133.  —  Re6oction  of 


192.  If  a  breakwater  or  solid  pier  (Fig.  133)  is  built  out  into 
»  body  of  water,  one  has  there  an  opportunity  to  see  what  happens 
*faen  water  waves  strike  a  rigid  body. 
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In  such  circumstances  it  is  not  difficult  to  see  that  the  direc- 
tion of  the  reflected  waves  is  very  different  from  that  of  the 
incident  waves. 

From  our  experience  in  the  laboratory,  we  know  that  when 
a  train  of  waves  is  started  at  one  end  of  a  wave  trough,  they 
no  sooner  reach  the  other  end  than  they  are  reflected  back. 

These  two  trains  of  waves,  the  incident  and  reflected,  may 
combine  with  each  other  to  produce  a  series  of  waves  which 
appear  to  have  no  motion  of  translation,  the  so-called  station- 
ary waves.  In  order  that  these  two  trains  of  waves  should 
produce  stationary  waves,  it  is  necessary  that  all  the  waves 
should  be  of  one  length.  A  moment's  practice  with  a  wooden 
paddle  in  a  trough  of  water  enables  one  to  produce  such  waves. 

A  more  detailed  study  of  stationary  waves  will  be  made  under 
the  head  of  Waves  in  Strings. 

Summary  concerning  Water  Waves 

1.  Medium  of  propagation  —  boimding  surface  between  air 

and  water. 

2.  Motion  of  particles  —  small,  in  paths,  nearly  circular ; 
through  a  part  of  the  path  the  motion  of  the  particle  is  in  the 
same  direction  as  the  motion  of  the  wave;  in  part  of  the  path 
it  is  at  right  angles  to  the  motion  of  the  wave. 

3.  Speed  —  in  deep  water,  depends  uf)on  length  of  wave,  but 
in  shallow  water,  it  depends  upon  the  depth. 

4.  Water  waves  are  reflected,  and  may  thus  produce  stationary 
waves. 

II.     Ripples 

193.  In  our  study  of  liquids  we  found  that  work  was  required 
to  enlarge  the  surface  of  any  given  body  of  liquid.  We  found 
that  equilibrium  was  reached  only  when  the  liquid  surface  became 
as  small  as  possible. 

Consider  any  quiet  body  of  liquid,  such  as  a  cup  of  tea.  Its 
surface  is  in  equilibrium  when  level,  because  then  it  has  a 
minimum     of    potential    energy.      Any    disturbance    of     this 
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surface,  such  as  is  produced  by  drawing  a  spoon  through  it,  will 
increase  the  area,  and  will,  therefore,  impart  to  the  surface  some 
energy. 

Suppose  a  surface  disturbed  as  shown  in  Fig.  134,  and  then 
left  to  itself.    Not 
only    will    gravity 
tend  to  lower  the 

liquid  crests  and  fill     Fzo*  134.  —  Showing  that  a  surface  disturbed  by  ripples 

the  troughs,  but  the  ^  ^"^^  '^"^  *  ^^^^  "^^• 

surface  tension  of  the  liquid  will  also  do  exactly  the  same  thing. 
Surface  tension  is,  ttierefore,  competent  to  produce  waves  in  a 
liquid  just  as  gravity  is.  And  when  the  lengths  of  the  waves  be- 
come very  small,  the  surface  tension  is  even  more  effective  than 
gravity.  So  that  in  the  case  of  very  small  waves,  we  may  con- 
sider them  as  propagated  by  surface  tension  alone. 

These  ripples  are  known  to  every  one 
who  has  watched  the  bow  of  a  rowboat 
as  it  moves  through  quiet  water.  They 
are  beautifully  seen  in  the  case  of  a  duck 
swimming  on  a  smooth  pond.  And  what 
is  a  very  curious  thing,  these  ripples 
always  manage  to  keep  just  a  trifle  ahead 
of  the  duck,  however  fast  or  slowly  he 
swims. 

We  may  see  the  same  phenomenon  in  the 
laboratory.  When  a  piece  of  wire  is.  drawn 
through  a  dish  of  water  (Fig.  135),  at  a 
moderate  rate,  the  ripples  which  precede  it 
have  a  certain  length;  but  when  the  wire 
is  drawn  more  rapidly  through  the  water 
F^o.  135. —Showing  that  the  ripples  become  finer,  i.e.  ripples  of  a 
•Jort  ripples  travel  faster  shorter  wave  length  are  produced.    But  in 

iQin  long  ones. 

each  case  the  ripples  precede  the  moving 
body.  It  follows,  ttierefore,  that  ripples  of  short  wave  length 
travel  faster  than  those  of  long  wave  length.  This  is  just  the 
reverse  of  what  happens  in  ordinary  water  waves ;  for  there  the 
longer  the  waves  the  faster  they  travel. 
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194.  Neglecting  the  effect  of  gravity  upon  the  speed  of  these 
short  waves  and  considering  only  the  surface  tension  T^  it  may 
be  shown,  by  ordinary  dynamics,  that  their  speed  is 

K»  =  ?^,  Eq.  79 

where  Z)  is  the  density  of  the  liquid  and  I  the  length  of  the  wave. 

If  now  one  takes  account  of  gravity  also,  remembering  Ekj. 

78,  and  that  from  this  cause  the  square  of  speed  will  be  increased 

by  the  amoimt  -*— ,  he  has  the  general  expression  for  deiep-water 

2  T 

waves,  namely :  —  2  «•  T      «/ 

^  P  =  ^  +  -^.  Eq.80 

ID       2t 

It  follows,  therefore,  that  the  slowest  waves  are  not  the  very 
short  ones,  nor  the  very  long  ones.  The  slowest  of  all  water 
waves  have  been  found  to  have  a  length  of  about  16  millimeters. 
Waves  longer  than  this  are  spoken  of  as  water  waves,  while  waves 
shorter  than  this  are  called  ripples. 

In  order  to  discover  whether  or  not  rippples  are  reflected,  as 
water  waves  are,  one  has  merely  to  produce  ripples  in  a  shallow 
dish  of  water  and  let  the  ripples  proceed  until  they  strike  the  edge 
of  the  dish. 

Summary  concerning  Ripples 

1.  Meditun  of  propagation  —  free  surface  of  liquids. 

2.  Speed  —  increases  as  the  wave  length  diminishes. 

3.  Reflected  —  in  same  manner  as  water  waves. 

4.  Motion  of  particles  —  same  as  that  of  water  waves. 

III.     Tidd  Waves 

195.  To  one  who  goes  to  the  seashore  for  the  first  time,  few 
things  are  more  striking  than  the  two  great  changes  in  the  height 
of  the  water  which  occur  every  twenty-four  hours.  The  water 
recedes  until  at  a  certain  hour  it  reaches  what  is  called  low  tide ; 
not  many  minutes  are  required  to  see  that  the  water  is  again 
rising.  The  tide  is  coming  in ;  at  the  end  of  six  hours  after  low 
tide,  the  maximum  height,  called  high  tide,  is  reached ;  the  tide 
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immediately  begins  to  recede;  and  so  on  in  endless  procession. 
So  gigantic  is  this  phenomenon  that  one  would  never  suspect 
its  being  a  wave  motion  imtil  he  has  formed  a  mental  picture 
of  the  whole  disturbance  as  reported  by  observers  from  all  parts 
of  the  world. 

Approximate  Explanatum  of  Oceanic  Tides 

196.  Those  who  have  rightly  understood  Newton's  capital 
discovery  of  universal  gravitation,  know  that  the  moon  attracts 
each  part  of  the  earth  with  a  force  which  is  greater  as  the  dis- 
tance between  that  part  of  the  earth 
and  the  moon  is  less.  The  larger  /^ 
part  of  the  earth's  surface  is  covered 

by  its  oceans.      Imagine  the  whole    Fig.  136.  — Lunar  tides.  Arrow  at  A 

of  it  to  be  under  water.     In  Fig.  1 36,       indicatea  direction  of  tidal  wave  in 
.  ,      ^,  ,.  ,        J    ^         ,  ^         passing  about  the  earth. 

consider  three  particles  A,  B,  and  C, 

lying  on  a  diameter  of  the  earth,  drawn  in  the  direction  joining 
the  moon  and  the  earth.  ^4  is  on  the  side  of  the  earth  next  the 
moon ;  B  at  the  center  of  the  earth ;  C  on  the  side  of  the  earth 
away  from  the  moon.  A  will  be  more  strongly  attracted  than  B, 
that  is,  it  will  be  attracted  away  from  B ;  while  fi,  in  turn,  will  be 
more  strongly  attracted  than  C,  that  is,  B  will  be  attracted  away 
from  C.  The  difference  between  the  actual  attraction  of  the  moon 
at  any  point  on  the  earth's  surface  and  the  average  attraction 
is  called  the  "  tide-generating  force  "  at  that  point.  The  result 
of  this  tide-producing  force  is  that  the  water  at  A,  attempting  to 
get  as  near  the  moon  as  possible,  is  heaped  up,  is  drawn  away 
from  the  solid  body  of  the  earth. 

To  draw  B  away  from  C  is  equivalent  to  repelling  C  from  B.  So 
that  in  case  the  earth  always  presented  the  same  side  to  the  moon, 
We  should  have  at  the  points  A  and  C  high  tides.  On  the  great 
circle  which  lies  90®  away  from  these  we  should  have  low  tide. 

197.  The  above  is  a  brief  sketch  of  what  is  known  as  the  equi- 
librium theory  of  the  tides,  and  is  a  fundamental  picture  which 
each  student  should  clearly  grasp.  But  as  a  matter  of  fact  it 
comes  very  far  from  accurately  representing  the  time  at  which 
high  water  would  occur  on  a  rotating  earth,  even  if  we  assume, 
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as  in  the  preceding  section,  that  the  ocean  covers  it  to  a  uniform 
depth.  For  as  the  solid  nucleus  B  is  rotating  on  its  axis,  carrying 
the  towns  and  cities  of  the  earth  with  it,  the  result  is  evidently 
that  every  twenty-four  hours  each  seacoast  town  must  pass 
through  these  two  antipodal  tide  crests,  that  is,  through  two 
high  tides  and  two  low  tides. 

This  great  heap  of  water,  which  is  dragged  over  the  earth's 
surface  every  day,  consists,  at  any  one  point  of  the  earth's  surface, 
of  a  rise  and  fall  of  sea  level.  It  is  periodic  as  waves  are ;  that 
is,  the  tides  recur  at  equal  intervab,  —  the  disturbance  is  propa- 
gated from  one  part  to  another  of  the  medium  (the  oceans) ;  and 
these  features  show  that  what  we  have  here  to  deal  with  is  a  wave, 
on  a  magnificent  scale,  traveling  at  a  stupendous  speed.  At  the 
equator  the  length  of  this  wave  is  12,500  miles.  Its  period  is  12 
hours  and  25  minutes,  half  the  apparent  diurnal  period  of  the  moon. 

198.  But  in  order  to  understand  the  actual  behavior  of  this 
great  wave  it  is  necessary  at  this  point  to  make  a  brief  digression 
upon  the  subject  of 

Forced  Vibrations 

For  since  this  tidal  wave  is  compelled  by  the  moon  to  travel 
about  the  earth  at  the  same  rate  as  the  moon  itself,  the  disturb- 
A  ance  is  called  a  forced  vibration.    The   water 

waves,  which  have  been  considered  in  previous 
pages,  are  called  free  vibrations. 
In  general,  a  free  vibration  is  one  in  which  the 
'\      period   is  determined  by  the  properties  of  the 
b  vibrating  body  itself;    while  a  forced  vibration 
B  is  one  whose  period  is  determined  by  some  out- 

Fio.  137.  sj^jg  body  acting  upon  it,  and  suppljing  energy 
to  it.  Let  us  consider  a  simple  gravitational  pendulum,  which 
has  a  point  of  support  at  /I,  a  bob  at  fi,  and  a  length  /,  as  shown 
in  Fig.  137.  If  this  pendulum  be  once  set  in  motion  and  then 
left  to  itself,  it  will  vibrate  with  a  period  T,  where 

This  is  known  as  the  free  period  of  the  pendulum. 


6 


6 


WAVES  219 

(i)  Suppose,  however,  that  the  point  of  support  A  is  moved 
to  and  fro  in  a  horizontal  direction  with  a  motion  which  hcu  a 
period  exactly  equal  to  T.  The  result  is  familiar  to  every  one: 
the  amplitude  of  the  pendulum  will  increase  imtil  as  much  energy 
is  given  by  the  pendulum  to  the  air  as  is  given  to  the  pendulum 
by  the  agent  which  moves  the  point  A.  This  phenomenon  is 
usually  spoken  of  as  sympattietic  resonance  or  sympathetic  com- 
munication of  vibrations. 

(ii)  Let  us  next  suppose  that  the  point  of  support  A  is  urged 
by  a  periodic  force  whose  period  is  longer  than  thai  of  the  ^  , 

free  pendulum.    Here  it  will  be  observed  that,  as  soon  /  \ 

as  the  motion  becomes  steady,  the  pendulum  has  as-  '^j^x' 
sumed  a  new  period,  namely,  the  period  of  the  force ; 
not  only  so  but  the  phase  of  the  force  and  the  phase  of 
the  pendulum  are  the  same.  Thus  when  the  force 
acts  toward  the  right,  as  indicated  in  Fig.  138,  so  also 
does  the  pendulum  bob  move  toward  the  right.  The 
effect  may  be  stated  by  saying  that  the  pendulum  acts 
as  if  it  were  vibrating  freely  but  with  an  increased   Period   of 

length  OB.  ^^^^  greater 

(iii)  If,  however,  we  make  the  period  of  the  force  ai   of  pendulum. 
A  shorter  than  the  free  period  of  the  pendidum,  we  shall 
again  find  that  the  actual  period  of  the  pendulum  soon  becomes 

identical  with  that  of  the  force ;  but,  unlike  the 
preceding  case,  the  phase  of  the  pendulum  is  now  just 
opposite  that  of  the  force,  as  indicated  in  Fig.  139. 
The  effect  is  indeed  that  of  a  free  pendulum  with 
a  shortened  length  OB, 

199.   Returning  now  to  the  subject  of  the  tides, 

it  will  be  seen  that  we  have  a  tide-generating  force 

^'  ^      whose  period  is  12  hours  25  minutes  acting  upon  a 

1!*m      1 QO 

Period  of  force  '^y  ^'  Water  whosc  depth,  say  3  miles,  is  very 
ahorter  than  small  compared  with  the  length  of  the  tidal  wave, 
period  of  pen-    rpj^^  problem  is  then  one  of  waves  in  shallow  water 

Qulum.  ^ 

where  the  speed  of  the  wave  varies  with  the  depth. 
Referring  to  Eq.  77,  it  will  be  seen  that  the  oceans  would  have  to 
be  13  miles  deep  in  order  that  a  free  wave  would  sweep  around  the 
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earth  at  the  equator  once  in  24  hours  50  minutes.  And  since  the 
actual  oceans  are  not  nearly  so  deep  as  this,  it  is  clear  that  a  Jree 
wave,  even  in  the  Pacific  Ocean,  would  have  a  period  much  longer 
than  that  of  the  apparent  motion  of  the  moon. 

The  tides  then  fall  under  the  third  case  which  we  met  in  tl^e 
preceding  section,  the  case  where  the  period  of  the  force  is  less 
than  the  period  of  the  free  vibration.  This  being  so,  it  follows 
that  the  tides  will  be  in  opposite  phase  with  the  tide-generating 
force ;  that  is,  in  opposite  phase  with  the  tides  predicted  on  the 
equilibrium  theory. 

This  is  known  as  the  dynamical  theory  of  the  tides,  and  shows  that 
under  the  circumstances  described,  high  water  would  actually  occur 
where  low  water  would  be  expected  on  the  equilibrium  theory. 

The  presence  of  large  continents  of  land,  the  varying  motion 
of  the  moon,  the  superposition  of  solar  tides,  and  many  other 
circumstances  render  the  actual  facts  tremendously  complex 
when  compared  with  the  simple  outline  of  lunar  tides  here  given. 
Every  one  interested  should  read  Sir  Greorge  Darwin's  popular 
lectures  on  The  Tides  (Boston,  1898). 

Summary  concerning  Tides 

1.  They  satisfy  the  conditions  of  wave  motion. 

2.  They  are  forced  vibrations. 

3.  Wave  length  —  at  equator  —  12,500  miles. 

4.  Period  of  lunar  tides  12  hours  25  minutes. 

5.  Period  of  solar  tides  12  hours  0  minutes. 

6.  Velocity  at  equator  1042  miles  per  hour. 

IV.     Waves  in  Strings 

200.   An  easy  way  to  study  these  roughly  is  to  fasten  together 

two   lengths    of 
ordinary  rubber 
•^        tubing,  and  thus 
make  one  piece 

Fio.  140.  —  A  simple  method  of  studying  waves  in  strings.        •■        ,      ^^      •     . 

about  20  feet 
long.  By  the  aid  of  a  heavy  mass,  or  of  some  more  convenient 
means,  clamp  one  end  of  the  tube  to  the  edge  of  a  table,  or 
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even  to  the  floor,  as  shown  at  B  in  Fig.  140.  Taking  the  free  end 
A  in  the  hand,  one  can  produce  in  the  tube  any  tension  he  desires, 
and  can  send  trains  of  waves  down  the  tube  in  the  direction 
given  by  the  arrow. 

Trangverse  and  Longitiulinal  Waves 

Consider  the  motion  of  any  one  point  in  the  rubber  tube. 
As  a  train  of  waves  passes  through  this  point,  it  oscillates,  to 
and  fro,  in  a  direction  perpendicular  to  that  of  the  arrow.  The 
motion  of  the  particles  in  the  medium  is  then  across  the  direction 
in  which  the  waves  travel.    Such  waves  are  said  to  be  transverse. 

In  the  case  of  the  spiral 
spring,    alternately   com- 


im  ((((((t  («  mmi  am  miw 


Fio.  141 .  —  Longitudinal  waves  in  a  spiral  spring. 

pressed     and    elongated 

(Fig.  141),  any  one  small  part  of  the  spring  is  displaced  in  the 
same  direction  as  that  in  which  the  wave  is  traveling.  The  dis- 
placement of  the  particles  is  lengthwise.  Such  waves  are  accord- 
ingly called  longitudinal  waves. 

In  the  short  time  at  our  disposal  the  only  type  of  waves  in 
strings  which  we  can  consider  are  the  transverse  ones. 

Returning  now  to  the  rubber  tube,  stretched  upon  the  floor, 
observe  the  following :  — 

1.  That  you  can  vary  the  length  of  the  waves  you  send  along 
the  string  by  varying  the  rapidity  with  which  you  move  your 
hand  to  and  fro.  Let  us  denote  by  T  the  time  occupied  by  your 
hand  in  one  complete  vibration.  During  this  interval  the  dis- 
turbance travels  just  one  wave  length  /  along  the  tube. 

If  we  had  any  means  of  measuring  T  and  /,  we  could  determine 
the  speed  of  the  waves  V;  for  (§  190) :  — 

V  =  L  Eq.  76 

2.  Observe  also  that  you  can  vary  the  length  of  the  waves  by 
varying  the  force  with  which  you  stretch  the  rubber  tube,  while 
your  hand  moves  to  and  fro  at  the  same  rate  as  before.  From 
this  fact  it  follows  that  the  speed  of  the  wave  depends  upon  the 
tension  in  the  string. 
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3.  Notice  that  a  single  disturbance  sent  down  the  tube  does 
not  in  general  cease  when  the  wave  strikes  the  fixed  end  {B, 
Fig.  140).  If  it  does,  the  wave  has  been  damped  out  by  friction 
on  the  floor;  stretch  the  tube  a  little  more,  holding  it  up  so  as 
just  to  clear  the  floor.  The  reflected  wave  can  now  be  easily 
seen  running  back  in  a  direction  just  opposite  that  of  the  incident 
wave.    Such  a  disturbance  is  called  a  solitary  wave. 

4.  With  a  moment's  practice  one  can  obtain  a  reflected  train 
of  waves  which  interfere  with  the  incident  train  in  such  a  way 
as  to  produce  stationary  waves,  exactly  similar  to  the  stationary 
water  waves  obtained  in  the  water  trough. 


Fio.  142.  —  niustrating  how  centrifugal  force 
balances  stretching  force  when  a  transverse 
wave  traverses  a  string. 


Speed  of  Transverse  Waves  in  Strings 

201.  Imagine  a  perfectly  flexible  and  uniform  cord  drawn 
through  a  brass  tube  and  stretched  as  shown  in  section  in  Fig.  142. 

It  is  an  astonishing  fact 
that  there  is  a  perfectly 
definite  speed  with  which 
any  such  cord  may  be 
drawn  through  the  tube 
without  exerting  any 
pressure  upon  the  tube.  This  is  true  whatever  the  curvature  of 
the  tube  may  be,  provided  only  that  the  curvature  is  continuous, 
i.e.  provided  there  are  no  sharp  angles  in  the  tube.  And  what 
is  still  more  curious  is  the  fact  that  this  particular  speed  is  exactly 
that  with  which  a  free  wave 
will  travel  in  this  same  cord. 
Our  problem  now  is  to  deter- 
mine from  simple  dynamics 
this  critical  velocity. 

(i)  First  one  must  compute 
tlie  pressure  (force  per  unit 
length)  which  the  cord  would 
exert  upon  the  tube,  if  the  en- 
tire system  were  at  rest.  Let  A,  B,  and  C  (Fig.  143)  represent  three 
consecutive  points  on  the  tube,  and  R  its  radius  of  curvature  at  B. 


Fio.  143.  —  Resolution   of   forces   at   any 
point  B  on  the  tube. 
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Suppose  that  the  are  ABC  subtends  the  angle  6  at  the  center  of 
curvature  0 ;  then,  if  the  tension  in  the  string  is  T,  the  normal 

component  of  this  tension  at  B  will  be  2  T  sin  - ;  and  hence 

2rsin?      ^ 
Pressure  KtB  ^  — ^r —  =  — ,  approximately. 

This  is  the  force  with  which  each  unit  length  of  string  is  pressed 
against  the  tube  when  the  cord  and  the  tube  are  at  rest. 

(ii)  Next  one  must  compute  the  centrifugal  force  with  which 
each  unit  length  of  the  string  is  thrust  away  from  the  center  of 
curvature  diuing  its  motion  through  the  tube. 

Let  /i  denote  the  mass  of  unit  length  (linear  density)  of  the 
string  and  V  the  speed  with  which  it  is  drawn  through  the  tube. 
Then  when  the  string  passes  the  point  B  (Fig.  143)  where  the 

radius  of  curvature  is  R,  it  is  evident  that  the  outward  pressure 

yi 
on  each  unit  length  of  the  cord  will  be  Z*-^- 

R 

It  follows,  therefore,  that  the  total  pressure  will  be  zero  when 

these  two  opposite  pressures  are  equal,  that  is,  when 

|-ff.O,  E,.81 

The  value  of  the  speed  given  by  this  expression, 

F=\ff,  Eq.  82 

/* 

is  then  the  critical  speed  with  which  the  string  must  be  pulled 
through  the  tube.    This  solution  is  due  to  P.  G.  Tait. 

But  since,  with  this  speed,  there  is  no  pressure  on  the  walls 
of  the  tube,  one  may  entirely  remove  the  tube,  and  there  re- 
Qiains  a  solitary  wave  traveling  along  the  string  with  a  definite 
speed,  which  is  independent  of  the  curvature  and  is  a  function 
of  only  the  tension  and  the  linear  density. 

Interference  of  Waves  in  Strings 

202.  Returning  for  a  moment  to  the  stretched  rubber  tube, 
it  is  easily  shown  that  a  solitary  wave  sent  down  from  the  hand 


224 


GENERAL  PHYSICS 


to  the  fixed  end  is  reflected  and  travels  back  to  the  hand.  If 
a  second  wave  be  sent  from  the  hand  so  as  to  meet  the  reflected 
wave,  the  two  are  said  to  "  interfere,"  and  the  resultant  dis- 
turbance at  any  point  on  the  tube  where  they  pass  is  the  sum  of 
the  disturbances  due  to  the  outgoing  and  incoming  wave. 

The  following  experiment,  due  to  John  Wylie,  illustrates  very 
simply  the  manner  in  which  two  trains  of  waves  interfere. 


B 


N 

Fio.  144.  —  A  nni^  train  of  waves  excited  by  one  prong  of  a  loiik. 

To  one  of  the  prongs  of  an  electrically  driven  tuning  fork  at- 
tach a  light  string  —  silk  floss  is  excellent  —  and  make  the  other 
end  fast  to  some  rigid  object,  as  shown  in  Fig.  144.  When  the 
fork  starts  to  vibrate,  a  train  of  waves  will  run  down  the  whole 
length  of  the  string  from  C  to  B;  and  if  the  tension  of  the  string 
is  properly  adjusted,  stationary  waves  will  be  produced  ihrottghmU 
the  entire  length  of  the  string. 

At  some  point  A  (Fig.  145)  now  tie  a  second  string  of  length 
equal  to  CA ;  attach  the  other  end  to  prong  D  and  make  the 
tension  the  same  in  each  string.  Each  prong  of  the  fork  will 
now  send  a  wave  down  the  cord.  But  the  prongs  of  the  fork,  at 
any  instant,  are  moving  in  exactly  opposite  directions ;   hence  at 


B 


Fio.  145.  —  Wylie's  experiment,  showing  two  trains  of  waves  interfering  at  A, 


A  the  trains  of  waves  in  DA  and  CA  are  in  exactly  opposite  phases. 
And  since  they  each  tend  to  displace  the  point  A  by  equal  amounts 
in  opposite  directions,  the  result  is  that  the  point  A  is  not  dis- 
placed at  all.  The  waves  DA  and  CA  are  said  to  interfere  com- 
pletely at  A.  No  disturbance,  therefore,  can  now  enter  that 
portion  of  the  string  lying  between  A  and  B. 
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Interference  is  often  observed  also  in  trains  of  water  waves. 
Thus  when  the  solar  and  lunar  tides  reach  any  point  on  the  earth's 
surface  in  the  same  phase,  they  interfere  and  thus  produce  the 
quing  tides.  When,  however,  they  reach  any  point  in  opposite 
phases,  they  interfere  and  thus  produce  the  neap  tides. 

It  has  been  suggested  that  the  so-called  tidal  waves  which 
occasionally  sweep  the  decks  of  the  Atlantic  liners  are  due  to 
the  interference  of  two  trains  of  running  waves. 

Formation  of  Stationary  Waves  in  a  String 

203.  Referring  to  Fig.  144,  where  the  string  is  fixed  at  one 
end  B,  we  have  first  to  discover  how  the  wave  reflected  from 
B  is  related  to  the  wave  incident  at  B,  The  condition  under 
which  reflection  here  occurs  is  that  the  end  is  fixed;  hence  the 
reflected  wave  must  be  of  such  a  character  that  when  compounded 
with  the  incident  wave  the  resuit  wiU  be  zero  displacemerd  of  the 
string  at  B. 

The  simplest  method  for  obtaining  the  form  of  the  reflected 
wave  from  this  principle  is  by  use  of  the  terms  inversion  and 
perversion.  Hold  a  mirror  perpendicular  to  the  direction  of 
the  stretched  string ;  the  image  of  a  wave  (in  the  mirror)  is  called 
its  inversion.     But   if  the  j^>. 

mirror  is  held  parallel  to  the  /  "*  ^L-S— .  y 

cord,  the  image  of  the  wave  vl/ 

is  called  its  perversion.  no.  146.  —  Condition  of  reflection  from  fixed 

Let    the   upper   wave   in  ^^^' 

Fig.  146  represent  the  incident  wave ;  then  the  wave  reflected  from 
B  will  be  exactly  the  same  as  one  which  is  both  the  inversion 
and  perversion  of  the  incident  wave.  For  if  we  imagine  the  cord 
to  be  infinitely  long,  instead  of  stopping  at  5,  and  if  an  inversion 
and  perversion  approaches  B  from  the  rear,  —  as  far  behind  B 
as  the  incident  wave  is  in  front,  —  then  the  two  waves  will 
evidently  interfere  at  B  in  such  a  way  as  to  leave  that  point 
unmoved ;  in  other  words  the  boundary  condition  will  be  satis- 
fied. The  reflected  wave  may  therefore  be  simply  described  as 
tiie  perversion  and  inversion  of  the  incident  wave. 

Q 
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But  suppose  now  that  a  train  of  waves  is  reflected  at  B ;  then, 
each  particular  reflected  wave  will,  at  certain  points  in  its  return 
paih,  meet  an  incident  wave  which  is  in  exactly  opposite  phase; 
call  this  point  Ni ;   furthermore,  if  at  any  particular  instant  Ni  is 

M  Ki     N      —      N     a  point  of  exactly 

^*^^,^_^^^^^., ^^'^"^^ ^"-.*, ^^'"^    opposite  phases,  it 

Pio.  147.  —  Production  of  nodee  in  a  string.  will  oiways  be  SUch 

a  point  for  waves 
of  this  length.  When  the  reflected  wave  has  traveled  half  a 
length  farther,  it  will  again  meet  an  incident  wave  in  precisely 
opposite  phase;  this  will  also  be  a  point  of  no  motion;  call 
it  N2.  All  such  points  where  tiie  interference  is  such  as  to 
produce  no  motion  are  called  nodes.  Midway  between  these  are 
other  points  where  the  two  trains  of  waves  —  incident  and  re- 
flected —  meet  in  exactly  the  same  phase :  these  are  called  anti- 
nodes. 

With  a  little  practice  one  can  make  the  rubber  tube  vibrate 
in  such  a  way  as  to  show  either  one,  two,  or  three^  perhaps  more, 
of  these  nodes.  The  fixed  point  £  is  of  course  always  a  node. 
Any  portion  of  the  vibrating  string  which  lies  between  two  con- 
secutive nodes  is  called  a  loop  or  ventral  segment. 

The  chief  characteristic  of  stationary  waves  is  that,  at  each 
point  in  the  medium,  the  two  interfering  trains  diflfer  in  phase  by  a 
constant  amount,  ranging  from  0®  to  180®.  A  string  in  which 
stationary  vibrations  have  been  set  up  may  therefore  be  clamped 
at  any  two  nodes  —  even  two  consecutive  nodes  —  without  chang- 
ing the  mode  of  vibration. 

One  convenient  feature  of  stationary  vibrations  is  that  the 
nodes  are  easily  observed  by  the  eye;  and  since  they  are  just 
half  a  wave  apart,  one  can  easily  measure  the  length  of  the  wave. 
Then,  after  eliminating  V  between  the  following  equations :  — 

V  =  nl,  Eq.  76 

V  =\/-,  Eq.  82 

the  frequency  (§  48)  of  the  wave  motion  is  obtainable  from  the 
directly  measurable  quantities,  /,  /a,  and   T. 
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Summary  concerning  Transverse  Waves  in  Strings 

1.  Medium  is  linear. 

2.  Motion  of  particles  is  at  right  angles  to  direction  in  which 
wave  travels. 

3.  Speed  of  propagation  is  independent  of  the  length  of  the 
string,  the  material  of  the  string,  and  the  shape  of  the  wave. 

Speed  depends  only  upon  (i)  the  stretching  force  T,  and  (ii)  the 
linear  density  fi. 

4.  Wave  reflected  from  fixed  point  is  perversion  and  inversion 
of  incident  wave. 

5.  In  stationary  waves  the  distance  between  two  successive 
nodes  is  half  a  wave  length. 

V.    Resonance 

204.  When  one  attempts  to  ring  a  large  church  bell,  he  soon 
learns  that  he  must  pull  the  rope  at  certain  intervals  if  he  wishes 
to  ring  the  bell  with  ease.  Any  heavy  object,  such  as  a  stone 
susi>ended  from  a  crane,  can  be  set  swinging  if  one's  pushes  are 
properly  timed.  A  heavy  rowboat  or  small  sailboat,  moored  in 
quiet  water,  can  without  diflBculty  be  set  rocking,  if  one  throws 
his  weight  first  on  one  side,  then  on  the  other,  at  correct  intervals. 
The  order,  "  rout  step,"  given  soldiers  about  to  cross  a  bridge, 
is  to  prevent  dangerous  vibrations  in  the  bridge. 

What  is  more,  every  one  knows  how  to  discover  the  correct 
interval  in  each  of  these  cases.  By  watching  the  amplitude  of 
vibration,  he  at  once  times  his  efforts  so  that  this  amplitude 
will  increase.  These  are  all  instances  of  the  mechanical  principle 
known  as  sympathetic  resonance. 

206.   The  following  experiment  should  be  carefully  studied :  — 

Mount  two  heavy  pendulums  of  any  kind  upon  one  common 
wall  bracket  or  frame,  as  shown  in  Fig.  148.  Heavy  lead  disks 
on  J-inch  rod,  suspended  by  knife-edges  at  the  top,  do  very  well. 
The  upper  end  of  the  rod  should  be  furnished  with  an  eye  through 
which  a  piece  of  a  three-cornered  file  may  be  thrust  for  a  knife- 
edge. 
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The  lower  end  of  the  rod  should  be  threaded  for  three  inches, 
so  that  the  bob  of  the  peadulum  may  be  held  up  by  a  nut,  and  so 
that  the  period  of  either  pendulum  may 
be  slightly  varied  at  will.     Paint  one 
pendulum  red,  the  other  blue. 

1 .  Adjust  the  pendulums  so  that  they 
have  very  neariy  the  same  period.  Set 
the  blue  one  in  vibration,  leaving  the  red 
one  at  rest.  In  less  than  one  minute,  the 
red  one  will  pick  up  sufficient  kinetic 
energy  to  set  itself  in  vibration  with  an 
amplitude  not  greatly  inferior  to  that  of 
the  blue  one. 
Where  did  this  energy  come  from? 
How  did  it  get  from  the  blue  pendulum  into  the  red  pendulum  f 

2.  Now  reverse  the  order.  Set  the  red  pendulum  in  motion, 
allowing  the  blue  one  to  be  initially  at  rest. 

3.  Take  a  wooden  niallet  and  tap  one  of  these  heavy  pendu- 
lums in  a  most  irregular  way.  The  result  of  a  dozen  such  blows 
is  to  disturb  the  pendulum  very  little. 

Now  give  the  same  pendulum  one  half  dozen  gentle  taps, 
delivering  eacli  tap  jiist  as  the  ■pendulum  passes  its  position  of 
equilibrium,  going  away  from  you.  How  do  you  explain  the  large 
amplitude  which  these  six  taps  produce  in  the  pendulum  ? 

4.  Adjust  the  pendulums  so  that  one  is  from  8  to  10  per  cent 
longer  than  the  other.  Set  the  blue  one  in  vibration.  What  is  the 
history  of  the  red  one  for  the  next  fi\e  minutes  ?  How  do  you  explain 
the  small  amplitude  and  the  complete  stoppages  of  the  red  one? 

206.  A  supremely  beautiful  example  of  resonance  is  obtained 
in  the  following  simple  manner  described  by  Professor  Wilber- 
force  of  Liverpool  {Phil.  Mag.,  October,  1894):  — 

At  the  lower  end  of  a  spiral  spring  suspend  a  mass  whose  moment 
of  inertia  is  variable,  and  which  can  be  so  adjusted  that  its  period 
of  rotational  \ibration  about  a  vertical  axis  is  very  nearly  equal 
to  its  period  of  translational  vibration  along  its  vertical  axis. 

Now  it  may  be  easily  shown  that  a  spiral  of  wire  —  such  as 
a  watch  spring,  or  even  a  paper  ribbon  —  cannot  be  elongated 
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without  at  the  same  time  being  twisted,  nor  can  it  be  shortened 
without  being  at  the  same   time   imtwisted. 

Accordingly,  if  such  a  spring  as  that  shown  in  Fig.  149  be  set 
to  vibrating  up  and  down,  the  suspended  cylinder  will  at  each 
vibration  be  given  a  slight  torque.  If 
these  torques  are  timed,  as  we  have  sup- 
posed, so  as  to  coincide  exactly  with  the 
free  period  of  rotation,  the  cylinder  will 
be  gradually  set  into  rotation,  until 
finally  practically  all  the  energy  of  trans- 
lation has  been  transformed  into  energy 
of  rotation.  But  it  is  equally  true  that  a 
spiral  spring  cannot  be  twisted  without 
at  the  same  time  introducing  more  or 
less  of  a  compressional  stress  along  the 
axis;  nor  can  it  be  untwisted  without 
producing  a  stress  which  tends  to  elongate 
the  spring. 

Accordingly,  when  the  kinetic  energy      Fio.  149.— WUberforce's 
of  the  spring  has  become  entirely  rota-  *^^'    «pnng. 

tional,  and  the  difference  of  phase  between  the  two  vibrations  has 
changed  sign  (for  the  periods  are  not  exactly  equal  and  even  if 
they  were  at  some  one  amplitude,  they  would  not  be  so  at 
others),  each  oscillation  of  the  cylinder  will  produce  a  slight  up- 
and-down  motion,  and  the  energy  will  now  be  transferred  in  the 
opposite  direction,  until  it  is  again  practically  all  translational. 

What  we  have  here,  then,  is  resonance  between  two  degrees 
of  freedom  in  the  same  body,  each  motion  being  simple  harmonic. 

The  following  dimensions  for  Wilberforce's  spring  have  been 

f oimd  convenient :  — 

Height  of  brass  cylinder  (Fig.  149) IH  inches 

Diameter  of  brass  cylinder  (Fig.  149) li   inches 

Length  of  brass  screw 6i   inches 

Diameter  of  brass  screw +      inch 

Weight  of  brass  traveling  nuts,  each i    ounce 

Diameter  of  steel  wire  in  spiral tSr     inch 

Diameter  of  spiral li    inches 

Length  of  spiral  (unstretched) 18      inches 
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Change  of  Wave  Length  due  to  Motion.    Doppler's  Principle 

207.  So  far  in  our  study  of  wave  motion  we  have  considered 
both  the  source  of  the  waves  and  the  observer  of  the  waves  to 
be  relatively  at  rest.  But  if  either  the  point  at  which  the  waves 
originate  or  the  point  at  which  they  are  observed  is  in  motion,  one 
with  respect  to  the  other,  then  the  frequency  of  the  train  of  waves 
will  either  be  changed  or  appear  to  be  changed  in  a  definite  ratio. 

This  idea  may  be  most  easily  grasped  perhaps  from  the  fol- 
lowing analogy,  which  is  quantitatively  correct  for  any  ordinary 
train  of  waves. 

Imagine  two  boys  seated  some  distance  apart  upon  the  bank 
of  a  creek.  Let  the  boy  who  is  upstream  have  a  basket  of  corks 
from  which  he  throws  into  the  creek  n  corks  each  second.  So 
long  as  both  boys  remain  seated  the  corks  will  float  by  the  lower 
boy  at  the  rate  of  n  per  second,  i.e,  with  a  frequency  of  n.  And 
if  the  creek  flows  with  a  uniform  speed  V,  the  distance  /  between 
the  successive  corks  will  be  given  by  the  equation 

/  =  -.  Eq.  76 

n 

But  let  us  now  suppose  that  the  upper  boy  starts  downstream 
still  emptying  his  basket  at  the  same  rate,  the  corks  will  now 
pass  the  lower  boy  more  frequently  than  n  per  second :  while  if 
the  basket  of  corks  be  carried  upstream,  the  individual  corks  will 
float  by  the  lower  boy  less  frequently  than  n  per  second. 

When  both  boys  were  at  rest,  there  were  n  corks  distributed 
over  the  distance  traversed  by  the  stream  in  one  second ;  i,e. 
over  a  distance  numerically  equal  to  V.  When  the  upper  boy 
moves  downstream  with  the  speed  r,  there  are  n  corks  distributed 
over  a  shorter  distance,  namely,  a  distance  numerically  equal 
to  K  —  r.     Hence  the  wave  length  (distance  apart  of  the  corks) 

is  shortened  in  the  ratio  — y — 

If  the  boy  with  the  basket  had  moved  upstream,  instead  of 
down,  the  wave  lengths  would  have  been  increased,  of  course, 

m  the  ratio  — zz — . 


WAVES  231 

The  student  will  find  it  an  interesting  exercise  to  prove  that 
if  the  boy  with  the  basket  remains  seated,  while  the  other  boy 
moves  upstream  with  a  speed  u,  the  frequency  of  the  train  will 

appear  to  be  increased  in  the  ratio  — ^^— ;  and  hence  the  appar- 
ent wave  length  is  altered  in  the  inverse  ratio 


V  +  u 

When  the  boys  both  move  up  or  down  stream  with  the  same 
si>eed,  the  problem  becomes  more  complicated,  and  its  discussion 
must  be  postponed.    But  when  v  is  very  small  compared  with  V, 

it  will  be  observed  that  — — —  is  very  approximately  the  same 

V 
as  •— ;  so  that  in  this  case  the  effect  is  practically  the  same 

V  +  v 
whether  the  source  or  the  observer  be  in  motion. 

This  general  notion  appears  to  have  been  first  distinctly  enun- 
ciated by  Christian  Doppler  in  1843,  and  is  therefore  known  as 
"  Doppler's  Principle."     It  may  be  stated  as  follows :  — 

When  a  source  of  waves,  such  as  a  tuning  fork,  is  approaching 
or  receding  from  an  observer,  the  lengtii  of  the  waves  emitted  is 
decreased  or  increased  respectively.  When,  on  the  other  hand,  an 
observer  is  approaching  or  receding  from  a  source  of  waves,  the 
frequency  of  the  waves  appears  to  be  increased  or  diminished 
respectively. 

On  the  Transfer  of  Mechanical  Energy.    Waves  and 

Currents 

208.  The  effects  of  waves  on  the  seacoast  are  so  well  known 
as  to  need  no  description.  The  energy  of  waves  is  here  exhib- 
ited on  a  gigantic  scale,  —  in  some  places  undermining  cliffs, 
in  others  transporting  large  quantities  of  sand  or  tearing  away 
sea  walls.  Wave  motion  is,  indeed,  one  of  nature's  general 
metiiods  for  transferring  energy. 

Every  child  who  has  played  with  a  garden  hose  knows  that  the 
jet  of  water  can  be  used  to  dig  a  considerable  hole  in  the  ground. 
In  the  far  West  these  jets  are  employed  on  a  large  scale  for  min- 
ing. The  process  is  known  as  hydraulic  mining.  Currents  of 
air  are  employed  for  running  windmills,  thus  transferring  the  energy 
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of  the  wind  to  the  water,  which  is  pumped  into  a  tank  in  the 
attic  of  a  house.  One  may  transfer  energy  to  a  body  by  throwing 
a  stone  at  it  or  by  firing  a  shot  at  it.  All  of  these  are  simply  spe- 
cial kinds  of  currents. 

Currents  of  matter  may  be  called  tiie  second  general  method 
which  nature  employs  for  transferring  energy.  The  moving 
matter,  in  these  currents,  may  be  air,  water,  stones,  shot,  etc. 

Our  study  of  the  subjects  which  follow,  Sound,  Heat,  Elec- 
tricity, Light,  we  shall  find  to  be  largely  a  study  of  the  transfer  of 
energy  by  one  or  the  other  of  these  two  general  methods.  Currents 
and  Waves, 

Problems 

245.  A  clothesline  which  weighs  1  kg.  is  stretched  between  two  posts 
which  are  20  m.  apart.  The  tension  on  the  line  is  3  million  dynes. 
How  long  will  it  take  for  a  transverse  disturbance  started  at  one  end  to 
travel  the  entire  length  of  the  rope  ? 

246.  A  stretched  cord  is  set  into  stationary  transverse  vibration  so 
that  its  frequency  is  120.  The  nodes  are  40  cm.  apart.  With  what 
velocity  does  a  wave  travel  in  this  string? 

247.  Some  long  waves  coming  from  the  deep  water  of  a  lake  strike 
upon  the  edge  of  a  shoal  which  is  covered  with  a  uniform  depth  of  8  in. 
How  fast  will  the  waves  travel  through  this  shallow  water? 

248.  A  train  of  water  waves  each  of  which  is  20  ft.  long  passes  a 
buoy  which  is  practically  at  rest.  If  at  the  instant  under  considera- 
tion a  crest  is  passing  the  buoy,  what  is  the  condition  of  the  water  at  a 
point  85  ft.  back  of  the  buoy  ? 

249.  Compute  the  speed  of  a  wave  10  ft.  long  when  traveling  over 
the  surface  of  deep  water. 

260.  How  long  must  a  wave  in  the  Atlantic  Ocean  be  to  have  the 
same  speed  as  the  steamer  Lusiiania  had,  namely,  24  knots? 

251.  The  water  in  a  wave  tank  diminishes  in  depth  from  9  in.  to  1  in. 
How  will  the  speed  of  long  waves  in  this  tank  be  affected  ? 

252.  Will  a  train  of  very  short  ripples  travel  more  rapidly  in  mercury 
or  in  water?  The  surface  tension  of  water  in  contact  with  air  is  75; 
that  of  mercury  in  air  is  513. 

253.  A  whistle  emitting  1200  vibrations  per  second  is  approached  by 
an  observer  at  a  speed  of  60  ft.  per  second.  Assume  the  speed  of  sound 
1100  ft.  per  second.  Find  what  number  of  vibrations  the  observer 
will  appear  to  hear  in  one  second. 


WAVES  233 

264.  How  much  faster  will  a  transverse  wave  travel  in  an  aluminum 
wire  than  in  an  iron  wire  of  the  same  cross  section  stretched  by  the 
same  force? 

256.  Explain  with  diagrams  on  the  blackboard  the  equilibrium 
theory  of  the  tides. 

266.  Derive  by  Tait's  method  the  expreJBSion  for  the  speed  of  a  trans- 
verse wave  in  a  stretched  string.  Illustrate  by  diagram  on  black- 
board. 
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CHAPTER  VI 

SOUND 

209.  The  study  of  Sound  is  largely  a  study  of  waves  in  air. 
Most  of  the  motions  involved  in  sound  can,  however,  be  made 
evident  to  the  eye  by  proper  experimental  devices.  The  subject 
is,  therefore,  an  important  one,  forming  as  it  does  a  natural  con- 
necting link  between  those  visible  motions  which  we  have  just 
been  considering  in  Mechanics  and  those  invisible  motions  which 
we  are  shortly  to  consider  under  the  heads  of  Light,  Heat,  and 
Electricity. 

210.  In  taking  up  the  study  of  any  group  of  phenomena  which 
are  perceived  by  one  of  our  senses,  we  are  always  confronted  by 
three  problems :  — 

(i)  The  first  of  these  is  the  origin  and  transmission  of  the 
disturbance,  or  stimulus,  which  is  detected  by  the  sense  in  question ; 
a  purely  physical  problem. 

(ii)  Next  there  is  the  structure  and  function  of  the  sense  organ 
which  detects  the  disturbance;    a  purely  physiological  problem. 

(iii)  Then  there  is  the  purely  psychological  problem  involved 
in  the  translation  of  physiological  stimulation  into  perception. 

The  first  of  these  problems,  which  is  also  the  simplest,  is  of 
course  the  only  one  considered  in  this  chapter.  Any  good  text- 
book on  Physiology,  such  as  Huxley's,  will  discuss  the  second 
problem ;  and  any  good  text  book  on  Psychology,  such  as  James', 
will  do  the  same  for  the  third. 

Analysis 

211.  The  disturbances  which  give  rise  to  the  sensation  of  sound 
will  be  considered  in  the  following  order :  — 

(i)  Sound  a  wave  motion, 
(ii)  Stationary  waves  in  air. 

234 
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(iii)  Graphical  representation  of  sound  waves, 
(iv)  Reflection  of  sound  waves. 

(v)  Speed  of  sound  in     _, 

Gases. 

(vi)  Distinction  between  a  noise  and  a  musical  soimd. 

Loudness. 

Pitch. 

Quality. 

(viii)  Relation  of  tones  to  each  other.    The  musical  scale. 

Wind  instruments. 


(vii)  Three  features  by  which   musical  tones 
are  distinguished  from  each  other 


(ix)  Application  of  preceding  principles 
to  musical  instruments 


Stringed  instruments. 
Vibrating  membranes. 


I.    Sound  a  Wave  Motion 

212.  Of  the  multitudinous  sounds  which  reach  our  ears  during 
any  single  day,  there  are  very  few  which  we  are  not  able  to  "  lo- 
cate "  at  once.  And  when  we  find  the  source  of  any  soimd,  we 
find  ourselves  in  the  presence  of  some  vibrating  body. 

When  one  string  of  a  guitar  is  emitting  a  note,  there  is  no 
diflSculty  in  telling  which  one ;  we  have  only  to  look  at  the  strings. 
A  piece  of  thin  steel  —  say  part  of  the  blade  of  a  hack  saw  or 
piece  of  clock  spring  —  clamped  in  a  vise  gives  a  note  only  when 
set  in  vibration.  The  sound  disappears  as  the  vibrations  "  die 
down."  The  edges  of  a  tuning  fork  become  hazy  in  appearance  as 
it  begins  to  emit  a  note. 

Even  when  the  sounds  are  not  so  distinct  and  definite  as  those 
mentioned,  we  have  no  difficulty  in  finding  the  vibrating  body. 
A  carriage  rolling  over  a  stony  street  emits  many  sounds ;  but  a 
carriage  maker  will  quickly  detect  the  vibrating  parts,  and  remove 
them  or  tighten  them  up,  or  interpose  rubber  in  such  a  way  that 
these  vibrating  parts  no  longer  receive  blows.  The  carriage  then 
runs  much  more  quietly. 

In  addition  to  the  vibrating  body,  there  is  one  other  essential 
feature  in  the  production  of  every  sound;  namely,  an  elastic 
medium  —  practically  always  air  —  between  the  vibrating  body 
and  the  hearer. 

The  sound  of  a  watch,  a  bell,  or  a  clock,  placed  under  the 
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receiver  of  an  air  pump,  is  much  diminished  when  the  air  is  even 
partially  removed.  It  is  very  difficult  to  make  the  sounding  body 
quite  inaudible  in  a  vacuum,  for  the  reason  that  the  body  must 
rest  on  some  kind  of  support ;  and  this  support,  being  necessarily 
somewhat  elastic,  will  transmit  some  vibration  to  the  receiver, 
and  hence  to  the  outside  air.  But  we  are  perfectly  justified  in 
inferring  that,  if  no  elastic  medium  whatever  lay  between  the 
source  of  vibration  and  the  listening  ear,  no  sound  would  be  heard. 

For  the  hearing  of  a  sound,  then,  two  things  are  alwajrs  re- 
quired :  — 

(i)  A  vibrating  body,  rapidly  disturbing  its  surrounding  medium. 

(ii)  An  elastic  medium  connecting  the  vibrating  body  and  the 
listening  ear. 

II.    Stationary  Waves  in  Air 

213.  One  of  the  shortest  cuts  to  a  clear  and  accurate  con- 
ception of  sound  waves  is  through  the  following  series  of  ex- 
periments. Indeed,  the  whole  philosophy  of  air  waves  and  the 
propagation  of  sound  is  wrapped  up  in  them.  But  the  first 
step  in  understanding  stationary  waves  in  air  is  to  understand 
the  nature  of  the  vibrating  body  which  produces  them.  Hence 
we  first  consider  the 

Longitudinal  Vibrations  of  a  Rod 

These  may  be  illustrated  by  hanging  a  ball  so  as  to  just  touch 
one  end  of  a  long  wooden  table,  as  in  Fig.  150.     A  sharp  blow  with 

a  hammer  given  to 
the  opposite  end  of 
the  table  will  send 
a  wave  of  momen- 
tum   through    the 

/\ entire  length  of  the 

table.  This  mo- 
mentum will  in  turn 
arrive  at  the  ball 
and  drive  it  out. 
Let  us  now  sub- 
FiQ.  150.  LJ  stitute  for  the  table 
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top  an  ordinary  round  brass  rod  AB  from  8  to  10  millimeters  in 
diameter  and  from  80  to  100  centimeters  in  length,  clamped  to 
a  table  in  an  ordinary  vise  or  by  means  of  an  iron  clamp,  as 
shown  in  the  figure.  A 
small  ivory  ball  or  glass 
marble  or  hollow  sphere 
is  suspended  by  two 
strings,  as  indicated,  so 
as  just  to  touch  the  end 
of  the  rod  B,  When 
rubbed  with  a  dry  cloth 
upon  which  a  little  pow- 
dered   rosin    has     been     ^'^'  ^^^'  —  Showing   longitudinal   vibrations   of 

sprinkled,  the  rod   will 

emit  a  very  high  musical  note.  It  is  not  the  easiest  matter  in 
the  world  to  get  this  note  at  first,  but  every  one  succeeds  after  a 
few  trials ;  a  fairly  firm  grasp  and  a  quick  but  steady  pull  will 
generally  accomplish  the  end. 

When  this  note  sounds,  it  is  observed  that  the  ivory  ball  re- 
bounds, often  several  inches,  showing  that  it  has  received  a  blow 
from  the  direction  AB, 

The  rosin  on  the  cloth  has  evidently  taken  hold  of  the  rod  and 
elongated  it,  then  let  it  go,  t^en  hold  of  it  again,  suddenly  let  it 
go  again,  and  so  on.  The  vibrating  body  here  is  evidently  the  brass 
rod.  The  motion  of  the  particles  in  the  rod  is  evidently  in  the 
direction  AB.  This  is  shown  by  the  fact  that  they  are  originally 
displaced  along  that  line  by  the  rosin  and  by  the  fact  that  the 
momentum  which  they  communicate  to  the  ball  is  in  the  direc- 
tion AB,    Such  vibrations  we  have  (§200)  called  longitudinal. 

When  the  brass  rod  is  elongated  by  a  pull  and  suddenly  let 
go,  would  you  expect,  from  analogy  with  other  bodies,  that  it 
would  go  back  to  its  position  of  equilibrium  and  stop  there,  or 
would  you  expect  its  inertia  to  carry  it  beyond?  Would  you 
consider  it  necessary,  for  the  production  of  free  vibrations,  that 
the  vibrating  body  have  inertia  as  well  as  elasticity  t  When 
the  length  of  a  rod  is  altered,  as  in  this  case,  by  stretching,  what 
four  factors  determine  the  force  which  restores  it  to  its  original 
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length?     The  present  is  an  excellent  occasion  for  reviewing  the 
whole  subject  of  elasticity. 

Are  the  ends  of  the  vibrating  rods  nodes  or  antinodes?  The 
middle  point  must  be  a  node  because  it  is  held  fast  by  the  iron 
clamp. 

Character  of  Disturbance  in  Air 

214.  Let  us  now  suppose  that  the  nature  of  the  vibrations  in 
the  rod  is  clearly  understood,  What  sort  of  disturbance  does 
the  rod  produce  in  the  air?  The  displacement  of  the  particles 
in  the  rod  was  so  small  and  rapid  as  to  be  invisible ;  we  were 
obliged  to  get  our  evidence  by  means  of  the  ivory  ball.  In  air, 
not  only  is  the  disturbance  small  and  rapid,  but  the  whole  vibrat- 
ing mass  is  invisible ;  so  that,  even  when 
the  disturbances  are  large  and  slow,  we  do 
not  ordinarily  see  them. 

However,  Topler  of  Dresden  has  shown 
that  by  a  certain  disposition  of  apparatus 
which  he  describes  as  the  schlieren  Methode 
it  is  quite  possible  to  see  these  waves ;  while 
Mach  of   Vienna  has  succeeded  In  photo- 
graphing   the   stationary  waves  which  ac- 
company a  Mauser  rifle  ball,  as  shown  in 
Fig.    152,    and   Wood    of    Baltimore    has 
photographed  sound  waves  under  many  in- 
teresting circumstances. 
Professor  A,  L.  Foley  of  the  University  of  Indiana  has  again 
greatly    improved    the    photographic    method.     His    method    is 
described  in  the  Phytiical  Revien;  Vol.  35,  pp.  373-386  (1912). 


Pia,  152. — Showing 
compreasioiu  and  I 
[actioDH  which  ace 
pany  a  rifle  ball  ii 
flight. 


Kundt's  Resonance   Tube 

216.  Nevertheless,  the  simplest  manner  of  putting  air  waves 
into  objective  evidence  is  probably  the  following,  which  was 
devised  in  1865  by  the  late  Professor  Kundt  of  Berlin :  — 

To  one  end  of  the  brass  rod  described  in  the  preceding  section 
attach  a  disk  of  cork  B  which  fits  looselj'  into  a  glass  tube  about 
30  millimeters  in  diameter  and  a  meter  in  length. 
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By  the  aid  of  a  cork  and  a  file  you  can,  in  a  moment,  make 
enough  cork  dust  to  lightly  cover  the  bottom  of  the  tube. 

At  the  end  D 
of  the  glass  tube,     t. — 


^=^0— w- 


fit  another  easily 

movmg  piston,  so  p,Q  ^^  _  Kundt's  device  for  studying  waves  in  air. 

that  the  distance 

between  the  two  pistons  D  and  B  can  be  varied.  A  large  glass 
tube  is  more  easily  excited  into  longitudinal  vibrations  than  the 
solid  brass  rod. 

Such  an  arrangement  is  called  a  Kundt's  resonance  tube. 

Set  the  brass  rod  into  longitudinal  vibration  as  before.  If 
the  cork  piston  at  B  is  free  and  does  not  rub  on  the  walls  of  the 
glass  tube,  the  elastic  air  will  be  disturbed  very  much  as  the 
ivory  ball  was.  As  the  rod  elongates,  the  air  between  the  two 
pistons  must  be  suddenly  compressed,  for  it  has  not  time  to 
escape  around  the  edge  of  the  disk  —  the  compression  is  too 
quick  for  that;  when  the  rod  contracts,  the  inclosed  air  is  sud- 
denly rarefied. 

This  rod  thus  starts  a  train  of  waves  down  the  tube  exactly 
analogous  to  those  which  we  produced  in  the  long  spiral  spring 
(§  200).    When  this  train  of  waves  strikes  the  fixed  piston  (Fig. 

154),  we  have  all  the  condi- 

■ *  i      ^  ^        ■  tions  necessary  for  reflection. 

—3 1 


±± 


I 


—      And  if  reflection  occurs,   we 

*  '  shall  have  a  train  of  waves 

Fio.  154.  —  Showing  action  of  piston  in  .        1       1     •     ^1        i*       ^* 

Kundt's  tube.  startmg  back  m  the  direction 

from  D  to  5.  We  should 
then  expect  this  train  of  reflected  waves  to  interfere  with  the 
incident  train  and  produce  stationary  waves  with  their  charac- 
teristic nodes  and  loops.  The  nodes  would  be  those  points  in 
the  tube  at  which  the  cork  dust  is  not  disturbed;  the  loops 
would  be  clearly  marked  throughout  their  length  by  the  motion 
of  the  dust. 

216.  The  evidence  for  thinking  that  the  phenomena  which 
we  have  just  predicted  are  the  phenomena  which  actually  occur 
is  then  the  following :  — 
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1.  Air  is  a  fluid.  It  has,  therefore,  no  elasticity  of  shape. 
It  cannot,  therefore,  transmit   transverse  vibrations. 

2.  There  are  eertain  equidistant  points  in  the  tube  where 
the  cork  dust  is  not  at  all  disturbed.  (If  these  are  not  sharply 
marked  on  first  rubbing  the  brass  rod,  the  piston  at  D  should  be 
shifted  a  Uttle.)     These  correspond  to  the  nodes  predicted. 

3.  Between  these  points  of  rest  there  are  certain  regions  of 
very  great  disturbance.  These  correspond  to  the  predicted 
loops. 

4.  By  slightly  adjusting  the  fixed  piston,  the  nodes  and  anti- 
nodes  become  much  more  sharply  marked.  And  this  result  is 
exactly  what  one  might  expect  if  the  air  waves  had  a  definite 
wave  length  determined  by  the  vibrating  rod  and  not  by  the  glass 
tube. 

5.  To  these  reasons  for  thinking  sound  waves  longitudinal, 
must  be  added  the  very  cogent  evidence  furnished  by  the  mano- 
metric  flame,  which  will  be  considered  later,  §  227. 

From  testimony  of  this  kind  one  is  led  to  think  that  sound  con- 
sists of  a  wave  motion  in  the  air,  and  that  the  motion  of  the  par- 
ticles of  air  is  to  and  fro  in  the  same  direction  as  that  in  which 
the  sound  is  traveling,  that  this  longitudinal  wave  motion  can 
be  reflected,  and  that  two  trains  of  sound  waves  may  interfere  to 
produce  stationary  sound  waves. 

What  really  travels  through  the  air  is,  then,  a  series  of  com- 
pressions,   alternating    with   a    series   of    rarefactions.     This    is 
^^    fairly    represented   in 
firr    Fig.  155. 

Just  how  far  apart 
'  '^  '^'  these  successive  rare- 
factions and  compres- 
sions are  depends  entirely  upon  how  fast  the  piston  works.  Every 
time  the  piston  moves  forward,  a  compression  occurs;  this  com- 
pression starts  out  on  its  journey  traveling  at  a  definite  rate. 
When  the  piston  goes  back,  a  rarefaction  starts  out.  These  dis- 
turbances travel  in  the  same  direction  and  with  the  same  speed. 
The  distance  through  which  a  compression  (or  a  rarefaction) 
travels  while  the  piston  makes  one  complete  oscillation  to  and 
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fro  is  called  a  wave  len^h.  And  this  corresponds  exactly  with 
the  definition  of  wave  lengfli  given  above  (§  189) ;  viz.,  the  dis- 
tance between  any  particle  and  its  nearest  neighbor  that  moves 
in  the  same  phase. 

III.    Graphical  Representation  op  Sound  Waves 

217.  It  is  not  possible  to  go  much  farther  with  the  discus- 
sion of  air  waves  without  an  exact  graphical  or  analytical  mode 
of  describing  them.  The  former  of  these  two  methods  is  the 
only  one  here  available. 

As  to  the  proper  mode  of  representing  water  waves  there  can 
be  no  question.  We  have  only  to  draw  a  vertical  section  through 
the  body  of  water  at 
right  angles  to  the  crest     0     i^M^    J A>L  Jl^.^  ^ 


of   the  wave.    Such    a 

section  is  shown  in  Fig.  ^iq.  129. 

129.     The    distance    of 

any  particle  above  or  below  the  level  surface  OX  measures  the 

displacement  of  the  particle. 

Nor  can  there  be  any  hesitation  as  to  the  proper  way  of  rep- 
resenting transverse  waves  in  strings.  Imagine  the  vibrating 
string  at  any  instant  to  lose  its  flexibility ;  let  it  instantaneously 
become  a  rigid  body,  and  we  have  at  once  a  picture  of  the  wave. 
Such  a  diagram  is  shown  in  Fig.  140. 

The  vertical  distance  of  any  particle  from  the  position  of  equi- 
librium OX  in  Fig.  129  gives  the  displacement  of  that  par- 
ticle. This  is  the  distance  which  is  called  the  ordinate  of  the 
particle.  From  such  a  curve  we  can  instantly  point  out  those 
particles  which  are  in  the  same  phase,  or  in  opposite  phase.  Be 
able  to  go  to  the  blackboard  and  point  out  on  such  a  curve  a 
series  of  points  which  differ  in  phase  by  180° ;  and  another  series 
which  differ  in  phase  by  90°. 

But  suppose  that  we  are  dealing  with  a  compression  running 
along  a  spiral  spring.  Here  the  displacements  of  the  particles 
all  lie  in  the  direction  of  the  stretched  spring,  i.e.  along  the  line 
OX,  which  represents  the  position  of  equilibrium.    How  then  shall 
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we  draw  these  displacements?  And  the  same  question  arises 
when  we  attempt  to  picture  a  sound  wave. 

The  whole  question  is  this :  How  shall  we  represent  the  state 
of  disturbance  at  any  and  every  point  in  the  air  when  a  train  of 
waves  is  passing  through  it? 

The  method  is  as  follows:  We  agree  to  represent  all  waves 
in  one  way,  namely,  after  the  manner  of  the  transverse  wave 
in  Figs.  140  or  147.  To  every  particle  of  air  in  the  line  along 
which  the  wave  travels  corresponds  a  point  on  the  curve.  But 
when  the  wave  is  UmgUvdinal,  the  ordinate  of  any  point  on  the 
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Fio.  156.  —  Displacement  curve  of  sound  wave. 

curve  represents  the  displacement  of  the  corresponding  particle 
dUmg  the  line  OX.  Displacements  then  are  represented  by  lines 
drawn  at  right  angles  to  the  actual  displacement.  This  conven- 
tion leads  naturally  to  the  following  rules,  for  any  point  in  the 
medium :  — 
Positive 


Negative 


ordinates  indicate  displacement  of  air  particles 


to 


IS 


right, 
left. 

(ii)  Where   the   tangent   to    the    wave    is     ^^^  ^^^     ,  there 
(  rarefaction.  i  °««^t'^«  1 

compression. 

Thus  Fig.  157  represents  a  wave  in  which  the  displacements 
are  all  to  the  right,  and  in  which  the  progression  of  the  wave 
is  also  to  the  right. 
Any  point  c  on  the 
front  of  the  wave  in- 
dicates a  compression.  T,      ic-r       A      I* 

'^  Fio.  167. — A  solitary  wave  m  aur,  compression 

Any  point  r  on  the  leading. 
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rear  side  of  the  wave  indicates  a  rarefaction.  A  point  exactly 
at  the  top  of  the  wave  represents  that  point  in  the  medium 
where  there  is  neither  compression  nor  rarefaction,  but  ordinary 
atmospheric  pressure.  Such  a  wave  might  have  been  produced 
by  giving  the  piston  of  a  Kundt's  tube  a  single  short  quick 

displacement  to  the  q j^ 

right. 

Figure  158  repre- 
sents a  wave  in  air    Fio.  168.  —  A  soUtary  wave  in  air.  rarefaction  leading. 

which    might    have 

been  produced  by  displacing  the  piston  suddenly  to  the  left. 
Here  the  rarefaction  leads  and  the  displacement  of  the  particles 
is  in  a  sense  just  opposite  that  of  the  wave  motion.  A  solitary 
wave  of  the  type  of  either  Fig.  157  or  Fig.  158  is  generally  called 
a  pulse ;  so  also  is  the  blow  which  produces  it. 

IV.    Reflection  of  Sound  Waves 

218.  The  echo  from  a  hillside  or  from  a  large  building  is  famil- 
iar to  every  one.  But  reflection  of  sound  is  more  conveniently 
shown  by  placing  a  watch  in  the  focus  of  a  parabolic  mirror,  as 

indicated  in  Fig.  159.  The  mirror 
thus  reflects  a  beam  of  sound,  so 
to  speak,  which  may  be  directed  to 
any  portion  of  the  room.  This 
also  illustrates  the  fact  that  the 
direction  of  the  reflected  beam  is 
determined  by  the  same  rule  as  in 
p,Q  159  the  case  of  a  billiard  ball  reflected 

from  the  cushion  of  the  table  or  as 
in  the  case  of  water  waves  (Fig.  133)  striking  a  pier;  namely, 
the  direction  of  the  incident  sound  and  the  direction  of  reflected 
sound  make  equal  angles  with  the  normal  to  the  reflecting  surface. 

219.  But  in  many  cases 

The  Phase  of  the  Reflected  Wave 

is  also  a  matter  of  great  importance  —  especially  in  Kundt's 
tube.    Here  reflection  occurs  at  the  face  of  a  solid  piston ;  hence 
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the  condition  of  reflection  is  that  there  shall  be  no  motion  of  the  air 
particles  which  lie  immediately  against  the  wall.  The  graph- 
ical method  studied  above  tells  us  at  once  that  the  reflected  wave 
must  be  both  the  perversion  and  inversion  of  the  incident  wave  as 
shown  in  Fig.  146.  For  this  is  the  only  wave  form  which  will 
^^  compound    with    the  inci- 

/-►V/^     B  d^iit   wave   and   travel  in 

\yy^  /  the  opposite  direction,  yet 

^^  always  give  a  zero  displace- 

Fio.  146.  —  Condition  for  reflection  from         ment  at  J8. 

closed  end.  Observe,   however,   that 

the  slope  of  the  resultant  at  £  is  far  from  zero.  The  value  of 
the  tangent  is  sometimes  positive,  sometimes  negative,  sometimes 
zero,  showing  that  while  the  motion  at  B  is  zero,  the  pressure 
there  is  continually  varying. 

Curiously  enough  the  waves  in  the  Kundt's  tube  are  reflected 
also  when  the  fixed  piston  is  removed,  and  the  end  of  the  tube  is 
left  open.  Here  the  boundary  condition  is  changed ;  for  now  the 
air  at  the  end  of  the  tube  is  perfectly  free  to  move  to  and  fro, 
but  the  pressure  is  invariable,  namely,  that  of  the  atmosphere. 


B 


U«CIDENT  RCPLECTEO 

Fig.  160.  —  Condition  of  reflection  from  open  end. 

The  graphical  method  tells  us  now  that  the  reflected  wave  must 
be  such  as  to  keep  the  tangent  of  the  resultant  wave  aways 
zero.  From  which  it  follows  that  the  reflected  wave  is  the  inver- 
sion of  the  incident,  as  shown  in  the  accompanying  figure,  160. 

220.  One  of  the  most  highly  instructive  cases  of  reflection  is 
that  which  occurs  when  a  single  sharp  disturbance  of  the  air  is 
produced  in  front  of  a  long  flight  of  steps  or  near  a  fence  con- 
structed of  vertical  bars.  From  each  step  or  bar  is  reflected 
a  little  wavelet ;  but  since  the  distances  of  the  steps  from  the  ear 
increase  in  arithmetical  progression,  it  follows  that  these  wave- 
lets will  reach  the  ear  as  a  succession  of  pulses  —  a  train  of  waves 


SOUND  246 

in  fact.  The  result  is  then  that  a  single  incident  disturbance  is 
reflected  as  a  definite  musical  tone,  whose  frequency  is  determined 
by  the  distance  apart  of  the  bars. 

This  phenomenon  has  been  appropriately  called  a  musical 
echo.  It  is  well  shown  by  a  paling  fence  or  by  one  built  of  over- 
lapping boards  or  by  an  iron  fence  in  which  are  used  square  iron 
bars.  It  is  most  distinct  on  a  day  when  the  sky  is  overcast  or  at 
night  when  the  air  is  most  likely  to  be  acoustically  clear. 

This  phenomenon,  which  seems  to  have  been  first  recorded 
by  Thomas  Young  in  1813,  has  a  very  important  bearing  upon 
the  explanation  of  what  we  call  "  white  light,"  a  difficult  inquiry 
which  must  be  reserved  for  much  later  study. 

V.    Speed  of  Sound 

221.  The  interval  which  elapses  between  the  fall  of  a  dis- 
tant tree  or  stone  and  the  noise  which  reaches  the  ear  must  have 
been  observed  in  primitive  times.  But  the  first  accurate  measure 
of  speed  of  sound  was  made  by  a  commission  appointed  by  the 
French  Academy  of  Science  in  1738.  Some  five  or  six  stations 
near  Paris  were  selected ;  a  cannon  was  placed  at  each  station ; 
observers  at  each  of  the  other  stations  recorded  the  interval 
between  seeing  the  fire  and  hearing  the  report  of  one  of  the  guns. 
By  combining  observations  made  in  diametrically  opposite  direc- 
tions from  the  gun,  they  eliminated  the  effect  of  the  wind.  The 
results  obtained  were,  when  reduced  to  a  temperature  of  0**  C, 
332.9  meters  per  second.  These  experiments  were  suggested 
largely  by  the  fact  that  Newton  (Principia,  Book  II,  Proposition 
50,  Scholium)  had  some  years  previously  computed  the  speed 
of  sound  from  purely  dynamical  principles. 

By  methods  whose  details  would  here  occupy  too  much  time 
he  concluded  that  the  speed  with  which  a  compression  or  rare- 
faction travels  through  the  air  is  given  by  the  expression 


'4 


Eq.85 


where  V  —  speed  of  the  disturbance, 

E  =  voluminal  elasticity  of  the  air, 
D  =  voluminal  density  of  the  air. 
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In  Newton's  time  the  pressure  of  the  air  (approximately  1.014 
million  dynes  per  square  centimeter)  was  thought  to  represent 
its  elasticity.  For  the  density  of  air,  Newton  employed  the 
approximately  correct  value  ^^  gram  per  cubic  centimeter. 
These  data  gave  him  a  value  of  V  which  is  nearly  20  per  cent 
smaller  than  the  observed  values.  In  the  meantime,  1816,  La- 
place  had  explained  this  discrepancy  by  pointing  out  that  the 
rarefactions  and  condensations  which  occur  in  sound  waves  are 
so  rapid  that  there  is  not  sufficient  time  for  equalization  of  tem- 
perature between  them,  and  that  the  value  of  E  to  be  employed 
in  Eq.  85  is  that  which  represents  the  elasticity  of  air  when  no 
heat  is  admitted  to  it  or  leaves  it.  This  elasticity  was  measured 
and  was  found  to  be  1.41  times  greater  than  when  the  temperature 
of  the  air  is  maintained  constant.  Introducing  this  correction 
factor,  which  is  generally  indicated  by  y,  and  denoting  pressure 
by  p,  Laplace's  expression  for  the  speed  of  sound  becomes 

V:=J^^JhK2.  Eq.86 

At  this  point  Laplace  requested  the  French  government  to  make 
some  new  measures  of  this  quantity,  which  they  did  in  1825, 
by  a  more  refined  application  of  the  same  method  as  employed 
by  the  French  Academy.  Their  result  (331.36  meters  per  second 
at  0°  C.)  compared  very  favorably  with  that  predicted  by  La- 
place. Concerning  the  speed  of  sound  the  best  that  can  be  said 
at  present  is  that  its  value  is  not  accurately  known  but  in  all 
probability  lies  between  331.  and  332  in,/ sec,  at  0°  C. 

Laplace's  expression  carried  with  it  two  interesting  conse- 
quences,    (i)  From  Boyle*s  Law  (Eq.  74)  we  know  that  ^  does 

not  vary  at  any  one  temperature.  Hence  as  the  barometer  rises 
and  falls  one  does  not  expect  the  speed  of  sound  to  change;  for  the 
density  is  altered  in  the  same  ratio  as  the  pressure. 

(ii)  But  when  the  barometer  remains  constant,  and  the  tem- 
perature changes,  we  should  expect  the  density  of  the  heated 
air  to  be  less  than  that  of  the  cooler,  and  consequently  the  speed 
of  sound  to  be  greater  in  warm  air  than  in  cool.     And,  indeed,  the 
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fact  has  been  well  established  that,  for  atmospheric  temperatures, 
the  increase  of  velocity  is  about  60  centimeters  per  second  per 
degree  centigrade. 


Speed  cf  Sound  in  Solids 

222.  When  the  speed  of  sound  in  air  is  known,  Kundt's  tube 
offers  us  a  beautiful  method  of  finding  the  speed  in  the  rubbed 
brass  rod.  When  the  brass  rod  is  set  into  longitudinal  vibra- 
tions we  know  that,  whatever  the  length  of  the  wave  which 
travels  through  the  brass  rod,  the  two  ends  of  the  rod  are  anti- 
nodes;  for  they  are  free,  and  when  compared  with  other  parts 
of  the  rod  they  are  places  of  great  motion.  The  middle  point 
likewise  must  be  a  node,  because  it  is  clamped,  and  is  hence  a 
place  of  no  motion.  Not  only  so,  but  it  is  the  only  node  in  the 
rod.  The  ends  of  the  rod  are  then  successive  antinodes ;  accord- 
ingly the  distance  between  them  is  one  half  the  wave  length  of 
the  disturbance  in  the  brass. 

Let  us  denote  by  N  the  frequency  of  the  brass  rod,  and  by  L 

its  length;   then,  employing  the  fundamental  equation  of  wave 

motion,  §  190,  — 

Speed  in  brass  =  2  NL, 

Whatever  the  frequency  of  the  vibrations  in  the  column  of 
air,  we  know  it  ia  the  same  as  the  frequency  of  (he  braes  rod.  Let 
us  call  the  distance  between  successive  dust  heaps  d ;  then 

Speed  in  air  =  2  Nd. 

TT                            Speed  in  brass      2  NL      L 
Hence  -^ ; : —  = =  — • 

Speed  in  air        2  Nd      d 
Speed  in  brass  =  (L/d)  332  meters  per  second. 

Accordingly,  we  have  only  to  measure  the  distance  between 
the  dust  heaps  and  the  distance  between  the  ends  of  the  brass 
rod. 

Evidently  the  same  method  may  be  employed  with  steel, 
glass,  wood,  and  other  substances. 
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Speed  of  Sound  in  Gases 

223.  Most  useful  of  all  is  Kundt's  tube  in  determining  the  speed 
of  waves  in  various  gases.  For  this  purpose  a  glass  rod  (G,  Fig. 
161),  held  rigidly  at  its  middle  point  by  being  corked  and  waxed 

into  the  outer  tube,  is 
better  than  the  brass 
rod. 

Fig.  161. — A  form  of  Kundt's  tube  for  use  with  The    movable    piston 

various  gases.  j       x    xl         xl  j 

rod  at  the  other  end 
must  be  reasonably  gastight.  Into  each  end  is  sealed  a  tube 
through  which  various  gases  can  be  introduced  and  removed. 
Measure  the  distance  between  the  dust  heaps  when  the  tube  is 
filled  with  air.  Denote  this  distance  by  /.  Now  fill  the  tube 
with  ordinary  coal  gas.  The  dust  heaps  are  much  farther  apart 
than  before.  Call  that  distance  L.  Let  N  be  the  frequency  of 
the  glass  rod.  Then,  since  the  fundamental  equation  of  wave 
motion  always  holds,  we  have 

Speed  in  coal  gas  =  2  iVL, 
Speed  in  air  =  2  Nl, 

and  hence,  eliminating  N,  the  numerical  value  of  which  we  do 

not  know. 

Speed  in  coal  gas      L  t?     ot 

bpeed  m  air  I 

where  both  quantities  in  the  right-hand  member  are  easily  meas- 
urable.    The  process  for  other  gases  is  essentially  the  same. 

When  once  the  speed  of  sound  has  been  measured  for  any 
particular  gas,  Laplace's  equation  (86)  furnishes  a  convenient 
means  of  determining  the  value  of  7,  a  constant  of  great  im- 

I 

portance  in  the  theory  of  heat. 

Sound  Waves  in   Three-dimensional  Space 

224.  Hitherto  we  have  been  considering  waves  in  air  as  they 
travel  through  tubes,  say  through  a  speaking  tube ;  but  in  ordi- 
nary conversation  we  stand  in  an  open  space,  surrounded  by 


air  on  all  sides ;  the  voice  is  heard  by  those  at  our  back,  also  by 
those  in  front,  and  by  those  at  our  side.  The  waves  produced 
by  our  voice  evidently  travel  away  from  us  in  all  directions.  A3 
the  pebble  dropped  into  smooth  water  sends  out  rings  of  disturb- 
ance, the  voice  sends  out  spheres  of  disturbance.  These  expand- 
ing spheres  are  propapated  in  the:  .same  manner  as  waves  in  tubes, 
they  travil  at  lUr  -.amc  ral.' ;    thi-  i!I.].la.i'iiiviil  nf  air  particles  is 
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Fio.  1B2. — Soand  iraTea  In  air. 

longitudinal.  These  spherical  waves  are  therefore  fairly  repre- 
sented in  Fig.  162. 

As  an  illustration  of  a  wave  motion  propagated  through  a 
volume  (i.e.  a  three-dimensional  wave)  one  may  take  the  remark- 
able explosion  which  occurred  at  Krakatoa  on  the  2Gth  and  27th  of 
August,  1883. 

In  this  volcanic  eruption  a  great  column  of  gas  was  shot  up 
to  a  height  of  perhaps  20,000  feet.  When  this  mountain  of 
air  and  other  gases  settled  down,  it  sent  out  an  air  wave  through 
the  rest  of  the  earth's  atmosphere.  This  air  wave  expanded  in 
circles.  It  girdled  the  whole  earth,  converging  at  the  antipode 
of  Krakatoa.  Passing  over  any  point  of  the  earth's  surface,  it 
compressed  the  underlying  air ;  the  height  of  the  barometer  was 
accordingly  increased ;  the  wave  of  depression  following  had  just 
the  opposite  effect.  In  this  way  all  the  recording  barometers  on 
the  earth  were  affected.  And  by  such  means  this  great  disturb- 
ance was  followed  through  three  trips  from  Krakatoa,  near  the 
island  of  Sumatra,  to  the  antipodes.  The  entire  circuit  of  the 
globe  was  performed  in  the  almost  incredibly  short  interval  of 
36  hours.     In  other  words,  the  speed  of  this  great  wave  was 
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700  miles  an  hour.    The  speed  of  sound  at  18**  C.  below  zero  is 
723  miles  an  hour. 

226.  Following  is  a  table  containing  the  speed  of  sound  in  a 
few  of  the  more  important  substances. 

Speed  of  Sound 


SUBSTAMCB 

TcMP.  C 

Spbbd,  Mbtbbs 
PER  Second 

Speed,  Feet 
PEB  Sbooitd 

AUTHOBITT 

• 

Air 

0** 

332.5 

1091 

• 

Kayser 

Air 

-45.6 

305.6 

1002 

Greely 

Alcohol 

8.4 

1264 

4148 

Martini 

Aluminium 

5104 

16740 

Masson 

Brass 

3500 

11480 

Various 

Carbon  dioxide 

0 

261.6 

858 

Dulong 

Copper 

20 

3560 

11670 

Wertheim 

Glass  (^- 

5000 
6000 

16410 
19690 

>  Various 

Hydrogen 

0 

1286.4 

4221 

Zoch 

Illuminating  gas 

0 

490.4 

1609 

Zoch 

Iron  and  soft  steel 

5000 

16410 

Various 

Oxygen 

0 

317.2 

1041 

Dulong 

Water 

13.7 

1437 

4714 

Martini 

Wood: 

Oak  along  fiber 

3850 

12620 

Wertheim 

Pine  along  fiber 

3320 

10900 

Wertheim 

Smithsonian  Tables,  pp.  100,  101. 


VT.    Distinction  between  a  Noise  and  Musical  Sound 

226.  It  is  not  a  violent  assumption  to  suppose  that  every 
student  recognizes  at  once  the  difference  between  a  musical  tone 
and  a  noise  —  even  though  individuals  may  classify  differently 
the  performance  of  a  bagpipe  or  of  a  hurdy-gurdy.  But  the 
problem  which  confronts  us  here  is  to  distinguish  between  the 
character  of  two  mechanical  disturbances,  one  of  which  produces 
music,  the  other  noise.  How  do  the  vibrations  of  a  wagon  rum- 
bling over  cobblestones,  of  the  splash  of  water,  or  of  footsteps  on  a 
pavement,  differ  from  those  of  a  wire  in  a  piano?  To  answer 
this  question  intelligently  one  must  first  discover  some  means 
for  accurately  describing  the  vibrations  emitted  by  various 
bodies. 
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The  Manometric  Flame 

227.  So  far  as  concerns  a  picture  of  sound  waves  in  the  air, 
nothing  can  surpass  in  simplicity  the  ''  manometric  flame/' 
which  was  invented  and  perfected  by  Rudolph  Konig,  of  Paris. 
The  construction  of  the  instrument  will  be  clear  on  considera- 
tion of  Fig.  163. 

Two  blocks  of  wood,  R  and  S,  are  bored  out.  Between  them 
is  clamped  a  diaphragm  of  very  thin  goldbeater's  skin.  This 
diaphragm  divides 
the  whole  apparatus 
into  two  parts.  On 
the  left-hand  side 
of  the  diaphragm 
illuminating  gas  is 
admitted,  as  indi- 
cated by  the  ar- 
rows, and  so  long 
as  the  diaphragm 
is  undisturbed,  the 
flame  is  apparently 

imdisturbed.  But  if  the  disturbance  of  the  flame  is  very  rapid, 
as  is  the  case  with  acoustical  disturbances  generally,  we  might 
not  be  able  to  detect  by  the  eye  any  changes  in  the  flame. 
Accordingly  a  rotating  mirror  is  placed  near  the  flame.  A  crank 
enables  the  observer  to  give  this  mirror  a  moderate  angular 
speed,  say  two  or  three  turns  a  second.  For  every  new  position 
which  the  mirror  assumes,  the  image  of  the  flame  takes  a  new 
position.  The  effect  of  rotation  on  the  mirror  is,  then,  to 
separate  the  images  of  the  flame  at  successive  instants. 

The  space  on  the  right  of  the  diaphragm  M  is  one  end  of  a 
speaking  tube,  a  sort  of  cut  de  sac,  into  which  all  kinds  of  sound 
waves  can  be  sent  for  examination  and  study. 

The  effect  of  a  sound  wave  upon  the  diaphragm  will  be  (if 
our  previously  formed  conception  of  sound  waves  be  correct) 
to  drive  it  alternately  forward  and  backward.  When  a  com- 
pression arrives  at  the  diaphragm,  the  membrane  will  be  thrust 


Fio.  163.  —  Kdnig's  device  to  show  variation  of  pressure 
produced  by  sound  waves. 
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slightly  to  the  left.  The  gas  space  G  will  suddenly  be  made 
smaller  in  volume ;  the  pressure  of  the  gas  will  as  suddenly  rise ; 
the  flame  will  immediately  become  higher  —  just  as  if  more  pres- 
sure had  been  put  on  at  the  gas  works. 

But  this  compression  in  the  speaking  tube  will  be  followed 
by  a  rarefaction.  What  is  the  effect  of  this  rarefaction  on  the 
membrane?  The  pressure  on  the  right  diminishes,  the  mem- 
brane moves  to  the  right,  the  pressure  in  the  gas  chamber  G  sud- 
denly diminishes;    the  flame  as  suddenly  diminishes  in  height. 

The  essential  features  of  the  instrument  are,  then :  — 

1.  A  membrane  which  responds  at  once  to  any  displacement 
of  the  air  particles  adjoining  it ;  i.e.  to  any  wave  of  compression 
or  rarefaction. 

2.  A  gas  flame  so  arranged  as  to  respond  to  every  motion  of 
the  membrane. 

3.  A  mirror  that  can  be  rotated  so  as  to  separate  the  succes- 
sive images  of  the  flame,  and  thus  allow  us  to  detect  die  varia- 
tions of  pressure  at  the 
membrane   due   to  any 
disturbance  of  the  air. 

Since  now  the  height 
of  the  flame  measures, 
in  a  general  way,  the 
displacement  of  the  par- 
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Fig.  166. 


tides  adjoining  the  mem- 
brane, we  need  only  draw 
an  outline  of  the  image 
of  the  flame  in  the  ro- 
tating mirror,  and  we 
have  at  once  a  graphical 
representation  of  a  sound  wave.  Such  are  the  following  dia- 
grams (see  Fig.  166).  They  merely  record  the  variations  of 
pressure  produced  by  three  different  trains  of  waves  at  the 
membrane  of  the  manometric  flame.  As  the  name  indicates, 
such  a  flame  is  simply  a  quick-acting  barometer,  responding  to 
changes  of  pressure  which  occur  at  rates  even  as  high  as  several 
hundred  per  second. 
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Within  the  last  few  years  Professor  D.  C.  Miller,  of  Cleveland, 
has  succeeded,  by  use  of  a  delicate  membrane  and  mirror,  in  pho- 
tographing the  displacement  curves  of  various  notes.  The  accu- 
racy with  which  he  is  able  to  record  the  motion  of  the  air  parti- 
cles during  the  passage  of  a  sound  wave  far  surpasses  anything 
else  accomplished  along  this  line. 

228.  If  now  one  examines  with  this  instrument  a  number  of 
noises  and  musical  tones,  he  finds  that  corresponding  to  these 

two     different    sensa-  y^^T^^-*^— 7           >^             ^^^y 

tions,  the  manometric  ^y^'^'^l/^           ^^*-^^*^^'^At/^^^*7^^^ 

flame  shows  two  dif-     ^ 

ferent    kinds   of    dis-  orapwcal  reprebentatioh  of  a  mmc 

turbances  in  the  air.         ^^..^ 

These    are    exhibited      ^^'1^^^2^^2^^l^^2^^l^l^^7/^ 

fairly  well  in  Fig.  167.    B 

The  noise  is  made  up  qraphical  reprckntation  of  a  mu«oal  hots. 

of  many  small   parts  Fio.  167. 

of  trains  of  waves,  all 

jumbled  together.     But  the  flame  shows  that  a  musical  note  is 

produced  by  one  train  of  uniform  waves. 

It  shows  also  that  vowels,  as  employed  by  singers,  are  musical 
tones,  while  consonants  are  essentially  brief  noises. 

''  The  sensation  of  a  musical  tone  is  due  to  rapid  periodic  mo- 
tion of  a  sonorous  body ;  the  sensation  of  a  noise  to  non-periodic 
motion."  —  Helmholtz,  Sensations  of  Tone,  p.  8. 

VII.    Three  Features  by  which  Musical  Tones  are  dis- 
tinguished FROM  Each  Other 

A.    Loudness 

229.  When  the  key  of  a  piano  is  struck  gently,  and  again  with 
a  hard  blow,  we  recognize  that  the  two  notes  thus  produced  are 
alike  except  that  the  second  is  louder  than  the  first.  The  vibra- 
tions of  a  guitar  string  when  first  struck  are  suflBciently  large  for 
us  to  see  them ;  but  as  the  vibrations  diminish  in  amplitude,  we 
observe  that  the  note  diminishes  in  loudness. 

When  a  note  is  sung  into  the  tube  of  a  manometric  flame,  it  is 
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at  once  evident  that  the  indentations  in  the  ribbon  of  flame  are 
deeper  in  proportion  as  the  note  is  louder  (see  Fig.  168).    That  is, 

the    louder    the    sound,    the 


wmvm 


greater    the    displacement    of 
the  air  particles   against  the 
^^  ^^^^  ^^^^^^^       membrane. 
"rrrrrT^^  From  these,  and  simUar  ex- 

^ periments,     it     is    concluded 

Fio.  ifts.— A  and  B  are  two  notes  aUke    therefore  that  the  loudness,  or 

in  all  respects,  except  that  A  is  louder      ,    .        .^i__      m  «  • 

^i^Q  Q  intensity,  of  a  sound  mcreases 

or  diminishes  as  the  amplitude 
of  the  vibrating  air  particles  at  the  ear  increases  or  diminishes. 

Since  the  energy  of  a  vibrating  body  is,  other  things  being 
equal,  proportional  to  the  square  of  its  amplitude,  loudness  evi- 
dently increases  with  energy  of  vibration  in  the  source.  The 
variation  of  loudness  with  distance  is  an  immediate  consequence 
of  this  fact.  For  when  a  sound  wave  spreads  out  as  indicated 
in  Fig.  162,  §  224,  the  energy  emitted  by  the  source  during  any 
minute  interval  of  time  is,  at  any  later  instant,  spread  out  over 
a  spherical  surface  which  has  the  source  at  its  center.  Now  the 
area  of  this  spherical  surface  must  increase  as  the  square  of  its 
radius  and  hence  the  quantity  of  energy  which  is  incident  upon 
the  ear  at  any  given  instant  must  vary  inversely  as  the  square  of 
this  distance,  a  fact  with  which  every  one  is  familiar.  Few  facts 
in  nature  are  more  surprising  than  the  minuteness  of  the  amplitude 
of  ordinary  sound  waves. 

Digression  on  the  Effect  of  Wind  upon  the  Intensity  of  Sound 

230.  When  a  spherical  wave  is  propagated  in  the  manner  just 
described,  it  is  customary  to  describe  the  continuous  locus  of 
all  air  particles  having  the  same  phase  as  the  wave  front.  When 
an  observer  is  at  some  distance  from  the  origin  of  the  sound,  the 
wave  front  which  strikes  his  ear  is  practically  plane.  Suppose 
that  a  wind  is  blowing  in  the  same  direction  in  which  the  sound 
is  proceeding.  One  might  expect  the  apparent  speed  of  sound  to 
be  slightly  increased ;  or  if  the  wind  be  traveling  against  the 
sound,  he  would  find  the  speed  slightly  diminished.     But  it  is  a 
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Fig.  109. — Sound  traveling  with  wind.  Dotted 
linee  show  suoceasive  positions  of  wave  front 
in  still  air. 


matter  of  common  observation  that  the  audibility  or  loudness  of 
sound  coming  from  any  considerable  distance  is  also  dependent 
upon  the  direction  of  the 
wind.  A  sound  is  said  to 
**  carry  "  better  with  the 
wind  than  against  it. 

The  explanation  of  this 
phenomenon  was  first 
given  in  1857,  by  Stokes 
of  Cambridge.  Reargued 
that  since  the  upper  lay- 
ers of  the  air  are  always  carried  along  more  rapidly  by  the  wind 
than  those  next  the  surface  of  the  earth,  a  vertical  plane  wave 
front  traveling  with  the  wind  will,  as  it  advances,  become  more 
and  more  inclined  toward  the  surface  of  the  earth,  as  shown  in 
Fig.  169.  In  this  manner  the  sound  is,  so  to  speak,  continually 
brought  down  to  the  ear  of  the  observer.  But  if  the  sound  be 
traveling  against  the  wind,  the  upper  portions  of  the  advancing 

plane  wave  front  will  be 
bent  backwards  so  that 
the  soimd  is  directed 
somewhat  upwards  and 
above  the  listening  ear  as 
shown  in  Fig.  170. 

If  we  remember  that 
sound  always  travels  in 
a  direction  perpendicular  to  the  wave  front,  it  will  be  clear  that 
the  observer  is  here  left  in  a  sort  of  sound  shadow,  all  that 
reaches  him  being  what  little  is  diffracted  in  his  direction. 

231.  Another  factor  in  the  loudness  of  sound  is  the  presence 
of  some  large  elastic  body  with  which  the  vibrating  body  is 
rigidly  connected.  Thus  a  violin  string  when  removed  from 
any  sounding  board  gives  a  thin,  weak  sound ;  but  when 
stretched  over  the  body  of  the  violin,  the  sound  is  full  and 
resonant  and  less  prolonged.  The  explanation  of  this  phenome- 
non, which  is  as  follows,  was  also  given  by  Stokes  (Papers, 
Vol.  IV,  p.  299) :  — 


-WIND 


Fio.  170.  —  Sound  traveling  against  wind, 
lines  indicate  actual  wave  fronts. 
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When  a  solid  body  moves  through  the  air  slowly,  the  air  flows 
from  in  front  toward  the  rear,  almost  exactly  in  the  same  man- 
ner as  if  the  solid  were  moving  through  an  incompressible  fluid ; 
but  when  the  motion  becomes  very  rapid,  the  air  in  front  is  to  some 
extent  compressed,  and  equalization  of  pressure  between  the  front 
and  rear  does  not  occur  in  exactly  the  same  manner  as  before. 
If,  however,  the  vibrating  body  be  thin  and  small,  as  a  piano  wire, 
the  equalization  of  pressure  between  front  and  rear  is  very  much 
facilitated.  But  in  the  case  of  a  broad  flat  body,  such  as  the 
sounding  box  of  a  guitar,  there  is  less  chance  for  the  lateral  escape 
of  the  air  and  hence,  corresponding  "to  every  slightest  vibration 
of  this  board,  a  wave  of  condensation  and  rarefaction  is  emitted. 
For  the  air  can  no  longer  behave  as  an  incompressible  fluid  unless 
the  frequency  of  vibration  be  very  much  less  than  that  employed 
in  music.  Thus,  although  the  amplitude  of  the  sounding  board 
is  much  less  than  that  of  the  string,  the  actual  amplitude. at  the 
ear  is  enormously  increased  by  its  use.    In  the  reenforcement  of 

sound  in  this  manner  the  two  funda- 
mental factors  are,  then,  the  size  and 
—A      frequency  of  the  vibrating  body. 

Stokes  illustrates  this  principle  most 
beautifully  by  holding  near  a  tuning  fork 
a  piece  of  cardboard  in  the  position  in- 
dicated by  the  plane  B  in  Fig.  171, 
where  the  two  small  rectangles  represent 
a  horizontal  cross  section  of  the  fork.  If 
the  cardboard  be  placed  in  the  symmet- 
rical positions  A  or  C,  the  air  in  front 
^lZoT!^r^^^  «f  the  vibrating  prong  has  no  difficulty 
ing  board.  in  getting  around  to  the  rear,  but  when 

the  card  is  held  in  a  diagonal  position, 
with  its  edge  near  the  edge  of  the  fork,  as  at  B,  these  side 
currents  are  hindered,  and  waves  of  compression  and  rarefaction, 
instead  of  annulling  each  other,  go  to  increase  the  intensity  of 
the  sound.  The  increase  in  intensity  on  shifting  the  cardboard 
from  position  A  to  position  B  is  easily  observed  by  a  large  group 
of  hearers. 
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Fio.  172.  — Il- 
lustrating the 
fact  that  pitch 
varies  with 
frequency. 


B.    Pitch 

232.  On  clamping  a  piece  of  steel  or  brass  spring,  say  a  piece 
of  clock  spring,  in  a  vise,  one  observes  not  only  that  the  spring 
vibrates  more  rapidly  as  it  is  made  shorter,  but 
also  that  it  emits  a  higher  note.    See  Fig.  172. 

In  the  case  of  a  wire,  whether  stretched  from 
one  fence  post  to  another  or  between  two  fixed 
pins  in  a  piano,  there  is  no  doubt  but  that  it 
vibrates  more  rapidly  the  more  it  is  stretched ;  we 
observe  also  that  the  note  it  emits  is  higher  and 
higher  the  more  it  is  stretched. 

From  such  experience  we  might  suspect  the 
pitch  of  a  note  to  depend  upon  the  frequency 
(§§  48,  190)  of  the  vibrating  body.  But  we  need 
more  direct  and  conclusive  evidence  to  thoroughly 
establish  such  a  conclusion.  A  card  held  against 
a  rotating  toothed  wheel  will  furnish  us  just  such  evidence.  Here 
we  compel  the  card  to  make  one  vibration  every  time  it  passes 
a  tooth.  The  frequency  of  the  vibrating  card  is  the  number  of 
teeth  passed  per  second.  When  the  wheel  slows  up,  the  pitch 
of  the  note  produced  by  the  card  falls ;  when  the  wheel  increases 
in  speed,  the  pitch  of  the  note  rises. 
If  still  further  evidence  be  desired,  try  the  following  experiment : — 
Into  the  speaking-tube  of  a  manometric  flame  sound  two 
notes  of  different  pitch  in  rapid  succession.     Or,  what  is  better 

still,  use  two  manometric 
flames  placed  near  each  other 
and  viewed  in  the  same  ro- 
tating mirror.  It  is  then 
easily  seen  that  when  the 
flames  are  excited  by  notes  of 
the  same  pitch,  the  notches 
in  the  image  of  each  flame  are 
at  the  same  distance  apart. 
But  if  either  flame  be  excited  by  a  note  of  higher  pitch,  the 
notches  on  this  flame  are  closer  together.    And  if  one  note  be  an 
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Fio.  173.  —  A  and  B  are  two  notes  alike 
in  all  respects  except  pitch. 
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octave  above  another,  we  see  that  the  notches  are  exactly  twice 
as  close  together  in  the  high  note  as  in  the  low.     See  Fig.  173. 

Such  evidence  leads  us  to  think  that  the  pitch  of  any  tcme 
depends  simply  i^on  the  frequency  of  Uie  vibrating  body  irtiich 
produces  it;  m,  v/bai  Is  the  same  thing,  upon  the  period  of  tbe 
vibrating  body. 

For,  if  we  denote  the  frequency  by  n  and  the  period  by  T, 

-  ^  ±_  Defining  eqimtion 

•        m'  [or  (requeocy. 

The  numerical  value  of  any  pitch  is  the  frequency  n.    A  tun- 
ing fork  which  makes  three  hundred  vibrations  per  second  is  said 
to  have  "  a  pitch  of 
three  hundred." 

233.  There  are  many 
laboratory  methods  for 
the  actual  determina- 
tion of  the  pitch  of 
sound,  most  of  them 
based  upon  the  char- 
acteristic equation  of 
wave  motion ;  namely, 

V  =  nl.  .Eq.  76 
The  following  must 
suflife  as  a  type  of 
them  all.  Take  a  small 
whistle,  such  as  that 
devised  bj-  Galton,  for 
the  source  of  sound 
whose  pitch  is  to  be 
measured.  This  source 
is  placed  at  one  end  of 
a  Y-shaped  tube  which 
opens  into  two  parallel 
tubes.     These  parallel 

tubes,  at  their  farther  end,  again  unite  into  a  Y-shaped  tube,  as 

shown  in  Fig.  174. 
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If,  now,  a  gas  flame  which  is  just  on  the  point  of  flaring  be 
placed  at  the  end  of  this  second  Y,  it  will  serve  as  a  very  sensitive 
means  for  detecting  any  disturbance  in  the  air  at  that  point. 
The  U-shaped  portion  of  one  of  these  parallel  tubes  is  so  arranged 
as  to  telescope  upon  itself,  somewhat  after  the  fashion  of  a  trom- 
bone. 

In  this  manner  the  length  of  path  from  the  whistle  to  the  flame 
is  constant  through  one  tube  and  variable  through  the  other. 
At  the  first  Y,  the  wave  which  leaves  the  whistle  is  divided  into 
two  parts.  These  two  parts  reunite  at  the  second  Y,  but  the  phase 
in  which  they  meet  depends  upon  the  difference  of  length  between 
the  two  routes  which  they  travel.  If  this  difference  is  a  whole 
number  of  wave  lengths,  the  two  waves  will  reenf orce  each  other ; 
but  if  their  path  differs  by  an  odd  number  of  half  wave  lengths, 
they  will  interfere  and  produce  silence.  As  the  telescope  is  moved 
along,  these  silent  points  will  be  indicated  by  the  sensitive  flame. 
If  now  we  measure  the  differenop  in  length  of  the  variable  tube 
between  two  successive  silent  points,  we  shall  have  the  wave 
length  of  the  tone  which  is  emitted  by  the  whistle.  Knowing  the 
velocity  of  sound  in  air  V,  we  may  now  easily  compute  n  from 
Eq.  76. 

One  advantage  of  the  sensitive  flame  is  that  it  may  be  used 
even  when  the  pitch  of  the  whistle  is  so  high  as  to  be  inaudible  to 
the  human  ear. 

C.    Qualiiy 

234.  But  two  notes  may  have  the  same  pitch,  and  may  have 
the  same  loudness,  and  yet  be  quite  different.  Two  tenor  voices 
singing  the  same  note  with  equal  loudness  may  be  easily  distin- 
guished; for,  as  we  are  accustomed  to  say,  they  have  different 
qualities.  Strike  the  same  note  upon  a  piano  and  upon  an  organ ; 
—  let  them  be  equally  loud ;  no  one  finds  any  difficulty  in  dis- 
tinguishing the  piano  from  the  organ.  Two  of  our  friends  may 
converse  in  the  same  key  and  with  equally  loud  voices,  but  we 
do  not  hesitate  in  telling  their  voices  apart,  even  though  they 
stand  at  our  back,  or  perhaps  in  the  dark.  Their  voices  have 
a  different  quality.    These  differences  are  most  strikingly  illiw^ 
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trated  in  the  various  instrumeats  of  the  orchestra,  where  we  reco^ 
nize  with  great  ease  just  which  instruments  are  being  used.  A 
guitar  string  when  plucked  at  its  middle  emits  a  note  of  different 
character  from  that  of  the  »ame  string  when  plucked  near  one  end. 

How  shall  we  explain  these  differences,  so  familiar  to  every- 
one? Difference  of  amplitude  produces  difference  of  loudness. 
Difference  of  frequency  produces  difference  of  pitch.  But  what 
produces  difference  of  quality  ? 

The  most  direct  answer  to  this  question  is  obtained  by  means 
of  the  manometric  flame.  Into  the  speaking  tube  of  such  a 
flame  pronounce  as  nearly  as  possible,  with  the  same  pitch  and 
loudness,  each  of  the  vowels  of  the  alphabet.  It  is  observed  at 
once  that  the  ribbon  of  ffame  seen  in  the  mirror  is  different  in 
each  case;  to  each  particular  vowel  corresponds  a  wave  of  dif- 
ferent shape.  The  notches  in  the  ribbon  have  not  the  same  form 
for  any  two  vowels.  It  is  then  the  form  of  the  wave  which  deter- 
mines the  quality  of  any  note. 

It  is  well  to  remember  that,  while  to  everj'  different  quality 
there  corresponds  a  different  form  of  wave,  Helmholtz  has  proved 
that  the  converse  of  this  is  not  true.  Quality  depends  simply 
on  what  components  combine  to 
produce  the  wave,  not  at  all  upon 

■  the  phases  in  which  they  combine. 

In  Fig.   175  is  shown  the  ap- 

j^fff/j/^^pff^/f/^^^  pearance  of  two  flames  each  ex- 
' cited    by    a    note    of    the    same 


Fto.  ITS.  — Two  notea  of  the  same   frequency  and  same  loudness,  but 

piuh^nd  loud,^  but  of  different   ^j  ^iff^^ent  quality.     In  this  CESe 

we  see   not   only  that  the  form 

of  the  wave  in  ^  is  different  from  that  in  B,  but  we  see  just  tow 

it  differs. 

In  B  there  is  present  a  small  wave  having  twice  the  frequency 
of  that  of  A.  So  that  A  represents  the  fundamental,  while  B 
represents  a  note  in  which  both  the  fundamental  and  the  octave 
are  present. 

In  the  case  of  the  vowels  which  we  have  just  examined,  this 
difference  of  wave  form  is  brought  about  by  changes  in  the 
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cavity  of  the  mouth.  Pronounce  the  voweb  a  and  o  in  suc- 
cession^  and  observe  the  manner  in  which  you  change  the  air 
space  inclosed  within  your  mouth  during  the  interval  between 
the  pronunciation  of  the  two  voweb. 

In  general,  experiment  shows  that  the  wave  form  which  deter- 
mines the  quality  of  any  tone  depends  upon  the  presence  of  vi- 
brations more  rapid  than  the  fundamental,  the  fundamental  being 
defined  as  the  lowest  note  which  a  body  can  give  out.  These 
other  and  higher  notes  are  called  overtones  or  harmonics. 

236.  The  presence  of  these  harmonics  in  a  piano  wire  may  be 
easily  shown  by  holding  down  a  key  of,  say,  middle  C,  and  then 
striking  several  times  a  note  one  or  two  octaves  below.  It  will 
then  be  found  that  when  the  vibrations  of  the  lower  note  have 
been  damped  out,  the  upper  note  is  still  sounding,  owing  to 
resonance  between  it  and  one  of  the  harmonics  of  the  lower 
note. 

The  resonators  devised  by  Helmholtz  (which  are  simply  hol- 
low spheres  tuned  to  respond  to  certain  definite  tones),  when 
connected  with  a  manometric  flame,  form  a  very  sensitive  means 
for  detecting  those  harmonics  which  have  the  same  frequency 
as  the  resonators. 

The  existence  of  these  overtones  may  easily  be  shown  in  any 
stretched  string.  Damp  the  string  at  the  middle  point.  If 
now  it  be  bowed  at  a  point  one 
quarter  of  the  length  of  the  string 
from  either  end,  the  string  will 
vibrate  as  shown  in  Fig.  176,  5, 
and  the  octave  of  the  funda- 
mental will  be  heard.  Evidently, 
therefore,  the  first  overtone  in  a 
stretched  string  is  the  octave  of 
the  fundamental.  For  (§  215), 
V  =^  2nL  =  2niLi,  where  n  is  the  frequency  of  the  fundamental 

and  ni  is  the  frequency  of  the  first  overtone ;  and  since  —  =  2, 

it  follows  that  —  =  2.    It  may  be  shown  in  like  manner  that 

n 
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G.    MOOMD  OVniTOM  9i% 

Fio.  176. 
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the  pitch  of  the  second  overtone  is  to  that  of  the  fundamental 
as  3: 1.  The  third  overtone  is  two  octaves  above  the  funda- 
mental, and  so  on. 

A  better  method  still  of  showing  these  overtones  is  by  aid 
of  two  open  organ  pipes  (Fig.  177),  one  of  which  is  an  octave 

above  the  other.  When 
both  are  sounded  at  the 
same  time,  the  first  over- 
tone of  the  lower  pipe 
Fio.  177. -Showing  wave  length  of  overtone  in      ^^n  readily  be  made  to 

one  pipe  equal  to  wave  length  of  fundamental       beat  with  the  f undamen- 

'''°^^'-  tal  of  the  higher  pipe. 

It  is  these  higher,  and  generally  feebler,  tones  which  give  the 
distinguishing  quality  to  any  particular  note. 

236.  Here  is  perhaps  the  place  to  mention  a  useful  distinc- 
tion between  the  terms  "  note  "  and  "  tone.'*  When,  for  in- 
stance, a  violin  string  is  bowed,  the  whole  musical  sound  emitted 
b  called  a  note.  But,  as  we  now  see,  each  of  these  notes  is  made 
up  of  a  series  of  irresolvable  notes  which  are  called  tones.  The 
lowest  of  these  tones  is  the  one  which  determines  the  pitch  of  the 
note,  and  is  called  the  fundamental ;  the  rest  are  called  overtones 
or  upper  partials.  If  the  frequencies  of  these  overtones  are  exact 
multiples  of  the  frequency  of  the  fundamental,  they  are  called 
harmonics. 

Digression  on  Beats 

237.  When  two  notes  are  slightly  out  of  unison,  they  have 
slightly  different  wave  lengths  in  air.  The  consequence  is  that 
they  reach  our  ears  with  a  difference  of  phase  which  is  con- 
stantly changing.  At  one  instant,  they  interfere  in  such  a  way 
as  almost  to  produce  silence;  at  the  next  instant,  they  combine 
in  such  a  way  as  to  produce  a  sound  louder  than  that  of  either 
alone. 

Most  people  are  familiar  with  the  peculiar  rise  and  fall  that 
attends  the  sound  of  a  large  bell  after  the  clapper  has  struck  it 
for  the  last  time.  This  is  due  to  the  interference  of  two  different 
segments  of  the  bell,  such  as  A  and  B  in  Fig.  178,  which  travel 
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Fio.  178.— A  vibrating  bell 
jar:  really  equivalent  to 
four  di£Ferent  vibrating 
bodies. 


around  the  rim  owing  to  lack  of  perfect  symmetry  or  homo- 
geneity in  the  metal.  The  same  phenomenon  is  easily  shown  with 
a  glass  bell  or  an  iron  ring. 

Two  tones  which  interfere  in  this  way 
to  produce  this  alternate  rise  and  fall  of 
intensity  are  said  to  beat.  These  alterna- 
tions of  loudness  are  called  beats. 

This  phenomenon  is  most  readily  shown 
by  means  of  two  tuning  forks  which  are 
in  unison.  If  the  forks  are  in  exact  unison 
to  begin  with,  a  little  wax  placed  on  the 
prong  of  either  one  will  slow  it  up;  for 
the  wax  adds  to  the  inertia  of  the  fork, 
and  does  not  add  to  its  elastic  force. 
Consequently,  whatever  difference  of  phase 
may  exist  at  any  instant  between  the  two 
forks,  this  difference  will  continuously 
change,  and  hence  will  follow  a  series  of  beats.  The  more  wax 
placed  on  the  prong,  the  more  rapid  the  beats.  How  do  you 
explain  this?  Two  guitar  strings  are  easily  adjusted  to  unison. 
Tighten  either  one  ever  so  little  and  they  beat. 

It  is  easily  seen  from  the  theory  of  waves  in  general  that  the 
number  of  beats  per  second  is  numerically  equal  to  the  difference 
in  frequency  between  the  notes  beating.  For  die  interval  be- 
tween two  successive  beats  is  simply  the  time  taken  for  one  train 
of  waves  at  any  point,  say  at  the  listening  ear,  to  gain  360®  (2  t 
radians)  in  phase  over  the  other  train.  Each  train  of  waves  travels 
at  the  same  speed ;  but  as  these  trains  pass  any  one  point  their 
difference  of  phase  is  continually  changing.  If  one  note  makes 
500  vibrations  per  second  and  another  502  per  second,  it  is  evi- 
dent that  at  any  point  the  latter  will  gain  in  phase,  over  the  first, 
4t  radians  each  second.  These  two  notes  will  be  in  the  same 
phase  twice  each  second,  and  in  opposite  phase  twice  each  second. 
They  will  therefore  beat  twice  each  second.  In  general,  if  the 
frequency  of  one  note  is  n  and  of  another  n^  the  number  of  beats 
per  second  will  be  n  —  n\  Absence  of  beats  is  the  simplest  test 
of  unison  for  notes  of  nearly  the  same  pitch. 
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VIII.    Relation  of  Tones  to  Each  Other.    The  Musical 

Scale 

238.  Up  to  the  present  moment  we  have  been  studying  the 
nature  of  a  single  train  of  waves  in  the  air,  the  propagation  of  a 
single  musical  tone.  We  now  proceed  to  consider  some  of  the 
relations  of  musical  tones  to  each  other.  Here  we  find  ourselves 
already  in  the  domain  of  Music. 

But  there  are  some  experimental  facts  which  must  be  viewed 

as  a  sort  of  connecting  link  between  Music  and  Physics.    These 

constitute  the 

Scientific  Basis  of  Music 

There  are  few  ears  which  have  the  ability  to  determine,  on 
hearing  a  single  musical  tone,  just  what  the  pitch  of  the  note  is. 
Frequency  is  a  difficult  thing  for  the  human  ear  to  determine. 
But  there  are  very  many  observers  who,  on  hearing  ttoo  notes,  can 
tell  what  the  ratio  of  their  frequency  is.  If  two  keys  on  a  piano 
are  struck,  there  is  no  difficulty  in  saying  whether  their  pitches 
are  related  as  3 :  2  or  1 :  2,  or  in  some  other  ratio ;  but  not  more 
than  one  person  in  a  hundred  can  make  an  intelligent  guess  as  to 
the  frequency  (absolute  pitch)  of  either  note. 

Definition  of  Musical  Interval 

239.  The  interval  between  two  notes  is  defined  as  the  ratio  of 
their  frequencies.  Two  notes  having  the  same  pitch,  whatever 
their  quality  or  intensity,  are  said  to  be  in  tmison.  The  interval 
in  this  case  is  not  zero,  but  unity.  If  the  ratio  be  2 :  1,  the  inter- 
val is  said  to  be  an 

Octave 

A  note  whose  pitch  (frequency)  is  400  is,  then,  an  octave  above 
a  note  whose  pitch  is  200.  A  note  whose  pitch  is  100  is  an  octave 
below  one  whose  pitch  is  200.  The  impressions  produced  upon 
the  human  ear  by  a  note  and  its  octave  are  strikingly  similar. 
So  alike,  indeed,  are  the  two  sensations  that  many  fairly  well- 
trained  musicians  sometimes  mistake  the  one  for  the  other.  So 
far  as  the  author  is  aware,  this  similarity  has  never  been  satis- 
factorily explained. 
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The  Major  Chord 

240.  Still  more  remarkable  is  the  following  fact  concerning 
the  human  ear  —  a  fact  which  has  been  well  known  for  more 
than  two  thousand  years,  a  fact  which  is  fundamental  in  all 
music,  but  which,  up  to  the  present  century,  had  baffled  all 
attempts  at  explanation. 

The  fact  is  that  any  three  tones  whose  frequencies  are  as 
4:5:6  always  make  a  pleasing  impression  upon  the  ear.  This 
combination  of  notes  is  known  as  the  major  triad ;  or,  taken  to- 
gether with  the  octave  of  the  fundamental,  is  called  the  major 
chord.  The  universal  judgment  is  that  three  such  notes,  whatever 
their  frequencies,  produce  harmony  when  sounded  together. 

The  explanation  of  this,  which  we  owe  to  Helmholtz,  is  based 
upon  the  disagreeable  impression  resulting  from  beats. 

Helmholtz  likened  the  effect  of  beats  on  the  human  ear  to 
the  unpleasant  sensation  of  a  flickering  light  upon  the  eye.  When, 
however,  the  beats  become  very  rapid,  they  cease  to  be  disagree- 
able, —  just  as  an  electric  light  alternating  in  intensity  ceases 
to  be  painful  when  the  alternations  are  very  rapid.  Helmholtz 
showed  that  beats  are  most  disagreeable  when  they  occur  at  the 
rate  of  30  per  second ;  but  they  can  be  detected  even  when  they 
run  as  high  as  132  per  sec- 
ond. He  next  showed  that 
the  physical  basis  for  the 
harmony  of  the  major  chord 
lies  in  the  fact  that  neither 
between  notes  whose  fre- 
quencies bear  the  simple 
ratios  4:5:6,  nor  between 
their  overtones,  nor  be- 
tween their  overtones  and 
fundamentals,  are  there  any 
disagreeable  beats. 

In  Fig.  179  are  represented  the  totality  of  tones  in  the  major 
chord  up  to  the  sixth  harmonic. 

Beginning  with  the  fundamental  C,  it  will  be  observed  that 
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Fio.  170.  —  Major  chord  represented  by  half 
notes;  harmonics  represented  by  quarter 
notes. 
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none  of  the  overtones  are  so  near  the  fundamental  or  each  other 
as  to  beat  and  produce  dissonance. 

Consider  next  the  note  E,  whose  frequency  is  five;  its  fourth 
harmonic  is  in  unison  with  the  fifth  harmonic  of  the  fundamental. 
But  the  third  and  fifth  harmonic  of  E  are  each  more  or  less  disso- 
nant with  the  fourth  and  sixth  of  the  fundamental. 

When  we  come  to  the  note  G,  whose  frequency  is  six,  we  find 
only  one  harmonic,  the  third,  which  is  not  already  present  in  the 
fundamental.  This  third  beats  with  the  fourth  and  fifth  of  the 
fundamental  and  distracts  somewhat  from  the  harmony.  But 
the  octave  C,  it  will  be  observed,  introduces  no  harmonics  what- 
ever that  are  not  already  in  the  fundamental.  This  almost  com- 
plete freedom  from  beats  thus  explains  the  remarkable  harmony 
of  the  major  chord. 

The  Major  Scale 

241.  Musicians  divide  the  interval  between  any  note  and  its 
octave  into  a  series  of  seven  smaller  intervals  called  tones  and 
semitones.  The  notes  which  make  up  the  octave  are  denoted 
by  the  letters  of  the  alphabet  and  are  built  up  out  of  three  major 
triads,  as  follows :  — 

C:E:  G  =  4:5:6. 
F:A:2C  =4:5:6. 
G:  B:2D  =  4:5:6.    • 

Let  us  call  the  lowest  note  of  the  octave  C,  and  denote  its 
frequency  by  "  m  " ;  these  proportions  then  amount  to  a  series 
of  six  equations  which  we  may  solve  to  find  the  frequency  of  the 
other  six  notes  in  the  octave.     Thus, 


C:E  =  4:5. 

C:G  =  4:6. 
F:2C  =  4:C}. 

F:A  =  4  :  5. 

f; :  «  =  4  :  5. 
G:2D  =  4:6. 


C  =  771. 

,  E  =  im. 
.  G  =  i  m, 
,  F  =  ^  m. 
,  A  =  ^  m. 

.  «  =  V-  m. 

.  D  =  ^m. 
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Table  of  Musical  Nomenclatures 
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Scientific  Scale. 

256 
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320 
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384 
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The  preceding  table  indicates  also  the  ordinary  musical  nota- 
tion, a  beautiful  form  of  shorthand.  The  character  employed 
tells  the  reader  the  time  for  which  any  note  is  to  be  sounded, 
while  the  vertical  position  of  the  note  among  the  lines  and  spaces 
gives  its  pitch.  The  modern  system  of  musical  notation  is,  then, 
essentially  that  invented  by  Descartes  in  1637  and  universally 
employed  in  anal>i;ical  geometry.  The  bass  and  treble  are 
connected  by  the  fact  that  the  C  represented  by  the  first  line  above 
the  bass  is  identical  with  the  C  on  the  first  line  below  the  treble. 
This  note  is  called  Middle  C  on  the  piano.  Ordinarily  its  fre- 
quency is  about  264. 

242.  The  scale  thus  formed  and  represented  in  the  preceding 
table  is  called  the  natural  or  diatonic  scale.  Between  the  suc- 
cessive notes  it  will  be  observed  that  there  are  three  kinds  of 
intervals;  namely, 


and 


C-B,  F-G,  A-B,  I  —  called  a  major  tone, 
D-E,  G-A ,  V  —  called  a  minor  tone, 
E-F,  B-C,  {i  —  called  a  major  semitone. 
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If  all  music  were  written  in  the  key  of  C,  this  diatonic  scale 
would  suffice.  But  on  instruments  with  fixed  notes,  such  as 
the  piano  and  guitar,  it  would  be  impossible  to  pass  to  other  keys 
without  enormously  complicating  the  instrument.  To  avoid 
this  difficulty  Bach  (1685-1750)  invented  the  so-called  tem- 
pered scale,  in  which  the  octave  is  divided  into  twelve  equal 
intervals,  or  half  notes,  each  tone  having  a  frequency  2"  that 
of  the  preceding.  This  interval  is  very  nearly  the  semimajor 
tone.  The  student  will  now  see  why  the  black  key  on  the  piano 
is  omitted  between  B  and  C,  and  also  between  E  and  F. 

The  names  of  the  notes  employed  in  vocal  music  are  derived 

from  the  initial  syllables  of  the  following  stanza,  from  an  old 

Latin  hymn :  — 

"  vi  queant  laxis  r^sonare  fibris 

Mira  gestorum  famuli  tuorum 

Solve  polluti  lahri  reatum 

Sanct  Joannes." 

Poggendorff,  Geschichte  der  Physik,  p.  802. 

IX.    Appucation  of  Preceding  Principles  to  Various 

Instruments 

Wind  Instruments 

243.  Of  these  the  organ  pipe  is  perhaps  the  simplest  and 
most  typical.     There  are  two  kinds,  open  and  closed.     In   each 

"^"■""""  of  them  two  trains  of  waves  interfere  to 
produce  stationary  waves.  By  an  open 
pipe  is  meant  one  which  is  not  closed  at 
either  end ;  by  a  closed  pipe  is  meant  one 
which  is  closed  at  one  end  only.  These 
two  types  are  shown  in  Fig.  180. 
One  train  of  waves  is  produced  by  blow- 


^ 


I  ing  against  the  lip  /,  of  the  pipe ;  another 

train  is  produced  by  reflection  from  the 

upper  end  of  the  pipe. 

0  y         In  the  case  of  the  open  pipe,  reflection 
Fio.   180  -  Section  of     ^^^^^^  ^,j^^j^  ^^iG  incident  train  strikes  the 

open  and  closed  organ  ... 

pipes.  quiet  air  at  the  end  of  the  pipe;   in  the 
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case  of  the  closed  pipe,  reflection  occurs  when  the  wave  strikes 
against  the  wooden  end  of  the  pipe.  In  either  case,  the  whole 
behavior  of  the  air  in  the  organ  pipe  is  exactly  that  of  a  small 
portion  of  the  air  in  a  Kundt's  tube  (§  223). 

In  the  case  of  the  open  organ  pipe,  it  is  evident  that  each  end 
is  an  antinode,  i.e,  a  place  where  no  compression  occurs,  but 
where  great  motion  is  always  possible.     Consequently,  an  open 

organ  pipe  is  simply  h    k    n    a    n    a    m    a    n 

that    portion    of    a  —      >■  ^ 

Kundt's  tube   which 


lies  between  two  con-     Fio.  ISl.  —  Correspondence  between  the  open  organ 

secutive  antinodes,  as  ^'^^  *^^  ^""^^^'^  ^^• 

shown  in  Fig.  181,  where  N  denotes  a  node  and  A  an  antinode. 
It  is  evident,  therefore,  that  the  wave  length  of  the  fundamental 
is  just  twice  the  length  of  the  open  pipe  which  emits  it. 

As  a  matter  of  fact  this  rule  is  not  quite  exact ;  for  it  is  found 
that  the  fundamental  wave  length  is  a  little  more  than  twice 
the  length  of  the  pipe.  This  is  due  to  the  fact  that  the  inertia  of 
the  air  surrounding  the  open  end  of  the  pipe  has  the  effect  of 
slightly  increasing  the  effective  length  of  the  pipe,  very  much  in 
the  same  way  that  the  velocity  of  a  rifle  ball  is  found  to  increase 
even  after  the  ball  has  left  the  muzzle  of  the  gun.  Just  as  the  dead 
air  about  the  muzzle  of  the  gun  forms  a  tube,  so  to  speak,  in  which 
the  gaseous  products  of  the  burning  powder  continue  to  expand, 
so  the  quiet  air  about  the  end  of  the  organ  pipe  has  the  effect  of 
practically  extending  the  length  of  the  actual  circular  pipe  by  about 

0.6    of    its     radius,   a  „    ^    ^    ^     n    a     n    a    » 

quantity  which  is  called  ° — ~^^ 

the  **  end   correction.*' 

In    the    case     of    the    ^^°*  ^^^'  —  Correspondence  between  closed  organ 
...  ,         .  pipe  and  Kundt*s  tube. 

closed   pipe,   no   longi- 
tudinal motion  of  the  air  is  possible  at  the  stopped  end;   con- 
sequently, this  end  must  be  a  node,  while  the  lower  (i.e,  the 
open)  end   is   an   antinode.     The   correspondence   is   indicated 
by  Fig.  182. 

It  is  at  once  evident  that  the  length  of  a  closed  pipe  is  one 
quarter  of  a  wave  length  of  its  fundamental. 
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The  student  will  find  it  interesting  to  prove  that  an  open  pipe 
yields  the  complete  series  of  harmonies,  1,  2,  3,  4,  5,  6,  etc. ;  while 
the  closed  pipe  gives  only  the  odd  notes  1,  3,  5,  7,  9,  etc.  Make  a 
sketch,  after  the  style  of  Fig.  177,  showing  the  distribution  of 
nodes  and  loops  in  both  open  and  closed  pipes. 

A  very  direct  means  of  experimentally  locating  the  nodes  and 
loops  in  an  open  pipe  is  to  replace  the  bottom  of  a  pill  box  with 
a  thin  stretched  membrane,  —  say  very  thin  paper,  —  place  a 
little  sand  in  the  box,  and  lower  it  into  the  sounding  tube,  holding 
the  membrane  of  the  box  horizontal.  The  sand  distinctly  an- 
nounces the  positions  of  the  loops  —  becoming  silent  at  the  nodes. 

To  this  class  of  instruments  belong  also  the  flute,  the  clarinet, 
the  comet,  and  the  trombone.  In  the  first  two  of  these  instru- 
ments the  vibrating  column  of  air  is  made  to  break  up,  by  means 
of  stops,  so  as  to  yield  either  the  fundamental  or  overtones  at 
the  will  of  the  player.  The  opening  of  a  stop  at  any  point  on  the 
tube  insures  an  antinode  at  that  point.  While  in  the  trombone 
and  in  the  comet  the  player  controls  the  pitch  by  varying  the 
len^h  of  the  air  column. 

Stringed  Instruments 

244.  Of  these  perhaps  the  simplest  and  most  topical  is  the 
guitar.  This  instrument  has  six  strings,  three  of  silk  covered 
with  silver  wire,  and  three  of  catgut.  The  range  of  the  instru- 
ment is  about  three  octaves.  The  lowest  string  yields  the  note 
E ;  the  highest  open  string,  4  E ;  or  when  held  at  the  middle, 
8  E.  Three  methods  of  varying  the  pitch  are  illustrated  in  the 
guitar :  — 

1.  To  vary  the  pitch  n  of  any  one  string  a  screw  is  employed 
to  change  the  tension  T.  As  the  tension  increases,  the  force 
restoring  the  string  to  its  position  of  equilibrium  becomes  greater. 
The  frequency  therefore  increases. 

2.  To  pass  from  one  note  to  another  on  the  same  string,  *'  frets  '' 
are  employed.  The  finger  holds  the  string  down  over  the  fret 
and  thus  changes  the  length  of  the  string. 

V  =  nl  =  2  nL  =  a  constant.  .'.  noc  — . 
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3.  In  passing  from  one  string  to  another,  the  pitch  of  the 
lower  strings  is  diminished  by  increasing  their  density.  This 
is  accomplished  by  wrapping  them  with  silver  wire.  The  strings 
would  be  too  clumsy  and  too  rigid  if  the  same  mass  were  given 
to  the  string  by  use  of  catgut.  The  wrapping  of  silver  wire 
adds  nothing  to  the  restoring  force^  but  does  increase  the  mass 
to  be  moved,  and  hence  diminishes  the  frequency. 

These  three  facts  are  most  briefly  and  definitely  summarized 
by  writing  Eq.  82  (§  201)  as  follows :  — 

F  =  2nL=\p  Eq.  82 

from  which  it  follows  that,  other  things  remaining  constant,  — 

(i)  n  varies  as  V  T. 

(ii)  n  varies  as  -r. 

(iii)  n  varies  as — =. 

These  three  statements  are  generally  known  as  "  Mersenne's 
Laws.'*  They  appear  to  have  been  derived  experimentally  by 
Mersenne  and  Galileo.  All  three  are  clearly  explained  by  Galileo 
as  early  as  1638  in  his  Dialogues  on  Two  New  Sciences.     First  Day. 

In  the  violin  the  length  of  the  string  is  no  longer  determined 
by  the  position  of  the  fret,  but  is  under  the  entire  control  of  the 
player.  The  violin,  is,  therefore,  much  more  responsive  to  the 
will  and  to  the  skill  of  the  player  than  is  the  guitar. 

The  viola  is  an  instrument  pitched  a  perfect  fifth  lower  than  the 
violin;  or,  to  put  it  in  another  way,  the  viola  omits  the  upper 
string  of  the  violin  and  adds  one  string  lower  than  any  on  the 
violin. 

In  defiance  of  its  name,  the  violoncello  is  a  larger  instrument 
than  the  viola  and  is  indeed  pitched  just  one  octave  below  it. 

The  piano  is  an  instrument  of  between  80  and  90  strings,  or 
sets  of  strings,  each  of  which  is  employed  to  produce  one  note 
only.  The  tension  and  length  of  each  string  are  intended  to  re- 
main constant.  Anything  which  changes  the  tension  of  a  string 
once  adjusted  is  said  to  put  the  piano  **  out  of  tune." 


272 


GENERAL  PHYSICS 


WIND 


EAR  OP  OBSERVER 


FiQ.  183.  —  Lord  Rayleigh's  ^olian  harp. 


The  harp  is  essentially  a  piano  in  which  the  strings  are  plucked 
by  the  fingers,  instead  of  being  struck  by  hammers. 

The  Aeolian  Harp,  though  not  a  stringed  instrument  as  its 
name  and  structure  might  suggest,  is  from  an  acoustical  point  of 
view  a  highly  instructive  instrument.    Every  one  has  listened 

to  these  Aeolian  tones  on 
^^E^=3=^_^         X        a    winter's    night.     Lord 

Rayleigh  describes,  Phil, 
Mag.,  29,  444  (1915),  the 
following  simple  device  by 
which  they  may  be  pro- 
duced. A  brass  wire  ABC 
about  one  millimeter  in 
diameter  is  bent  into  the 
shape  indicated  in  Fig.  183. 
A  cork  is  fitted  on  to  a 
glass  tube  and  the  ends  of 
the  wire  are  thrust  through 
the  cork  so  that  the  wire  is  held  close  in  front  of  the  nozzle  of 
the  glass  tube.  This  nozzle  is  drawn  down  until  it  has  a 
diameter  of  only  one  or  two  millimeters.  A  rubber  tube  R  is 
attached  to  the  large  end  of  the  glass  tube  in  order  to  convey  the 
sound  to  the  observer's  ear. 

If  now  this  wire  be  placed  in  the  crack  of  a  door  or  window 
where  the  wind  —  even  a  very  gentle  one  —  blows  upon  it  in 
the  direction  indicated  by  the  arrow,  the  familiar  Aeolian  tones 
are  distinctly  heard.  Their  explanation  lies  in  the  fact  that  just 
behind  the  portion  of  the  wire  indicated  by  B  there  is  formed  a 
series  of  unstable  vortices  in  the  air.  The  instability  of  these 
vortices  may  perhaps  be  likened  to  that  of  a  flag  flapping  in  a 
steady  breeze. 

Vibrating  Membranes.     The  Human  Voice, 

246.  Of  this  class,  the  drum  is  the  well-known  example.  But 
by  all  odds  the  most  interesting  and  most  marvelous  instrument 
of  this,  or  indeed  of  any  class,  is  that  which  produces  the  human 
voice.     Here,  in  general,  three  factors  enter :  — 
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(a)  The  vibrations  of  the  so-called  vocal  cords. 
(6)  The  vibrations  of  the  tongue, 
(c)  The  vibrations  of  the  lips. 

The  vocal  cords  consist  of  membranes  situated  one  on  each 
side  of  the  throat  (larynx).  By  changing  the  muscular  ten- 
sion of  these  one  easily  changes  the  pitch  of  his  voice.  By  alter- 
ing the  form  of  the  mouth  one  easily  changes  the  overtones,  and 
hence  the  quality  of  the  tone.  In  this  manner  the  various  vowel 
sounds  are  produced. 

246.  The  vibrations  of  rods  which  cannot  here  be  discussed 
are  also  full  of  interest.  We  merely  mention  as  examples  the 
xylophone  and  triangle  of  the  orchestra,  tuning  forks,  Geneva 
musical  boxes,  Marloye's  harp. 

An  acoustical  device  of  unusual  interest,  though  having  no  con- 
nection with  music,  is  the  ear  guard  worn  by  soldiers  to  protect 
the  tympanum  from  injury  by  the  firing  of  heavy  rifles  or  by  the 
bursting  of  shells  containing  high  explosives.  In  order  to  have 
any  practical  value  this  instrument  must  allow  the  soldier  to  hear 
ordinary  sounds  and  must  at  the  same  time  shut  out  the  tre- 
mendous pulses  sent  through  the  air  by  the  big  guns.  This  is 
accomplished  by  inserting  in  the  outer  ear  a  small  cell,  something 
like  a  centimeter  in  diameter.    The  essential  features  of  this  cell 


FiQ.  184.  —  Cross  section,  enlarged,  of  soldier's  ear  guard.  Full  siie  is  shown  in 
small  figure  on  right.  A  and  B  represent  washers;  C  and  D,  gause  disks; 
E,  the  sensitive  diaphragm. 

are  the  following :  a  sensitive  delicate  diaphragm,  E,  held  in  posi- 
tion by  two  very  thin  flat-ring  washers  represented  by  light 
shading  in  Fig.  184.  On  each  side  of  this  diaphragm  is  fitted 
a  disk  of  fine  gauze.    These  disks  are  also  held  in  position  by 


274  GENERAL  PHYSICS 

washers.  The  delicate  diaphragm  is  untouched  except  at  its 
edges.  In  this  respect,  it  resembles  a  telephone  diaphragm. 
Moderate  sounds  are  readily  transmitted  by  it.  The  violent 
pulses  due  to  gun-fire  or  explosion  of  shells  bring  this  diaphragm 
up  against  the  gauze,  thus  stopping  the  motion  and  preventing 
the  transmission  of  dangerous  pressures. 

Problems 

267.  Approaching  a  large  building  at  night,  I  stamp  my  foot  on  the 
pavement  and  0.6  second  later  I  hear  the  echo.  How  far  away  is  the 
building?  Ana,     99.6  m. 

268.  What  is  the  pitch  of  a  sound  whose  wave  length  in  air  is  33.2  cm. 

269.  Explain  how  the  violinist  varies  the  pitch  of  any  one  string 
by  placing  his  finger  upon  it. 

260.  A  well  is  1800  cm.  deep.  How  long  a  time  will  be  required 
for  a  sound  to  travel  from  the  bottom  to  the  top  of  the  well  ?  How  long 
will  a, stone  be  in  falling  from  the  top  to  the  bottom  of  the  well?  How 
long,  then,  after  the  stone  is  let  fall  before  you  hear  the  splash  ? 

Ans,     Total  interval  =  1.969  sec. 

261.  A  Kundt's  tube  is  filled  with  hydrogen,  and  it  is  then  found 
that  the  distance  between  the  successive  dust  heaps  is  3.8  times  as 
great  as  when  the  same  note  is  sounded  in  the  tube  filled  with  air. 
From  this  compute  the  speed  of  sound  in  hydrogen. 

Anf>.     1261.6  m.  per  sec. 

262.  The  brass  rod  used  to  excite  a  certain  Kundt's  tube  is  just  1  m. 
long ;  the  dust  heaps  which  it  produces  in  air  are  99  mm.  apart.  What 
is  the  speed  of  sound  in  brass?  Ans.     3353  m.  per  sec. 

263.  An  open  organ  pipe  166  cm.  long  will  yield  a  note  of  what 
pitch?  Ans,     100. 

264.  A  closed  organ  pipe  63  cm.  long  will  yield  what  note? 

266.  Explain  how  it  is  that  the  speed  of  sound  in  a  gas  increases  as 
the  temperature  rises.  Show  that  an  equation  of  the  following  form 
describes  this  phenomenon  : 

V  =  332.0  (1  -f  0.00181  t°)  meters  per  second. 
266.  Two  telegraph  sounders  are  placed  on  the  same  electric  circuit 
so  that  they  click  each  five  times  a  second.  One  of  these  sounders  is 
fixed  ;  the  other  I  can  carry  off  to  some  distance.  How  far  away  shall 
I  have  to  take  the  movable  one  in  order  to  hear  its  7iih  click  at  the 
same  instant  that  I  hear  the  (n  -|-  l)th  click  of  the  fixed  sounder? 
This  is  the  "  unison  ''  method  for  measuring  the  speed  of  sound. 

Ans.     66.4  m. 
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267.  In  how  many  ways  could  you  change  the  pitch  of  a  string 
which  now  emits  the  note  C,  so  that  it  would  emit  the  note  G  in  the 
same  octave? 

268.  Would  increase  of  temperature  change  the  pitch  of  an  organ 
pipe?  Would  it  change  the  ratio  of  the  frequencies  of  a  series  of 
pipes?  Shearer,  1265. 

269.  Make  a  diagram  of  the  frets  on  a  guitar  and  show  how,  starting 
from  any  one  string,  any  other  string  may  be  tuned  by  the  use  of  beats. 

270.  Assuming  the  density  of  hydrogen  as  0.0000896,  find  the  speed 
of  sound  in  hydrogen  under  normal  atmospheric  pressure  of  76  cm. 

271.  Assuming  the  density  of  marsh  gas  to  be  0.000727,  find  the 
temperature  at  which  the  speed  of  sound  in  air  will  be  equal  to  the 
speed  of  sound  in  marsh  gas  at  0°C. 

272.  A  brass  and  an  iron  rod  have  each  the  same  size,  shape,  and 
density.  Through  which  would  you  expect  sound  to  travel  more 
rapidly?     Why?     How  much  more  rapidly? 

273.  How  do  you  explain  the  loud  sound  produced  by  the  crack 
of  a  whip  ? 

274.  Show  by  diagram  on  the  blackboard  how  a  closed  organ  pipe 
gives  only  the  odd  harmonics. 

276.  Explain,  by  diagram  on  the  blackboard,  how  a  high-pitched 
tuning  fork  when  moved  rapidly  to  or  from  a  wall  is  heard  to  beat 
with  the  train  of  waves  reflected  from  the  wall. 
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"  Deiign !  The  very  word  disturbs  our 
quiet  discuBdons  about  how  thingB  happen 
with  restless  questionings  about  the  why 
of  them  all." 

Clerk  Maxwsx«l,  1854. 


CHAPTER  VII 

THEORY  OF  HEAT 

247.  In  an  earlier  chapter  we  found  that  work  is  always  required 
to  overcome  friction.  The  energy  thus  spent  is  inunediately  or 
ultimately  frittered  away  into  heat.  The  student  is  therefore 
justified  in  suspecting  at  once  that,  since  energy  is  indestructible, 
heat  is  a  form  of  energy ;  and  the  sequel  shows  that  the  evidence 
is  the  strongest  possible  for  believing  that  this  intangible,  invisible 
something  which  we  call  "  heat "  is  not  a  substance  at  all,  but  a 
form  of  energy. 

Unfortunately  heat  is  something  concerning  which  our  two  most 
important  senses  —  sight  and  hearing  —  give  us  no  direct  infor- 
mation. We  are  dependent  therefore  upon  our  temperature 
sense,  which  is  not  very  keen,  and  upon  certain  laboratory  devices 
whose  indications  can  be  felt,  seen,  or  heard. 

The  subject  of  heat  is  one  which  is  so  intimately  connected  with 
all  the  various  parts  of  Physics  that  it  is  well-nigh  impossible  to 
offer  any  systematic  analysis;  but  perhaps  the  following  order 
of  treatment  will  serve  our  purpose :  — 

I.  Distinction  between  Heat  and  Temperature. 

II.  Measurement  of  Temperature.     Thermometry. 

III.  Quantity  of  Heat.     Calorimetry. 

IV.  Transfer  of  Heat. 

V.  Some  Effects  of  Heat. 
VI.  Nature  of  Heat. 

I.    Distinction  between  Heat  and  Temperature 

248.  Most  people  will  agree  that  a  cup  of  water  taken  from  a 
boiling  kettle  has,  at  the  instant  it  is  dipped  out,  the  same  temper- 
ature as  that  of  the  boiling  water.     Most  people  will  likewise 
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agree  that  for  heating  purposes  the  large  kettle  is  much  more 
effective  than  the  small  cup  of  water.  A  water  bag  or  a  water 
bottle  that  holds  a  gallon  will  give  out  more  heat  and  give  it  out 
longer,  other  things  being  equal,  than  one  which  holds  only  a 
pint.  If  the  temperatures  of  the  two  vessels  of  water  are  the 
same,  the  larger  is  said  to  contain  more  heat.  If  a  bath  tub 
be  half  filled  with  cold  water,  one  can  heat  it  more  by  pouring 
in  a  gallon  of  boiling  water  than  by  putting  in  a  quart  of  boil- 
ing water;  for,  although  the  temperatures  are  the  same,  the 
gallon  contains  more  heat  than  the  quart.  These  simple  facts 
are  cited  merely  to  show  that  popular  notions  concerning  the 
distinction  between  heat  and  temperature  are  perfectly  clear. 
They  are  also  correct.  But  before  the  word  **  temperature  "  can 
be  admitted  to  the  rather  select  vocabulary  of  Physics,  it  must  be 
defined  in  unmistakable  English.    This  we  now  proceed  to  do. 

Imagine  three  vessels  of  water, 
A,  ByC  (Fig.  185),  each  contain- 
ing a  different  quantity  of  water. 
If  A  and  B  are  placed  side  by 
side,  in  contact,  and  B  thereby 
gains  heat,  —  be  it  ever  so  little, 
—  A  has  imparted  heat  to  B ;  and  A  is  said  to  have  a  higher 
temperature  than  B. 

Put  C  in  contact  with  B;  it  B  thereby  loses  heat,  —  be  it  ever 
so  little,  —  heat  has  passed  into  C ;  and  C  is  said  to  be  at  a  lower 

temperature  than  B. 

When,  in  general,  one  body  is  placed  in 
contact  with  another,  the  difference  of  tem- 
perature between  the  bodies  is  that  which 
determines  which  way  the  heat  flows.  If 
the  heat  flows  from  A  to  B,  A  has  the  higher 
temperature ;  but  if  the  heat  flows  from  B 
to  A,  then  B  has  the  higher  temperature. 

Consider  two  vessels  of  water,  E  and  F 

(Fig.  186),   connected   by    a    rubber    tube. 

Does  the  water  always  flow  from  the  large  vessel  to  the  small 

one?    What  does  determine  the  direction  of  the  flow?    If  the 
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Fig.  185. 


Cold 


FiQ.  186. 
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water  flows  from  E  to  F,  does  the  surface  of  the  water  in  F  rise  by 
the  same  amount  that  the  surface  in  E  falls  ? 

Returning  now  to  Fig.  185,  we  observe  that  the  analogy  is 
very  perfect.  Whether  heat  flows  from  ^  to  C  or  vice  versa  de- 
pends, not  at  all  upon  the  size  of  the  vessels,  but  upon  their  dif- 
ference of  heat  level  or,  more  accurately,  upon  their  difference 
of  temperature. 

249.  The  following  definitions  will  now  be  clear  to  every  one 
who  has  mastered  the  foregoing  facts :  — 

"  Definition  op  Temperature.  —  The  temperature  of  a  body 
is  its  thermal  state  considered  ¥dth  reference  to  its  power  of  com- 
municating heat  to  other  bodies. 

"  Definition  of  Higher  and  Lower  Temperature.  —  // 
when  two  bodies  are  placed  in  thermal  communicationf  one  of  the 
bodies  loses  heat,  and  the  other  gains  heat,  that  body  which  gives 
otU  heat  is  said  to  have  a  higher  temperature  than  that  which  receives 
heat  from  it. 

"  Corollary.  —  //  when  two  bodies  are  placed  in  thermal  com^ 
munication,  neither  of  them  loses  or  gains  heat,  the  two  bodies  are 
said  to  have  equal  temperatures  or  the  same  temperature.  The  two 
bodies  are  then  said  to  be  in  thermal  equilibrium, 

**  Law  of  Equal  Temperature.  —  Bodies  whose  temperatures 
are  equal  to  that  of  the  same  body  have  themselves  equal  tempera^ 
tures,''  —  Maxwell,  Theory  of  Heat,  Ch.  XL 

The  point  in  these  definitions  which  calls  for  emphasis  is  the 
fact  that  temperature  is  a  state  of  a  body.  *'  It  is  a  condition 
and  not  a  theory  which  confronts  us/' 

250.  In  estimating  temperatures,  the  student  must  be  warned 
against  drawing  incorrect  inferences  from  his  sensations.  For, 
in  judging  the  temperature  of  the  atmosphere,  it  is  well  known 
that  our  estimate  is  greatly  influenced  by  any  wind  that  may  be 
blowing  and  by  the  presence  of  moisture  in  the  air.  If  the  hand 
be  dipped  into  hot  water  and  immediately  afterward  into  tap 
water,  the  tap  water  will  feel  distinctly  cold.  But  if  a  piece  of 
ice  be  held  in  the  hand  for  a  moment,  the  same  tap  water  will 
immediately  after  feel  distinctly  warm.  The  indications  of 
thermometers  such  as  are  usually  employed  in  the  laboratory  are 
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much  more  independent  of  their  previous  history  than  are  the 
sensations  of  the  human  hand. 


II.    Measurement  of  Temperature.    Thermometry 

261.  The  mercurial  thermometer  is  an  instrimient  which 
belongs  quite  as  much  to  the  household  as  to  the  physical  labora- 
tory. But  the  principles  upon  which  it  is  constructed  are  not  so 
well  known  as  the  instrument  itself. 

Since  heat  itself  is  invisible  and  intangible,  and  can  be  per- 
ceived only  through  its  effects  upon  bodies,  we  must  employ 
some  one  of  these  effects  for  the  measurement  of  heat.  For 
ordinaiy  purposes  the  universal  choice  has  been  change  in  size, 
which  alwajrs  accompanies  a  change  in  temperature.  We  might 
take  a  brass  rod  10  centimeters  long,  and  then  define  one  degree 
as  that  difference  in  temperature  which  is  required  to  lengthen 
the  brass  rod  by  ttjW  millimeter.  Such  an  instrument  would 
be  portable  and  would  give  the  same  reading  for  the  same  temper- 
ature; but  it  would  be  impossible  to  measure  such  a  minute 
elongation  except  by  means  of  elaborate  apparatus. 

If  a  glass  bulb  fitted  with  a  hollow  stem  were  partially  filled 
with  water,  we  might  define  one  degree  as  that  difference  of  tem- 
perature which  would  increase  the  volume  of  water  by  jjftnf 
of  itself.  But,  unfortunately,  water  does  not  always  increase 
in  volume  as  its  temperature  rises.  Moreover,  each  particular 
volume  of  the  water  does  not  correspond  to  one  particular  tem- 
perature. As  we  shall  see  presently,  a  body  of  water  at  6°  has 
the  same  volume  as  at  2°.  A  water  thermometer  would,  therefore, 
be  ambiguous  in  its  readings.  Hence  water  is  never,  in  these 
days,  used  for  making  thermometers. 

262.  But  there  is  one  substance,  viz.  mercury,  which  has  shown 
itself  eminently  adapted  to  the  purpose.  Among  the  advan- 
tages of  mercury  may  be  mentioned  the  following :  — 

(a)  It  is  easily  prepared  in  a  pure  state. 
(6)  It  does  not  wet  glass  or  stick  to  it. 

(c)  There  is  a  difference  between  its  rate  of  expansion  and  that 
of  glass  sufficient  to  make  changes  of  temperatures  easily  read. 
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(d)  To  each  particular  volume  corresponds  a  definite  tem- 
perature. 

(e)  It  does  not  freeze  except  at  temperatures  comparatively 
low,  and  does  not  boil  except  at  temperatures  comparatively 
high. 

(/)  Compared  with  water  and  most  solutions  it  requires  a  very 
small  amount  of  heat  to  raise  its  temperature  through  a  given 
range. 

The  indications  of  temperature  which  are  given  by  the  mer- 
curial thermometer  hinge  upon  the  fact  that  mercury  expands 
with  rise  of  temperature  more  rapidly  than  does  glass.  If,  there- 
fore, a  glass  tube  having  a  bulb  blown  at  one  end  be  i>artially 
filled  with  mercury  and  inunersed  in  a  bath  at  higher  tempera- 
ture than  its  own,  the  mercury  will  rise  in  the  tube.  If  the  instru- 
ment is  inunersed  in  a  bath  of  lower  temperature,  heat  will  flow 
from  the  mercury  to  the  bath,  and  the  merciuy  will  descend  in 
the  tube.  When  the  merciuy  is  neither  rising  nor  falling,  it  is 
fair  to  suppose  that  the  thermometer  is  at  the  same  temperature 
as  the  bath,  or,  at  least,  the  part  of  the  bath  immediately  about 
the  thermometer. 

Manufacture  of  a  Mercurial  Thermometer 

263.  The  steps  in  the  process  are  as  follows :  — 

1.  A  piece  of  thick- walled  capillary  tubing  of  very  uniform 
bore  is  selected. 

2.  A  bulb  is  blown  on  the  end  of  this  tube. 

3.  The  bulb  is  filled  with  mercury.  It  is  then  highly  heated 
and  "  sealed  off." 

4.  The  tube  of  the  thermometer  is  graduated. 

This  last  step  is  one  which  demands  further  consideration. 

Fixed  Points  of  a  Thermometer 

264.  It  so  happens  that  there  are  two  temperatures  which 
can  be  easily  produced  and  reproduced  at  almost  any  place  and 
at  any  time :  one  of  them  is  the  melting  point  of  ice,  the  other 
is  the  boiling  point  of  water. 

It  has  been  ofreed  upon  by  the  whole  scientific  world,  ttiat 
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ttiese  two  temperatures  —  the  meltiiig  pomt  of  ice  end  die  boiling 
point  (rf  water—  should  be  called  zero  and  one  hundred  degrees, 
reqiectivety.  Together  tttey  are  known  as  ttie  fixed  points  of  ttie 
ttiennometer.  The  interval  between  these  two  fixed  points  is 
divided  into  100  steps  —  degrees  —  in  such  a  way  that  the  ap- 
parent change  in  volume  of  the  mercury  between  any  two  suc- 
cessive steps  is  exactly  jiir  P^rt  of  the  total  apparent  change  in 
volume  between  0°  and  100*.  This  is  known  as  the  "  centigrade  " 
scale,"  and  is  generally  indicated  by  writing  a  "C."  after  the 
numerical  value  of  the  temperature.  Thus  "  48°  C."  means  "  48 
degrees  on  the  centigrade  scale." 

The  first  step  in  the  graduation  of  a  thermometer  is,  then, 
to  determine  the  fixed  points,  and  mark  them  on  the  tube.  Next 
the  50°  point  is  so  chosen  that  the  volume  (not  the  length)  of 
the  tube  between  50°  and  100°  is  equal  to  the  volume  between  50° 
and  0°.  In  like  manner,  the  25°  point  must  halve  the  volume 
between  0°  and  50°. 

The  maimer  in  which  these  points  are  determined  will  be  con- 
sidered in  the  laboratory. 

Temperature  Scalet  qf  Fahrenheit  and  Rtaumur 

266.  Besides  the  centigrade  scale  which,  in 
a  modified  form,  was  suggested  by  Celsius, 
there  are  two  others  which  are  widely  used  in 
everj-day  life.  In  the  one  proposed  by  Fah- 
renheit, the  volume  between  the  fixed  points 
is  divided  into  180  parts ;  while  the  zero  is 
placed  at  a  point  which  is  32  of  these  degrees 
below  the  melting  point  of  ice. 

In  the  other,  proposed  by  R&iumur,  the 
volume  between  the  freezing  point  and  the 
boiling  point  of  water  is  divided  into  80  de- 
grees, the  former  of  these  two  points  being 
employed  as  zero.  It  is  important  to  notice 
that  these  three  thermometers,  Celsius,  Fah- 
renheit, and  Reaumur,  differ  in  no  essential 
respect.     They  are  identical  in  principle,  mode 
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of  construction,  and  use,  the  only  difference  being  in  the  size  of 
the  degree  employed. 

266.  Essential  Features  of  a  Good  Thermometer. 

1.  It  must  be  easily  portable. 

2.  It  must  be  permanent. 

3.  It  must  always  give  the  same  reading  when  subjected  to 
the  same  temperature. 

4.  It  must  be  possible  for  the  user  to  test  the  correctness  of 
its  graduation,  and  to  determine  any  errors  in  its  graduation. 

5.  It  must  be  relatively  small,  so  that  when  placed  in  con- 
tact with  a  second  body,  the  temperature  of  the  second  body 
will  not  be  seriously  affected. 

Historical  Development  of  the  Thermometer 

267.  Although  the  thermometer  is  one  of  the  oldest  instru* 
ments  of  physical  science  and  has  a  history  covering  three  him- 

dred  years,  there  is  even  now  scarcely  a  year  goes 
by  that  does  not  bring  either  some  new  form  of 
thermometer  or  some  important  improvement. 

In  Winkelmann's  Handbuch  der  Physik,  Pemet 
traces  the  development  of  the  instrument  through  a 
series  of  steps  which  are  somewhat  as  follows :  — 

(i)  Some  time  previous  to  1603,  Galileo  had  made 

-L.-ioo'  ^^^  ^^^^  ^^  lectures  at  Padua  a  thermoscope  or 
indicator  of  temperature,  which  in  its  essential 
features  is  shown  in  Fig.  188. 

A  glass  bulb  with  a  rather  long  and  uniform  stem 
is  inverted  with  its  lower  end  placed  under  the  sur- 
face of  some  colored  liquid,  such  as  wine.  But  be- 
fore the  stem  is  placed  in  the  liquid  the  bulb  must 
be  heated  to  a  temperature  a  little  higher  than  any 
Fio  188.  —  Gali-  temperature  it  is  afterward  desired  to  measure.  At 
leo's  thermom-  the  standard  temperature,  say  that  of  the  room,  the 

liquid  rises  to  a  certain  mark  on  the  scale  and  re- 
mains there,  except  for  variations  of  the  barometer.  When  taken 
out  of  doors  the  air  in  the  bulb  expands  or  contracts  and  the 
water  in  the  tube  thus  falls  with  rise  of  temperature  and  rises 
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with  a  fall  of  temperature.  This  simple  device  is  surprisingly 
sensitive,  and  proved  useful,  even  in  Galileo's  time,  for  the  de- 
tection of  fever. 

(ii)  Aa  noted  by  Pascal  in  \643  the  readings  of  this  thermom' 
eter  are  dependent  upon  the  simultaneous  readings  of  the  barom- 
eter. To  avoid  this  difficulty.  Father  Schoot,  in  1657,  sealed 
the  liquid  off  from  the  atmosphere  by  bending  the  tube  and  sealing 
a  bulb  on  each  end  as  shown  in  Fig.  189.  What  this  device  indi- 
cates is  evidently  the  difference  in  temperature  be-  ^  g 
tween  the  two  bulbs  A  and  B.  It  is  therefore  called 
a  differential  thermometer. 

(iii)  In  each  of  the  preceding  instruments  a  gas 
is  employed  as  a  thermometric  substance;  but  in 
1631  a  French  physician,  Jean  Key,  first  made  use 
of  the  expansion  of  a  liquid  for  the  measurement  of 
temperature.  A  glass  bulb,  provided  with  a  stem 
and  filled  with  water,  was  used  by  him  to  distinguish 
between  normal  blood  temperature  and  that  of 
fever  patients. 

(iv)  The  first  liquid  thermometer  to  secure  inde- 
pendence of  atmospheric  pressure  was  made  about 
1641  by  sealing  off  the  end  of  the  glass  stem.  About 
this  time  the  Academy  of  Sciences  at  Florence  in- 
troduced the  ase  of  mercury  and  a  scale  graduated 
so  that  one  end  indicated  the  lowest  temperature 
of  winter,  the  other,  the   highest   temperature   of   summer. 

(v)  These  rough  and  inaccurate  standard  temperatures  were 
partly  replaced  by  the  one  excellent  standard  in  1664  ;  for  it  was 
in  this  year  that  Robert  Ilooke,  Secretary  of  the  Royal  Society 
of  London,  suggested  the  melting  point  of  ice  as  the  standard 
temperature.  In  the  year  following  Huygens  proposed  the  boil- 
ing point  of  water  as  the  standard,  neither  of  these  men  having 
yet  recognized  the  fact  that  at  least  two  fixed  points  are  ab- 
solutely necessary  in  order  to  make  the  thermometric  readings 
from  one  instrument  comparable  with  those  from  another. 

(vi)  This  important  step,  the  use  of  two  definite  fixed  points, 
was  first  proposed  in  1688  by  Dalance,  who  adopted  the  melting 
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points  of  ice  and  butter  as  the  two  temperatures  in  question, 
Newton  constructed  a  thermometer  on  this  principle,  using  the 
melting  point  of  ice  as  zero  and  the  temperature  of  his  own  body 
as  12°.  He  also  tested  the  uniformity  of  the  bore  in  the  stem  of 
the  thermometer,  thus  introducing  a  process  whic!-  is  now  called 
caHbration.    As  a  thermometric  substance  he  employed  linseed  oil. 

(vii)  The  next  advance  is  due  to  Falirenheit  (1686-1736), 
who  was  born  in  Danzig,  but  spent  most  of  his  life  in  Holland 
and  England.  He  introduced  the  modern  mercury  thermometer 
with  cylindrical  bulb  and  stem,  about  the  year  1714.  For  fixed 
points  he  used  various  temperatures,  among  them  that  of  a 
mixture  of  salt  and  ice,  0° ;  melting  ice,  32° ;  "  blood  heat,"  96° ; 
boiling  water,  212°.  Which  pair  were  taken  as  standard  in  any 
particular  case  appears  to  have  been  determined  largely  by  the 
range  of  temperatures  for  which  that  particular  instrument  was 
intended. 

(viii)  The  Reaumur  scale,  described  above,  was  introduced 
about  1730,  Little  interest  attaches  to  this  thermometer  other 
than  its  wide  use  in  domestic  and  industrial  circles. 

(be)  In  1742,  Anders  Celsius,  professor  of  astronomy  at  Upsala, 
proposed  a  scale  with  the  zero  at  the  boiling  point  of  water  and 
with  100°  at  the  melting  point  of  ice.  The  inversion  of  this  scale, 
which  gives  us  the  modern  centigrade  instrument,  is  due  to  Chris- 
tin  in  France  (1743),  possibly  also  to  Striimer,  in  L'paala  (1750). 

(x)  The  range  of  the  ordinary  mercury  thermometer  extends 
from  —  39°  C.  (the  freezing  point  of  mercury)  to  the  neighborhood 
of  ■+■  357°  C,  which  is  the  boiling  point  of  mercury.  But  by 
filling  the  upper  part  of  the  thermometer  stem  with  nitrogen  or 
carbon  dioxide  under  high  pressure  it  is  possible  to  use  mercury 
thermometers  up  to  550°  C.  Not  only  so,  but  by  making  the  bulb 
and  stem  of  quartz  instead  of  glass,  the  mercury  thermometer 
becomes  available  for  temperatures  even  up  to  755°  C. 

(xi)  For  extremely  low  temperatures,  such  as  are  now  produced 
by  the  use  of  liquid  air.  glass  thermometers  are  filled  with  liquid 
pentane,  instead  of  mercury.  The  melting  point  of  pentane  is 
lower  than  the  boiling  point  of  air  (—  1S5°  C) ;  hence  this  ther- 
mometer covers  the  entire  range  from  melting  ice  to  liquid  air. 
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The  Gas   Thermometer 

266.  Convenient  as  the  mercury  thennometer  is,  it  has  one 
serious  defect,  inherent  in  the  glass  tube  which  holds  the 
mercury.  When  a  glass  vessel  is  heated  through  any  range  of 
temperature  and  again  cooled  to  its  initial  temperature,  the 
volume  of  the  vessel  does  not  return  to  its  initial  value  until 
after  the  lapse  of  several  days,  or  even  several  weeks.  This  un- 
certainty of  volume  in  the  glass  envelope  means  uncertainty  of 
temperature  indications  on  the  thermometer.  If,  instead  of 
mercury,  one  uses  some  gas ' —  preferably  hydrogen  —  which  ex- 
pands much  more  rapidly  than  mercury,  this  irregularity  in  the 
volume  of  the  bulb  becomes  negligible.  It  was  the  German 
physicist  Lambert  (1728-1777)  who  first  proposed  the  use  of  air 
as  a  thermometric  substance ;  and  it  was  the  French  physiost 
Regnault  (1810-1878)  who  first  rendered  this  suggestion  practi- 
cable by  his  exact  measurements  of  the  properties  of  gases  and 
vopors. 

The  principle  of  the  gas-thermometer  is  that  a  given  mass  of 
gas  when  placed  in  o  closed  vessel  of  conatani  volume  will  assume  a 
pressure  which  is  entirely  determined  by 
the  temperature.  The  manner  in  which 
the  gas  is  employed  is  indicated  in  Fig. 
190.  The  bulb,  B,  is  filled  with  dry  hy- 
drogen, since  this  substance  is  more  nearly 
than  any  other  a  "  perfect "  gas.  See" 
§  283.  This  bulb,  B,  is  sealed  to  the 
lower  arm  of  a  syphon  barometer,  H, 
which  serves  to  measure  the  pressure  of 
the  inclosed  hydrogen.  To  begin  with, 
one  brings  the  bulb,  B,  to  the  tempera- 
ture of  melting  ice.  Then  the  mercury 
reservoir,  R,  is  lifted  or  lowered  until 
the  surface  of  the  mercury  in  the  short 
arm  of  the  barometer  tube  stands  at  a 
certain  fiducial  mark,  /.  The  pressure  on  the  hydrogen  is  then 
measured  by  the  difference  of  level,  ho,  between  the  mercury  sur- 
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faces  at  /  and  c.    If  now  the  bulb  be  placed  in  a  steam  bath  and 

the  mercury  brought  back  to  the  fiducial  mark  at  /,  the  difference 

of  level  (which  we  will  now  call  Aioo)  is  found  by  experiment  to  be 

1 .367  ho.    Temperatures  on  the  gas  thermometer  are  defined  as 

proportional  to  pressure.    Hence,  if   To  is  the  temperature  of 

melting  ice  and  Tioo  the  temperature  of  boiling  water,  one  may 

write,  T         h 

£120  =  5100  ^  1  3g7  Eq  gg 

To         ho 

If  we  agree  to  use  the  centigrade  scale,  as  is  universally  done,  then 
we  have  by  definition, 

Tioo  -  fo  =  100  Eq.  89 

From  these  two  simultaneous  equations  we  see  that  To  =  273® 
and  Tioo  =  373°  approximately.  Other  temperatures  are  meas- 
ured by  interpolation  between  these  two  or  between  other  known 
temperatures  such  as  those  of  melting  ice  and  boiling  sulphur, 
which  latter  is  444°.6  C. 

All  temperatures  measured  in  this  manner  are  said  to  be  re- 
ferred to  the  **  gas  scale.'*  This  is  the  scale  adopted  by  the 
International  Committee  on  Weights  and  Measures  in  1887  and 
is  the  standard  scale  to  which  are  referred  all  accurate  measures 
of  temperature. 

Measurement  of  High  Temperatures;    Pyrometry 

259.  The  determination  of  temperatures  which  lie  above,  say, 
the  boiling  point  of  sulphur,  445°  C,  demands  methods  which 
constitute  almost  a  separate  science  —  pyrometry  —  and  one 
which  cannot  here  be  considered.  It  may,  however,  be  men- 
tioned that  these  methods  are  practically  all  based  upon  one 
or  more  of  the  three  following  principles,  which  the  student  will 
meet  later. 

(i)  The  variation  of  electrical  resistance  with  temperature, 
giving  rise  to  what  is  known  as  "  electrical  resistance  thermom- 
etry '*  and  '*  platinum  temperatures,"  since  the  resistance  used 
is  generally  that  of  a  platinum  wire.  Valuable  both  for  moder- 
ately high  and  for  very  low  temperatures ;  especially  useful  be- 
tween 400°  and  1200°  C.    It  was  the  work  of  Professor  H.  L. 
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Callendar  of  London  that  made  the  resistance  thermometer 
an  instrument  of  precision. 

(ii)  The  variation  of  electromotive  force  in  a  circuit  made  of 
two  wires  of  different  material  when  the  temperature  of  one  of 
the  jimctions  of  these  two  wires  is  changed,  is  the  basis  of  a  method 
which  leads  to   **  thermoelectric  thermometry." 

(iii)  The  variation  with  change  of  temperatiu^  of  either  (o)  the 
total  amoimt  of  energy  radiated  by  a  hot  body,  or  (fc)  the  energy 
(brightness)  of  a  particular  wave  length  (color)  of  light  radiated 
by  a  hot  body. 

The  total  energy  varies  according  to  a  law  first  determined 
by  Stefan  and  Boltzmann;  the  partial  energy  according  to  one 
investigated  by  Wien  and  Planck.    §§  273,  274. 

Table  of  Standard  Temperatures 


Temperature 

SUBSTANCX 

Phenomenon 

Centiorade 

Fahrenheit 

Absoluix 

C 

F 

K 

Helium 

Boiling  point 

-270**,  -268** 

-454^  -450^4 

S^'toS*' 

Hydrogen 

Boiling  point 

-253 

-423 

20 

CO2 

Sublimation 

in  Gasoline 

-78 

-108 

195 

Mercury 

Freezing  point 

-39 

-38 

234 

Water 

Freezing  point 

0 

+32 

273 

Na28O4-hl0H2O 

Transforma- 
tion into  an- 

hydrous salt 

+32.38 

90.28 

305.38 

Water 

Boiling  point 

100 

212 

373 

Naphthaline 

Boiling  point 

218 

424 

491 

Tin 

Melting  point 

232 

450 

505 

Benzophenone 

Boiling  point 

306 

583 

579 

Lead 

Molting  point 

327 

621 

600 

Zinc 

Melting  point 

419 

786 

692 

Sulphur 

Boiling  point 

444.6 

832.3 

717.6 

Antimony 

Melting  point 

630 

1166 

903 

Silver 

Melting  point 

960 

1760 

1233 

Gold 

Melting  point 

1063 

1945 

1336 

Copper 

Melting  point 

1083 

1981 

1356 

Nickel 

Melting  ix)int 

1452 

2646 

1725 

Palladium 

Melting  point 

1549  ±  2 

2820  ±  3.6 

1822±2 

Platinum 

Melting  point 

1755  ±  5 

3191  ±  9 

2028  ±5 

Tungsten 

Melting  point 

3000  ±  100 

5400  ±180 

3273  ±100 

Electric  arc 

Positive  crater 

3600  ±  150 

6512  ±  270 

3873±150 

Sun 

Surface 

6000±500 

10800±900 

6273  ±500 
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These  are  the  basis  of  what  is  known  as  **  blackbody  tempera- 
tures," since  the  methods  are  strictly  accurate  only  for  bodies 
which  are  perfectly  ''  black."  These  bodies  are  realizable  in  the 
laboratory  in  a  variety  of  ways.  The  method  is  available  for  the 
highest  temperatures  known ;  such  as  the  melting  point  of  tung- 
sten, 3000°  C. 

The  preceding  table  gives  a  fair  idea  of  the  standard  temper- 
atures in  use  to-day.  In  the  last  column  the  temperatures  are 
given  in  terms  of  the  "  Absolute  Scale  "  introduced  by  Lord  Kelvin, 
and  therefore  indicated  by  his  initial  letter  "  K."  This  "  ab- 
solute "  scale  of  temperatures  will  be  explained  later  in  §  307. 

III.  Quantity  op  Heat 

260.  We  have  already  learned  that  temperature  is  merely  a 
condition  determining  the  direction  of  the  flow  of  heat,  very 
much  as  pressure  is  a  condition  determining  the  direction  of 
the  current  when  two  vessels  of  compressed  air  are  connected. 
And  just  as  we  need  a  means  of  measuring  the  amount  of  air 
which  escapes  from  either  of  the  two  vessels  into  the  other,  so 
we  need  a  method  of  estimating  the  quantity  of  heat  which  passes 
from  one  body  to  another  when  they  are  brought  into  contact 
with  a  diiference  of  temperature. 

When  a  hot  body  is  brought  into  the  neighborhood  of  cooler 
bodies,  we  have  excellent  reason  for  thinking  something  passes 
from  the  hotter  one  because  the  cooler  ones  always  rise  in  tem- 
perature. If  a  cold  body  is  brought  into  the  midst  of  hotter 
ones,  we  observe  again  that  when  the  temperature  of  the  cold 
body  rises  it  is  always  at  the  expense  of  the  hotter  surroundings. 

Let  us  call  this  something  which  passes  "  heat,"  and  proceed 
to  discover  what  factors  determine  its  amount.  The  simplest 
method  of  doing  this  is  perhaps  through  the  following  series  of 
experiments :  — 

(i)  Take  equal  masses  of  water  and  mix  them  together.  It  will 
be  found  that  the  temperature  of  the  mixture  is  an  exact  mean 
between  the  two  original  temperatures,  whatever  the  masses  may 
have  been.    This  statement  is  not  exactly  true,  although  practi- 
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cally  correct.  For  Rowland  at  Baltimore  discovered  in  1878 
that  as  one  proceeds  from  0®  C.  to  30®  C.  it  takes  less  and  less 
heat  to  make  a  pound  of  water  one  degree  warmer ;  or,  as  we  shall 
presently  see,  the  specific  heat  of  water  diminishes  from  0**  to 
30®  C. 

(ii)  Now  take  unequal  masses  of  water,  which  we  may  indicate 
by  mi  and  Tn^,  having  temperatm^s  U  and  U  respectively.  On 
mixing  these  two,  it  is  found  that  the  final  temperature  0  is  ob- 
tained by  multiplying  the  mass  of  each  by  its  original  tempera- 
ture, adding  these  products,  and  dividing  by  the  sum  of  the 
masses.  This  result  seems  first  to  have  been  formulated  by  the 
Russian  physicist  Richmann  (1711-1753);  it  is  known  as  Rich- 
mann's  rule,  and  is  most  clearly  expressed  by  the  following  equa- 

*'«"  =  -  ^^mi^+^.  Eq90 

mi  +  mq, 

If  w^e  assume  that  as  much  heat  is  given  up  by  one  mass  of  water 
as  is  gained  by  the  other,  then  the  experimental  fact  expressed  by 
Richmann's  rule  shows  that  the  amount  of  heat  given  up  or  ab- 
sorbed by  any  body  depends  upon  the  mass  and  the  change  of 
temperature.  This  inference  will  be  clearer  if  we  rewrite  Eq.  90 
in  the  following  form :  — 

mx  {fx  -  0)  =  mi(e  -  fe). 

This  equation  may  indeed  be  considered  as  a  definition  of  equal 
quantities  of  heat ;  or,  if  you  like,  this  equation  may  be  consid- 
ered as  the  application  of  the  law  of  the  conservation  of  energy 
to  the  isolated  system  made  up  of  two  masses  of  water,  mi  and  m^. 

Unit  of  Heat 

261.  Having  once  discovered  a  method  of  duplicating  a  given 
quantity  of  heat,  the  measurement  of  heat  becomes  possible  so 
soon  as  a  unit  of  heat  has  been  agreed  upon.  For  this  purpose 
we  have  only  to  place  equal  to  unity  both  the  mass  and  the  change 
of  temperature  in  the  preceding  equation,  a  process  which  leads  to 
the  following  widely  employed  definition.  Unit  of  heat  is  that 
quantity  which  will  raise  the  temperature  of  one  gram  of  water 
through  one  degree  Centigrade.    This  tmit  is  called  a  gram  calorie. 
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Engineers  more  frequendy  employ  the  British  Thennal  Unit 
(written  "  B.T.U."),  which  is  the  amount  of  heat  required  to  raise 
the  temperature  of  one  pound  of  water  one  Fahrenheit  degree. 

As  noted  above,  the  amount  of  heat  required  to  raise  one  gram 
of  water  V  C.  varies  with  the  temperature.  How  great  this 
variation  is  wiU  be  seen  from  the  accompanying  table.  In  pre- 
cision work,  the  "20®  calorie  "  —  the  one  indicated  in  the  table  — 
is  widely  used. 


Tkmpb&a- 

SpBcmc  Heat  or 

TURB 

Watbb 

(fC 

1.0094 

5 

1.0054 

10 

1.0027 

15 

1.0011 

20 

1.0000 

25 

0.9992 

30 

0.9987 

35 

0.9983 

40 

0.9982 

45 

0.9983 

50 

0.9987 

From  Kate  and  Labt's  Tables. 

Specific  Heat 

262.  So  far  we  have  been  dealing  with  a  single  substance, 
namely,  water,  a  most  convenient  material  because  it  is  easily 
obtained  in  large  quantities  and  in  a  state  of  high  purity.  Now 
mix  two  liquids  which  differ  in  chemical  composition  but  have 
no  chemical  action  upon  each  other.  It  was  discovered  by  the 
Scottish  chemist,  Black  (1728-1799),  that  under  these  circum- 
stances Richmann's  rule  must  be  modified.  He  found  that 
equal  masses  of  diiferent  substances  when  changing  temperature 
by  equal  amounts  do  not  give  out  equal  amounts  of  heat,  and 
was  led  to  assign  to  each  substance  a  c^ertain  constant  which 
would  indicate  the  specific  effect  of  heat  in  raising  the  tempera- 
ture of  that  particular  substance.  If  we  denote  this  constant 
by  c,  then  Richmann's  rule  in  its  generalized  form  becomes 


0  =  rniCili+jihC2k 
rriiCi  +  m^2 


Eq.  91 
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This  equation,  which  may  be  written 

mici(^i  -  e)  =  rrViPiie  -  U),  Eq.  92 

shows  that,  in  general,  the  amount  of  heat  which  a  body  gives 
up,  without  change  of  state,  depends,  in  general,  upon  three 
factors,  namely,  mass,  difference  of  temperature,  and  a  specific 
constant  which  is  now  called  "  specific  heat  "  and  which  is  defined 
as  follows :  — 

Definition  op  Specific  Heat 

263.  The  ratio  between  the  amount  of  heat  required  to  raise  the 
temperature  of  any  body  one  degree  and  that  required  to  raise  the 
temperature  of  an  equal  mass  of  water  one  degree,  is  known  as 
the  specific  heat  of  the  body. 

The  numerical  value  of  the  specific  heat  of  any  substance  is 
then  the  quantity  of  heat  (number  of  calories)  required  to  change 
the  temperature  of  one  gram  of  the  substance  by  one  degree. 

Let  us  denote  by  Q  the  quantity  of  heat  added  to  a  body  whose 
mass  is  m  and  whose  specific  heat  is  c;  let  <i®  be  the  initial  and 
fe®  the  final  temperature  of  the  body;  accordingly  the  change 
in  temperature  produced  by  Q  will  be  fe°  —  <i®.    Then 

- 3J Defining  equation  for    -p      qq 

^  ^uo       4  0\  specific  heat.  ^^'  ^^ 

becomes  the  defining  equation  for  the  average  specific  heat  between 
the  temperatures  ti^  and  fe®. 

The  definition  of  specific  heat  here  given  is  strictly  equivalent 
to  the  following :  In  Ekj.  92,  two  substances  are  referred  to.  Let 
the  one  indicated  by  the  subscript  "  1 "  be  water.  Let  us  arbitrarily 
agree  that  ci  =  1 .    Then  solving  for  c^,  one  obtains  Eq.  93. 

Another  useful  conception  is  that  of  "  heat  capacity  of  a  body," 
which  is  defined  as  the  amount  of  heat  in  calories  required  to  raise 
the  temperature  of  that  particular  body  one  centigrade  degree. 
Evidently,  therefore,  the  heat  capacity  of  a  body  is  measured  by 
the  product  of  its  mass  and  specific  heat. 

Various  applications  of  Eq.  93  will  be  taken  up  in  the  labor- 
atory under  the  head  of  calorimetry. 
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Table  of  Specific  Heats 


SOLIDA 

Tkmpsratubs 
IN  Dkqrbes 

Spscxfic 

Liquids 

Tuip. 

Spbcific 

CsNTiaRAOB 

Hbat 

Hbat 

Aluminium 

2(rc 

0.219 

Alcohol,  ethyl 

0*C 

0.547 

Brass 

0 

0.088 

Aloohol,  methyl 

12 

0.601 

Copper 

0 

.093 

Mercury 

0 

.033 

Diamond 

10.7 

.1128 

Petroleum 

21-58 

.511 

Glass,  orown 

10-50 

.161 

Sea  water 

17.5 

.938 

Glass,  flint 

10^50 

.117 

Brine 

Graphite 

10.8 

.160 

(density- 1.2) 

15 

.72 

tt 

977^ 

.467 

Olive  oil 

7 

.47 

Joe 

-21-0 

.502 

Turpentine 

18 

.42 

Iron 

15 

.119 

Lead 

15 

.030 

From  Kate  and  Laby's  Tables. 


Problems 

276.  A  hot  iron  ball  weighing  10  lbs.  is  immersed  in  16  lbs.  of  water 
at  14°  C.  The  temperature  of  the  water  is  thereby  raised  to  49°  C. 
Find  the  temperature  of  the  iron  ball.  Ans,     519°.6  C."*' 

277.  One  places  in  a  certain  vessel  500  cc.  of  water  at  15°  C.  How 
much  heat  must  be  imparted  to  the  water  before  it  begins  to  boil? 

Ans.     42,500  calories. 

278.  One  hundred  grams  of  a  certain  substance  at  80°  C.  is  im- 
mersed in  550  grams  of  water  at  2°.     The  temperature  of  the  water 

rises  to  6°  C.     Find  the  specific  heat  of  the  substance. 

Ana.     0.29. 

279.  One  mixes  two  lbs.  of  mercury  at  20°  C.  v/ith  2  lbs.  of  boiling 
water.     What  is  the  resulting  temperature? 

280.  It  is  required  to  prepare  a  bath  of  40  gallons  of  water  at  a 
temperature  of  TO''  F.  having  at  disposal  a  supply  of  boiling  water  and 
of  tap  water  at  40*^  F.     What  quantity  of  each  must  one  take? 

Ans.     33  -f  gallons  cold  and  7  —  gallons  hot. 

281.  A  5  lb.  iron  ball  is  taken  out  of  an  electric  furnace  and  imme- 
diately immersed  in  12  lbs.  of  water  at  13°  C.  The  resulting  tempera- 
ture is  63°  C.  Assume  the  specific  heat  of  iron  to  be  0.12  and  find  the 
temperature  of  the  furnace. 

IV.    Transfer  of  Heat 

264.  Having  now  defined  temperature  and  quantity  of  heat 
in  such  a  way  that  we  can  measure  each  of  them,  we  next  con- 
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sider  the  various  modes  by  which  heat  is  transferred  or  diffused. 
Of  these  three  general  methods  are  known,  viz.  (1)  Conduction, 
(2)  Convection,  and  (3)  Radiation.  In  nearly  every  case  of  the 
transference  of  heat,  however,  all  three  of  the  processes  are  oper- 
ating simultaneously. 

1.   Conduction  of  Heat 

266.  The  handle  of  a  spoon  may  become  very  hot  when  the 
bowl  of  the  spoon  is  placed  in  a  cup  of  tea.  The  process  by 
which  the  heat  is  transferred  from  the  lower  to  the  upper  part 
of  the  spoon  is  called  "  conduction."  The  same  spoon,  when 
used  with  ices,  may  become  very  cold.  Here,  again,  the  process 
by  which  the  heat  is  transferred,  this  time  from  the  handle  to 
the  bowl  of  the  spoon,  is  called  conduction. 

In  this  process  heat  is  transferred  by  contact  of  neighboring 
particles.  If  there  is  any  relative  motion  of  the  parts  of  the  body, 
this  is  not  large  enough  to  be  visible.  How  rapidly  the  heat  is 
handed  on  from  one  point  to  another  in  a  body  depends  greatly 
upon  the  composition  of  that  body.  Every  one  knows  that  he 
can  hold  the  stick  of  a  burning  match  for  30  or  40  seconds  without 
difficulty ;  but  a  copper  wire  of  the  same  size  and  shape  held  in  a 
match  flame  for  that  length  of  time  becomes  unbearably  hot. 

An  iron  and  a  copper  rod,  each  of  the  same  length,  say  half  a 
meter,  and  of  the  same  cross  section,  each  having  one  end  placed 
in  the  same  flame,  will 


IRON 


Fiu.  191.  —  Illustrating  the  fact  that  copper  is  a 
better  conductor  than  iron. 


become  unequally 
heated  at  equal  dis- 
tances from  the  junc- 
tion (see  Fig.  191).  For 
if  at  equal  distances 
from  the  flame  on  each 
rod   be   placed    either 

bits  of  wax  or  matches,  those  on  the  copper  will  melt  or  bum 
earlier  than  those  on  the  iron.     A  series  of  bicycle  balls  attached 
with  wax,  three  centimeters  apart,  along  each  bar  will  melt  off  in 
such  a  way  as  to  show  the  progress  of  temperatures  in  the  bars. 
It  is  here  to  be  borne  in  mind  that  the  rapidity  with  which 
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the  iron  and  the  copper  change  temperature  at  any  point  de- 
pends, not  only  upon  the  rate  of  conduction,  but  also  upon  the 
specific  heats  of  iron  and  copper.  In  the  present  experiment, 
however,  these  two  specific  heats  are  so  nearly  equal  that  the 
relative  conductivities  of  iron  and  copper  are  fairly  re^Mresented. 

A  good  experiment  to  illustrate  differences  in  conductivity 
is  the  following,  the  results  of  which  are  familiar  to  us  all :  Take 
a  piece  of  woolen  goods,  a  piece  of  glass,  and  a  piece  of  iron. 
Put  them  in  some  cold  place  where  their  temperature  will  fall 
50**  or  60**  F.  below  that  of  the  human  body.  If  these  three 
bodies  are  now  examined,  the  iron  will  feel  very  cold  to  the  hand 
because  it  conducts  off  the  heat  of  the  hand  most  rapidly;  the 
glass  will  feel  moderately  cold ;  while  the  woolen  piece  is  quite 
comfortable,  being  a  vfery  poor  conductor.  Now  place  these 
same  bodies  in  an  oven  where  they  will  reach  a  temperature  50** 
or  60**  F.  above  blood  heat ;  the  iron  will  be  uncomfortably  hot, 
because  it  conducts  heat  to  the  hand  so  rapidly,  while  the  woolen 
goods  feels  merely  warm,  being  unable  to  give  up  its  heat  quickly. 
Here  is  a  case,  then,  where  sensation  is  determined  largely  by 
power  to  conduct  heat,  a  property  which  is  called  "  conductivity." 

266.  It  is  a  curious  circumstance  that  all  substances  which  are 
good  conductors  of  electricity  are  also  good  conductors  of  heat. 
The  discovery  of  this  fact  by  Wiedemann  and  Franz  in  1853  led 
men  to  think  that  there  must  be  an  intimate  connection  between 
the  process  by  which  heat  is  conducted  and  that  by  which  elec- 
tricity is  conducted.  But  this  connection  has  only  recently  been 
worked  out,  mainly  through  the  efforts  of  Drude,  Thomson,  and 
Lorentz.  Thomson  showed  in  1897  that  small  charges  of  negative 
electricity,  entirely  dissociated  from  matter,  can  be  obtained  in  a 
vacuum  tube  from  any  metal  whatever.  These  small  charges 
are  called  *'  electrons."  Professor  O.  W.  Richardson  and  others 
have  shown  that  these  same  small  particles  of  negative  electricity 
are  given  off  by  any  highly  heated  metal.  The  bold  assumption 
which  Drude  made  is  that,  in  a  cubic  centimeter  of  any  conducting 
substance*  there  is  an  enormous  number  of  these  electrons  which 
are  free  from  ordinary  molecules  of  matter.  These  are  called 
"  free  "  electrons.    The  fundamental  idea  in  Drude's  explanation 
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of  heat  conduction  is  that  the  free  electrons  take  up  and  pass 
on.  by  collision,  the  kinetic  energy  of  the  molecules  of  orrlinary 
matter.  The  larger  the  number  of  free  electrons  in  any  substance 
tlie  greater  the  conductivity  of  this  substance.  Further  consider- 
ation of  this  view  must  be  postponed  until  the  kinetic  theory  of 
ga.ses  has  been  studied. 

267.  Among  the  various  applications  of  thermal  conductivity 
none  is  perhaps  more  important  than  the  classical  invention  of 
the  safety  lamp  by  Sir  Humphry  Da\'y.  The  explosive  mixture 
of  gases  which  occurs  in  many  mines  and  which  is  known  aa 
"  fire  damp  "  must,  of  course,  be  protected  from  naked  flames. 
For  this  purpose  Davy  suggested  that  the  flame  be  inclosed  in  a 
small  cage  of  wire  gauze.  The  effectiveness  of  this  device  rests 
upon  the  fact  that,  when  the  fire  damp  penetrates 
the  hood  and  bums,  the  flame  cannot  strike  back 
through  the  meshes  of  the  gauze  because  the 
heat  of  combustion  is  carried  off  so  rapidly, 
owing  to  the  condvctivity  of  the  iron,  that  the 
temperature  just  outside  is  always  lower  than 
that  of  ignition.  That  this  is  true  may  be  shown 
either  by  lowering  a  piece  of  flat  wire  gauze  over 
en  ordinary  Bunsen  flame  (Fig.  192),  when  it  will 
be  seen  that  the  flame  does  not  pa^s  through  the 
meshes,  or  by  first  allowing  the  gas  to  pass 
through  the  gauze  and  then  lighting  it  above. 
In  the  latter  case  it  will  be  observed  that  the  flame  remains  en- 
tirely upon  the  upper  side.  Since  human  nature  is  what  it  is,  the 
lock  on  the  safety  lamp  which  prevents  the  miner  from  lighting 
his  pipe  from  it  is  a  feature  quite  as  essential  perhaps  as  the 
wire  gauze. 

Measure  of  Condvctimty 
Were  we  to  attempt  to  melt  ice  by  means  of  a  copper 
I  bar,  one  end  of  which  is  held  in  a  flame  at  constant  tempera- 
ture, the  other  end  on  the  ice,  we  should  find  the  rate  at  which 
I  the  ice  is  melted  depends  upon  the  dimensions  as  well  as  upon 
[  the  composition  of  the  bar.     If  the  bar  were  made  twice  as  thick, 


Fig.  1B2.  — Illufl. 
trating  the  prin- 
dplpof  Ih'Davy 
safety  lamp. 
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the  heat  would  be  transferred  nearly  twice  as  rapidly.  But  if 
the  cross  section  remained  constant  while  the  bar  were  made 
twice  as  long,  we  should  find  the  ice  melting  only  about  half  as 
rapidly  as  before. 

By  such  experiments,  it  has  been  found  that  the  rate  at  which 
heat  "  flows  "  through  a  solid  from  one  surface  to  another  when 
these  surfaces  are  at  constant,  but  different,  temperatures  depends 
upon  foiu*  things  only,  viz.  (1)  the  substance  from  which  the 
solid  is  made,  (2)  the  distance  apart  of  the  surfaces,  (3)  the  area 
of  the  surfaces,  and  (4)  the  difference  in  temperature  between 
the  surfaces.  Let  H  denote  the  amount  of  heat  which  passes 
diu^ing  the  time  t  from  one  surface  whose  area  is  s  to  another  of 
equal  area.  Then  if  k  represents  the  thermal  conductivity  of  the 
substance,  Oi  the  temperature  of  the  first  surface,  and  ft  the  tem- 
perature of  the  second,  we  may  describe  the  above  facts  by  writing 

g  =  fc(^i-^)^^  Eq.94 

where  /  is  the  distance  apart  of  the  surfaces. 

Since  all  the  quantities  except  k  have  already  been  defined, 
this  is  evidently  the  defining  equation  for  thermal  conductivity. 
The  modern  theory  of  conduction  is  almost  entirely  the  creation 
of  a  single  genius,  the  French  physicist  Fourier  (1768-1830), 
whose  results  are  contained  in  his  Analytical  Theory  of  Heat, 

In  actual  cases  which  occur  in  the  laboratory  we  do  not  generally 
measure  the  heat-flow  across  a  limited  surface  drawn  in  a  solid, 
but  a  bar  or  some  body  of  definite  form  is  selected  and  the  flow 
from  one  end  to  the  other  is  measured.  In  any  such  case  where 
/  is  considerable,  as  it  generally  is,  it  is  clear  that  one  has  to  reckon 
also  with  the  amount  of  heat  which  escapes  sidewise  from  the 
lateral  surface  of  the  bar.  It  is  these  "  boundary  conditions  " 
which  introduce  many  of  the  most  diffi(ailt  problems  in  experi- 
mental and  mathematical  physics.  Professor  E.  H.  Hall  has  de- 
vised a  clever  method  for  experiments  of  this  kind,  in  which  he 
manages  continually  to  send  back  into  the  sides  of  the  bar  just 
as  much  heat  as  escapes,  thus  eliminating,  instead  of  correcting 
for,  the  surface  loss  of  heat. 
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In  the  case  of  gases  and  liquids,  it  is  found  that  the  conductiv- 
ities are,  in  general,  very  small  compared  with  those  of  solids,  as 
will  be  seen  from  the  following  table :  — 

Table  of  Thermal  Conductivitibb 

[  Valu«  expre«ed  in  C.G.8.  units,  i.e.  in  {^  ^  d^gfjj] 


SOLIDA 

Liquids 

Gasbs 

Aluminium 

0.353 

Aloohol       0.00042 

Air                   0.0000568 

Brass 

.226 

Ether            .00030 

Carbon  dioxide  .0000307 

Carbon 

.0004 

Mercury       .0201 

Hydrogen           .000327 

Copper 

.918 

Petroleum    .000355 

Nitroe:en             .0000524 

Cork 

.0007 

Water           .0012 

Oxygen              .0000563 

QU^  (  '^ 

.0005 
.0023 

• 

Iron 

.164 

Lead 

.080 

»lver 

1.096 

Problems 

282.  Give  in  words  a  definition  of  thermal  conductivity  derived 
from  Eq.  94  by  making  all  the  quantities  on  the  right,  except  k, 
unity. 

283.  From  Eq.  94  find  the  dimensions  of  thermal  conductivity. 
Observe  that  temperature  will  cancel  out  on  each  side  of  the 
equation. 

284.  A  cylindrical  copper  vessel  is  filled  with  boiling  water  and 
placed  on  a  flat  cake  of  ice  at  0°  C.  The  bottom  of  the  copper  cylinder 
is  2  millimeters  thick  and  has  an  area  of  30  cm.*.  How  many  calories 
of  heat  will  be  transmitted  through  this  bottom  plate  per  second  ? 

286.  On  passing  through  the  iron  shell  of  a  locomotive  boiler  from 
the  furnace  space  to  the  water  space,  the  temperature  falls  at  the  rate 
of  800°  C.  per  centimeter.  The  amount  of  heat  transmitted  across  one 
square  centimeter  of  this  surface  per  second  is  130  calories.  Find  the 
thermal  conductivity  of  the  iron. 

286.  A  pond  of  water  is  covered  with  a  sheet  of  ice  10  cm.  thick. 
The  temperature  of  the  water  just  under  the  ice  is  0**  C,  while  the  tem- 
perature of  the  overlying  air  is  —  8°  C.  Assume  the  thermal  conduc- 
tivity of  the  ice  to  be  0.005  and  find  how  much  heat  will  pass  through 
each  square  meter  of  surface  in  an  hour. 
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2.   Convection  of  Heat 

269.  The  toy  balloons  which,  after  being  filled  with  hot  air, 
may  be  seen  rising  on  each  Fourth  of  July,  illustrate  in  an  ex- 
quisite manner  how  the  principle  of  heat  conduction  combined 
with  the  principle  of  Archimedes  leads  to  a  large  number  of  our 
most  important  and  vital  phenomena. 

The  air  inside  the  balloon  is  heated  by  conduction  from  the 
flame  at  the  mouth  of  the  balloon,  and  then  rises,  filling  the 
balloon  with  a  gas  whose  density  is  much  less  than  that  of 
the  surrounding  air.  The  buoyant  force  thus  produced  lifts  the 
balloon  into  the  upper  atmosphere,  where  it  finds  a  position  of 
equilibrium  determined  by  the  temperature  and  pressure  of  the 
surrounding  air. 

If  a  cup  of  tea  be  too  hot  to  drink,  we  may  cool  it  by  adding 
cream  or  cold  water.  Here  the  heat  of  the  tea  is  transferred 
to  the  cooler  liquid  by  the  process  of  conduction ;  but  the  hot 
and  cold  portions  of  the  tea  do  not  need  to  be  stirred;  they 
will  mix,  although  a  little  more  slowly,  of  themselves.    This 

automatic  mixing,  which  is  a  mere 
mechanical  process,  is  called  convection. 
The  hot  air  of  a  chimney  rises,  mixes 
with  the  outside  air,  and  gives  some  of 
its  heat  to  the  outside  air.  The  hot  air 
rises  because  its  density  is  less  than 
that  of  cold  air.  This  process  of  carry- 
ing the  hot  air  up  the  chimney  is,  again, 
convection.  A  beaker  of  water  to 
which  a  flame  is  applied  on  one  side, 
as  in  Fig.  193,  becomes  equally  heated 
all  through.  First  of  all,  the  water  just 
over  the  flame  becomes  hot  by  conduc- 
tion through  the  glass.  Then,  by  corv-' 
vection,  the  hot  water  just  over  the  flame  is  displaced  by  the  colder 
water,  which  is  heavier  and  therefore  sinks  to  the  bottom  as 
indicated  by  the  arrows.  The  potential  energy  of  the  system  is 
thus  less  than  if  the  cold  water  remained  on  top. 
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Fij.  193.  —  Convection 
rents  in  water. 
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This  cold  water,  in  turn,  becomes  lieated  by  conduction  through 
the  glass.  These  currents,  produced  by  differences  of  density 
and  easily  detected  by  small  particles  in 
flie  water,  are  called  ''  convection  cur- 
rents." They  are  exhibited  on  a  gigantic 
scale  in  the  equatorial  regions  of  the  earth, 
where  the  lower  layers  of  the  atmosphere, 
in  contact  with  the  water  of  the  oceans  or 
with  the  land,  become  highly  heated  by 
conduction,  and  then  rise  by  convection. 
The  air  rushing  in  from  north  and  south 
constitutes  the  well-known  trade  winds. 

Perhaps  the  best  illustration  of  convec- 
tion currents  is  obtained  by  the  simple  ex- 
periment indicated  in  Fig.  194.     5  is  a   Fio.  1 04.— Circulation  in 
glass  tube  with  both  ends  fitting  into  a      '"*^'''  *?"^"«^*  ^^"*  *^^ 

°  ^  ^  ^  convection  currents. 

cork  in  the  bottom  of  a  lamp  chimney. 

The  chimney  A  is  filled  with  colored  water;  but  the  tube  B  is 

filled  with  clear  water.    The  circulation  becomes  very  evident  in 

a  few  seconds  after  a  flame  is  ap- 
plied to  one  side.  Observe  that 
here  again  the  heat  is  communi- 
cated to  the  water  by  conduction 
through  the  glass,  while  the  water 
is  transferred  from  one  part  of 
the  vessel  to  another  by  the  me- 
chanical (not  thermal)  process  of 
convection. 

From  the  preceding  it  will  be 
evident  that  in  fluids  we  have,  in 
general,  both  processes,  conduc- 
tion and  convection,  always  at 
work ;  while  in  solids,  convection 
is  necessarily  impossible.  When, 
however,  heat  is  applied  to  the 

upper  layers  of  a  fluid,  convection  may  be  reduced  to  a  minimum. 
To  illustrate,  put  a  small  piece  of  ice,  say  two  grams,  in  the 


Fio.  195. —  IIIuHtruting  the  fact  that 
water  is  a  poor  conductor  of  heat. 
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bottom  of  a  test  tube,  and  hold  it  at  the  bottom  by  means  of  a 
little  coil  of  wire  or  wire  gauze  (see  Fig.  195).  The  tube  may 
be  filled  with  water  and  held  over  a  flame  until  the  water  in  the 
top  of  the  tube  boils.  The  heated  portions,  being  lighter  than  the 
cold,  remain  on  top,  while  water  is  such  a  poor  conductor  of  heat 
that  the  ice  in  the  bottom  is  not  easily  melted. 

In  all  the  varied  processes  of  heat  conduction,  whether  aided 
by  convection  or  not,  it  will  be  observed  that  the  heat  is  trans- 
ferred from  places  of  higher  temperature  to  places  of  lower  tem- 
perature. In  this  respect  heat  behaves  like  steam  and  all  other 
fluids  in  flowing  from  points  of  higher  pressure  to  points  of  lower 
pressure.  We  shall  later  find  electricity  behaving  in  a  similar 
way,  flowing  from  places  of  higher  to  places  of  lower  electrical 
pressiu^e. 

3.   Radiation  of  Heat 

270.  When  the  hand  is  held  some  inches  at  the  side  of,  or 
underneath,  an  incandescent  electric  lamp,  the  sensation  of  heat 
is  distinctly  recognized.  The  same  is  true  of  the  hand  placed 
beneath  a  heated  metal  ball  (see  Fig.  196).     We  hold  our  hands 

before  an  open  grate  fire  to  warm  them. 
How  does  the  heat  pass  from  the  fire  to 
the  hands?  Certainly  not  bv  conduc- 
tion.  For  air  is  one  of  the  very  poorest 
conductors  known  (see  Table,  §  268). 
Nor  is  it  a  case  of  conduction  aided  by 
convection  currents.  P^or,  in  each  of  the 
three  cases  cited  above,  the  currents  due 
to  convection  are  such  as  to  cool  the 
hand. 

Indeed,  one  of  the  earliest  observa- 
tions made  after  the  discovery  of  the  air 
piunp  was  that  both  heat  and  light  pass 
through  a  vacuum  with  the  utmost  ease.  There  is  every  reason  for 
believing  that  the  space  which  separates  us  from  the  sun  is  more 
nearly  a  perfect  vacuum  than  any  other  known ;  yet  across 
this  vast,  and  so-called  empty,  region,  the  earth  daily  receives 


Fig.  196.  —  Radiation  of 
heat  downward  from  a 
hot  iron  ball. 
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enormous  quantities  of  heat.    But  by  what  process?     We  call 
it  radiation.    But  what  is  radiation? 

The  question  here  raised  can  be  answered  (but  only  very  im- 
perfectly) by  anticipating  some  of  the  results  of  optics  and  ther- 
modynamics. At  this  point  we  must  content  ourselves  with 
saying  that  there  is  most  excellent  evidence  for  thinking  that 
light  is  a  form  of  energy,  that  light  consists  in  a  wave  motion, 
that  this  wave  motion  is  propagated  in  a  medium,  called  the 
ether,  which  permeates  all  bodies  and  fills  all  interstellar  space, 
and  that  this  wave  motion  travels  in  free  space  (i,e.  space  devoid 
of  matter)  at  the  rate  of  300  million  meters  per  second,  but  gen- 
erally more  slowly  in  space  which  is  not  devoid  of  matter. 

Naw  the  experimental  evidence  for  thinking  thai  radiant  heat  is 
of  exactly  the  same  nature  as  light  is  overwhelming.  And  all  the 
more  important  laws  of  radiant  heat  and  of  light  are  included 
under  one  single  and  general  statement  of  the  Laws  of  Radiant 
Energy. 

If,  however,  we  once  take  for  granted  the  evidence  for  think- 
ing radiant  heat  a  wave  motion,  we  may  immediately  predict 
interference,  reflection,  refraction,  and  other  properties  of  waves. 

271.  The^e  results  have  been  amply  verified  by  more  than 
two  centuries  of  experiments,  covering  the  work  of  Newton, 
Melloni,  Stewart,  KirchhoflF,  Tyndall,  Langley,  and  others. 
The  following  experiment  by  Newton  sets  forth  the  fact  and 
the  explanation  with  essential  truth  and  clearness :  — 

**  If  in  two  large  cylindrical  vessels  of  glass  inverted,  two  little 
thermometers  be  suspended  so  as  not  to  touch  the  vessels,  and  the 
air  be  drawn  out  of  one  of  these  vessels,  and  these  vessels,  thus  pre- 
pared, be  carried  out  of  a  cold  place  into  a  warm  one ;  the  thermometer 
in  vacuo  will  grow  warm  as  much,  and  almost  as  soon,  as  the  thermom- 
eter which  is  not  in  vacuo;  and  when  the  vessel  is  carried  back  into 
the  cold  place,  the  thermometer  in  vacv^  will  grow  cold  almost  as  soon 
as  the  other  thermometer.  Is  not  the  heat  of  the  warm  room  conveyed 
through  the  vacuum  by  the  vibrations  of  a  much  subtiler  medium  than 
air,  which,  after  the  air  was  drawn  out,  remained  in  the  vacuum  f 
And  is  not  this  medium  the  same  by  which  light  is  refracted  or  reflected, 
and  by  whose  vibrations  light  communicates  heat  to  bodies,  and  is 
put  into  fits  of  easy  Reflection  and  easy  Transmission?  And  do  not 
the  vibrations  of  this  medium,  in  hot  bodies,  contribute  to  the  intense- 
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ness  and  duration  of  their  heat  ?  And  do  not  hot  bodies  communicate 
their  heat  to  contiguous  cold  ones,  by  the  vibrations  of  this  medium 
propagated  from  them  into  the  cold  ones?  And  is  not  this  medium 
exceedingly  more  rare  and  subtile  than  the  air,  and  exceedingly  more 
elastick  and  active?  And  doth  it  not  readily  pervade  all  bodies? 
And  is  it  not  (by  its  elastik  force)  expanded  through  the  heavens?  "  — 
Optics,  Book  III,  Query  18. 

A  strong  argument  for  thinking  that  radiant  heat  is  propa- 
gated by  the  same  mechanism  as  ordinary  light  is  found  in  the 
fact  that  after  a  solar  eclipse  the  heat  rays  and  light  rays  reap- 
pear, as  nearly  as  can  be  observed,  at  the  same  instant.  From 
this  and  evidence  to  be  adduced  later  it  appears  that  heat  waves, 
light  waves,  and  electric  waves  all  travel  with  the  stupendous 
speed  of  300  million  meters  per  second  and  are  essentially  identical 
except  as  regards  wave  length. 


Qualitative  Illustration 

272.  To  show  the  presence  of  these  heat  rays  and  to  show  that 
a  lens  can  form  an  image  of  any  hot  object,  the  following  procedure 
is  perhaps  as  simple  as  any.    Take  an  iron  ball,  S,  an  inch  or  two 
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Fig.  197.  —  Illustrating  the  refraction  and  absorption  of  heat  rays. 

in  diameter;  heat  it  to  a  temperature  of  200°  or  300°  C.  The 
ball  w^ill  then  emit  no  light  of  its  own.  If  now  this  ball  be  sus- 
pended in  front  of  a  rock-salt  lens,  L,  as  shown  in  Fig.  197,  it 
will  be  found,  by  moving  a  thermopile  along  the  line  AC,  that 
practically  all  of  the  heat  falling  upon  the  lens  is  concentrated  in 
a  small  area  about  the  point  B.  For  when  the  thermopile  is 
placed  at  /?,  the  deflection  of  the  galvanometer  is  much  larger 
than  on  either  side  of  B.    This  point  B  is  indeed  the  thermal 
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image  or  focus  of  the  hot  body,  S,  The  rock-salt  lens  collects  the 
heat  rays  just  as  it  does  the  light  rays. 

If  a  piece  of  ordinary  plate  glass  be  inserted  at  G,  it  will  be 
observed  that  the  heat  is  almost  entirely  shut  off ;  in  other  words 
the  glass  plate  is  almost  entirely  opaque  to  the  heat  rays  given 
off  by  this  hot  iron  ball. 

Herein  lies  the  explanation  of  the  glazed  sash  which  are  used 
over  hot-beds  in  the  early  spring.  The  glass  will  allow  the  light 
rays  and  the  short  heat  rays  from  the  sun  to  pass  through.  These 
heat  the  black  soil  of  the  hot-bed  by  which  they  are  absorbed. 
But  the  heat  rays  emitted  by  the  black  soil  are  of  the  very  long 
variety  .which  cannot  pass  out  through  glass ;  hence  they  are 
trapped  in  the  hot-bed. 

Instead  of  the  rock-salt  lens  used  in  Fig.  197,  one  may  con- 
veniently substitute  a  concave  mirror  or  a  Florence  flask  filled 
with  carbon  bisulphide. 

Measurement  of  Radiation 

273.  The  first  step  toward  discovering  the  laws  of  any  phe- 
nomenon is  the  invention  of  some  method  for  measuring  the 
quantities  involved.  There  are  three  principal  methods  for  de- 
termining the  amount  of  radiant  energy  which  falls  upon  a  body. 
These  are  each  dependent  upon  flie  fact  that  when  radiant  energy 
is  incident  upon  a  well-blackened  body  —  such  as  one  covered 
with  lampblack  —  practically  aU  the  incident  energy  of  wave 
motion  is  transformed  into  heat  energy.  *  The  measurement  of 
radiation  then  reduces  itself  to  the  measurement  of  a  rise  in  tem- 
perature —  generally  very  small.  Bodies  which  absorb  all  the 
radiant  energ>'  falling  on  them  are  said  to  be  "  perfectly  black." 
The  three  methods  are  the  following :  — 

(i)  Thermocouple.  The  essential  feature  of  this  instrument  is 
a  junction  of  two  different  metals,  connected  in  series  with  a 
delicate  galvanometer.  See  §  412.  This  junction  is  a  body  of 
small  heat  capacity  and  is  coated  with  lampblack  and  platinum 
black  so  as  to  absorb  (i,e.  transform  into  heat  energy)  radiations 
of  all  wave  lengths.  The  Italian  physicist,  Melloni,  first  made 
this  device  effective ;  later  it  was  refined  by  the  German  physicist 
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Rubens.  A  new  form  was  given  to  it  by  ProfeaBor  C.  V.  Bojs 
of  London,  who  suspended  a  small  wire  circuit  of  two  diffmnt 
metals  between  the  poles  of  a  magnet  as  seen  in  Fig.  19S.  The 
junction  marked  J\  is  shielded  from  the  radiation,  while  that 
marked  Js  is  blackened  and  exposed  to  the  radiation.    The 

difference  in  temperature  thus  produced  generates 

an  dectric  current  in  the  circuit  and  the  current 

^*  causes  the  thermocouple  to  rotate.    By  means  of 
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this  instrument,  which  is  called  a  **  radiomicrome- 
ter,"  placed  at  one  end  of  a  large  room,  Boys  has 
been  able  to  show  to  an  audience  the  radiation 
from  a  single  candle  placed  at  the  other  end  of 
the  room. 

More  recently,  however,  A.  H.  Pfund  of  Balti- 
more has  placed  the  thermocouple   in   a  hij^ 
Fio.  198.— Boys'  vacuum  and  rendered  it  so  sensitive  that  he  easily 

measures  the  radiant  energy  from  the  brighter 
stars.  Some  idea  of  the  extraordinary  sensibility  of  sudi  an  in* 
strument  may  be  obtained  from  the  fact  that,  if  a  candle-flame, 
placed  at  a  distance  of  18  miles,  were  focused  upon  the  junction 
of  this  couple  by  means  of  a  3  ft.  mirror,  a  deflection  of  one  mil- 
limeter would  be  observed. 

Still  more  recently  Dr.  W.  W.  Coblentz  of  the  Bureau  of  Stand- 
ards, working  at  the  Lick  Observ^atory,  has  succeeded  in  making 
a  vacuum  thermocouple  which  will  measure  the  radiation  from 
stars  of  only  the  6th  magnitude,  which  is  equivalent  to  detecting 
the  radiation  from  a  candle  at  a  distance  of  53  miles.  This 
assumes,  of  course,  that  there  is  no  absorption  in  the  intervening 
space.  In  other  words,  if  the  earth's  atmosphere  could  be  elim- 
inated, one  might  sit  in  an  office  building  in  New  York  City  and 
measure  the  radiation  from  a  single  tallow  candle  burning  in 
another  oflBce  building  in  Trenton,  N.J. 

(ii)  Radiometer.  This  instrument,  invented  by  Sir  William 
Crookes,  has  been  so  improved  by  Professor  E.  F.  Nichols  that 
it  is  now  available  for  quantitative  work.  It  consists  essentially 
of  a  horizontal  bar  delicately  suspended  in  a  properly  exhausted 
vessel.    At  each  end  of  the  bar  is  attached  a  thin  glass  disk  black- 
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Fio.  199.  —  The  radiom- 
eter. 


ened  on  one  side.  The  radiation  is  admitted  to  the  instrument 
through  a  window  of  fluorite  which  is  remarkably  transparent 
to  a  wide  range  of  wave  lengths.  On  strik- 
ing the  black  surface,  the  radiant  energy  is 
degraded  to  heat  and  the  black  disk  re- 
pelled —  probably  owing  to  the  bombard- 
ment of  the  smallest  particles  of  air,  which, 
in  a  vacuum  of  this  degree,  are  reflected 
freely  from  the  disk  to  the  wall  of  the  con- 
taining vessel  and  acquire  greater  kinetic 
energy  as  the  temperature  rises.  So  delicate 
is  this  instrument  that  by  means  of  it, 
Nichols  and  Hull,  and  Lebedew,  have  been 
able  to  measure  accurately  the  pressure 
exerted  by  a  beam  of  sunlight  —  a  vastly 
smaller  effect  than  that  of  the  radiant 
energy  which  comes  to  us  in  such  a  beam,  and  which  must  be 
eliminated  before  the  light  pressure  can  be  measured. 

(iii)  Bolometer.  Here  the  blackened  body  is  a  thin  strip  of 
metal  which  forms  one  arm  of  a  Wheatstone  bridge,  an  elec- 
trical instrument  which  will  be  met  in  the  laboratory.  Before 
the  radiation  is  allowed  to  fall  upon  this  strip,  the  galvanometer 
reading  is  zero.  But  the  radiation  heats  the  wire  and  thus  in- 
creases its  electrical  resistance.  This  throws  the  bridge  out  of 
"  balance,"  and  the  galvanometer  needle  is  deflected  through 
an  angle  which  is  proportional  to  the  amount  of  the  incident  radia- 
tion. The  late  Secretary  of  the  Smithsonian  Institution,  Pro- 
fessor Langley,  who  perfected  this  method,  showed  that  differ- 
ences of  temperature  of  even  less  than  a  millionth  of  a  degree 
centigrade  could  be  detected  in  this  way. 

Laws  of  Radiation 

274.  By  means  of  such  methods  as  those  just  indicated  two 
general  results  connecting  radiation  and  temperature  have  been 
obtained. 

(i)  Stefan-Boltzmann  Law.  It  was  first  suggested  by  Stefan, 
afterwards  predicted  from  theory  by  Boltzmann,  and  has  been 
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amply  verified  by  experiment,  that  flie  total  radiation  (i.e.  ra- 
diation of  all  wave  lengths)  of  any  perfectly  black  hot  body  is 
directly  proportional  to  flie  fourth  power  of  its  absolute  tem- 
perature. This  statement  is  often  spoken  of  as  the  "  Fourth- 
power  Law." 

Premising  that  the  absolute  scale  of  temperature  begins  with 
a  zero  273°  C.  below  that  of  melting  ice,  and  denoting  the  total 
power  radiated  by  E,  this  law  may  be  expressed  as  follows :  — 

E  =  C(/°  +  273)*     Stefan-Boltamann  Law.  Eq.  95 

where  C  is  a  constant  throughout  a  wide  range  of  temperatures, 
and  /°  is  the  ordinary  centigrade  temperature  of  the  body. 

(ii)  Displacement  Law,  It  has  also  been  found  that  if  the 
various  radiations  be  separated,  say  by  a  prism,  so  that  the 
different  wave  lengths  are  sent  off  in  different  directions,  and  if 
the  radiation  of  each  wave  length  be  measured,  that  wave  length 
at  which  the  radiation  is  most  intense  becomes  shorter  and  shorter 
as  the  temperature  rises,  a  fact  which  is  true  for  all  bodies.  And 
accurate  experiment  shows  that  this  variation  in  flie  case  of  black 
bodies  occurs  in  such  a  way  that  flie  product  of  the  wave  length 
X„  of  maximum  radiation  and  the  absolute  temperature  is  con- 
stant ;   or,  in  terms  of  algebra,  — 

K(f  +  273)  =  Constant.  Eq.  96 

Upon  laws  such  as  these  are  based  the  optical  and  radiation 
methods  for  high  temperature  measurement  described  in  §  259, 
and  widely  employed,  not  only  by  investigators,  but  also  by 
engineers. 

(iii)  Stewart-Kir chhoff  Law,  Let  us  denote  by  H  the  amount 
of  radiant  energy  which  falls  upon  a  body  at  temperature  f  in  one 
second:  and  by  h  denote  the  amount  of  radiation  which  this 
body  absorbs  in  one  second  when  at  the  same  temperature.     The 

ratio  J-  is  what  Kirchhoff  calls  the  absorption  of  the  body,  and  is 
H 

denoted  hy  A,    A  body  which  absorbs  all  the  radiation  falling 

upon  it  is  said  to  be  absolutely  black ;  its  absorption  is  unity. 

Let  us  now  denote  by  E  the  amount  of  radiant  energy  which 

this  same  body,  at  this  same  temperature,  would  emit  in  one  second 
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in  virtue  of  its  hotness  only.  This  quantity  E  is  called  the  emis- 
sion of  the  body.  Now  Balfour  Stewart  in  England  and  Kirch- 
hoflF  in  Germany  independently  proved  that 

I.  The  ratio  of  flie  emission  to  the  absorption  of  any  body 
depends  upon  the  temperature  only ;  and 

II.  This  ratio  is  numerically  equal  to  the  emission  of  a  perfectly 
black  body  at  the  same  temperature  and  wave  lengtti. 
The  quantitative  form  in  which  these  laws  are  expressed  is  due 
to  KirchhofF.  From  these  two  statements  it  is  evident  that  a 
piece  of  polished  metal  will  not  emit  so  strong  a  light  as  a  piece 
of  metal  covered  with  lampblack  and  heated  to  the  same  tem- 
perature. For  since  the  absorption  of  polished  metal  is  less,  its 
emission  will  also  be  less. 

This  result  is  in  thorough  accord  with  what  we  might  expect 
if  radiant  heat  consists  in  a  wave  motion.  For  in  our  study  of 
vibrating  bodies  (see  Resonance,  §  204),  we  have  found  that  any 
source  of  vibration,  e.g.  a  tuning  fork  or  a  pendulum,  can  absorb 
only  those  vibrations  which  are  of  the  same  period  as  its  own. 
A  source  of  vibrations  is  a  source  of  radiant  energy.  It  has  been 
proved  that  the  red-hot  carbon  emits  waves  of  all  lengttis.  It 
might,  therefore,  be  expected  that  the  carbon  when  cool  would 
absorb  waves  of  aU  lengths,  and  thus  appear  black,  provided  the 
disturbances  involved  in  the  radiation  of  heat  are  ordinary  me- 
chanical disturbances  such  as  we  have  been  studying  under  the 
subject  of  dynamics  and  sound.  The  fact  that  any  body,  placed 
in  an  inclosure  maintained  at  a  constant  temperature  will  attain 
and  maintain  this  temperature  is  the  simplest  and  most  cogent 
reason  for  thinking  that  any  good  absorber  is  also  a  good  radiator. 

Once  in  possession  of  this  general  law,  we  have  the  explanation 
of  a  host  of  important  household  and  meteorological  phenomena. 
For  instance,  land  being,  in  general,  a  much  better  absorber  than 
water  for  radiant  energy,  it  follows  that  the  surface  of  the  land 
will  cool  more  quickly  than  the  surface  of  a  lake  on  a  clear  night ; 
conversely,  it  will  rise  in  temperature  more  rapidly  than  the 
water  during  the  day  when  the  sun  is  shining.  Indeed,  the 
ground  at  the  bottom  of  a  lake  or  river  may  radiate  energy  through 
the  water  so  rapidly  as  to  drop  the  temperature  of  the  lake  bottom 
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below  the  freezing  point,  thus  producing  a  coating  of  ice  which 
clings  fast  to  the  bottom  and  is  known  as  "  anchor  ice." 

Air  is  a  comparatively  poor  absorber  of  heat :  and  yet  it  is  estimated 
that  rather  less  than  half  the  solar  energy  fallmg  upon  our  outer  atmos- 
phere penetrates  to  the  surface  of  the  solid  earth.  That  portion  of  the 
sun's  radiant  energy  which  does  pass  through  the  atmosphere  strikes  the 
ground,  is  there  transformed  into  heat  and  raises  the  temperature  of  the 
air  just  over  it  by  conduction  and  convection. 

V.    Some  Effects  of  Heat 

276.  Among  the  multitudinous  effects  of  heat  the  following 
two  have  been  selected  as  being  perhaps  the  most  important. 

1.  Change  of  Dimensions  or  of  Stress. 

2.  Change  of  Molecular  State. 

Change  of  Dimensions 

1.   Expansion  of  Solids 

276.  The  familiar  fact  that  solids  as  a  rule  increase  in  size  as 
their  temperature  rises  is  illustrated  in  the  manufacture  of  large 
guns,  which  are  built  up  of  coaxial  cylinders,  the  inside  diameter 

of  each  one  being 
a  trifling  bit 
smaller  than  the 
outside  diameter 
of  the  preceding. 
When  the  outside 
cylinder  is  suflB- 
ciently  heated  it 
will  slip  over  the  inside  one,  and,  on  cooling,  will  shrink  so  as  to 
form  what  is  practically  a  single  piece  of  metal,  but  one  which  is 
stronger  than  a  single  casting.  Wagon  tires  are  shrunk  on  to 
wooden  wheels  in  the  same  manner.  On  account  of  the  changes 
in  length  caused  by  temperature  variations,  engineers  generally 
rest  one  end  of  a  girder  bridge,  not  directly  upon  the  pier, 
but  upon  an  iron  roller  as  shown  in  Fig.  200.  A  moderate 
drop  in  temperature  would  shorten  a  100  ft.  steel  girder  by 
half  an  inch. 


FiQ.  200.  —  Roller  providing  for  expansion  of  iron  bridge. 


THEORY  OF  HEAT  309 

CoefficierUs  of  Expansion 

Many  accurate  experiments  by  methods  which  must  be  studied 
in  the  laboratory  have  shown  that  the  change  in  length  is,  for  a 
moderate  range  of  temperature,  proportional  to  the  change  in 
temperature. 

If  a  bar  whose  length  is  /  centimeters  changes  in  length  by  e 
centimeters,  while  its  temperature  changes  by  t^,  the  change  in 

unit  length  per  degree  is  ^.    This  increment  in  length  experi- 

enced  by  each  unit  of  length  for  one  degree  rise  in  temperature 
is  called  the  coefficient  of  linear  expansion  for  the  material  of 
which  the  bar  is  made. 
Let  us  denote  this  coeflScient  by  a,  then 

_  __  _^  Defining  eq.  for  ooef.  p«_    o^ 

®        jf.o*  linear  expansion.  r^q.  a# 

The  three  quantities  on  the  right-hand  side  of  this  equation 
can  each  be  measured  in  the  laboratory,  and  the  coeflScient  a 
thus  determined. 

We  are  accordingly  led  to  the  following  expression  for  the 

length  of  a  bar  l,  at  any  temperature  i,  when  2^  is  its  length  at  the 

zero  of  temperature :  — 

I,  =  /,(1  +  a/°)  Eq.  98 

Observe  that  the  value  of  the  coefficient  of  linear  expansion 
will  vary  from  one  thermometric  scale  to  another.  Measure- 
ments of  the  highest  precision  show  also  that  this  coefficient  it- 
self is  a  function  of  the  temperature,  thus  rendering  the  length 
of  a  bar  a  function  of  both  the  first  and  second  power  of  the  tem- 
perature as  expressed  in  the  following  equation :  — 

/,  =  /,(1  +at  +  bt^).  Eq.  99 

In  general,  the  coefficient  b  is  very  small. 

277.  In  the  case  of  many  alloys  the  expansion  is  profoundly 
modified  by  the  percentage  composition.  Taking  advantage  of 
this  fact,  the  French  physicist  Guillaume  has  succeeded  in  dis- 
covering a  nickel-steel  alloy  —  about  36%  nickel  —  for  which 
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the  linear  coefficient  a  has  a  value  of  less  than  one  part  in  a  mil- 
lion.   The  value  of  this  linear  coefficient  is  as  follows :  — 

a  =  (0.965  -  0.00017  f)lO-^. 

Owing  to  the  fact  that  the  size  of  a  body  constructed  of  this 
metal  is  practically  invariable  with  temperature,  the  substance 
has  been  called  **  invar."  The  usefulness  of  such  a  metal  for 
scales  of  length  employed  in  geodetic  measurements  and  for  clock 
pendulums  is  at  once  apparent.  — 

Table  op  Linear  Coefficients 

(Centigrade  Scale) 

Glass 0.0000085  =  lao^ooo 

Platinum 0.0000085  =  lao^ooo 

Steel 0.000012  =  ^yiinr 

Brass 0.000018  =  ^^hn^ 

Copper 0.000019  =  inriinr 

Aluminium 0.000023  =  Trhru 

Zinc 0.000029  =  yriinr 

Invar 0.00000096  =  looiooo 

Study  this  table  to  discover  why  platinum  rather  than  copper 
wire  is  fused  into  the  glass  of  an  incandescent  lamp  bulb,  and  into 
vacuum  tubes. 

Anomalous  Expansion 

278.  Under  certain  circumstances  it  is  possible  for  a  sub- 
stance to  have  a  coefficient  of  expansion  which  is  apparently 
negative.  That  is,  the  substance  may  shorten  instead  of  lengthen 
on  being  heated,  as  the  following  experiment  shows :  — 

Take  a  piece  of  ordinary  rubber  tubing  from  three  to  five 
feet  in  length.  Into  each  end  fasten  a  three-way  connecting 
tube  of  brass,  as  shown  in  Fig.  201.  These  can  be  wired  in  very 
easily.  The  upper  end  of  the  tube  is  attached  to  a  support.  To 
the  lower  end  is  fixed  a  heavy  stretching  weight.  Cork  up  one 
of  the  openings  at  the  top,  and  into  the  other  introduce  a  current 
of  steam.  The  rubber  will  contract  to  such  an  extent  as  to  be 
easily  seen  at  once  by  the  whole  class.     We  might  be  inclined  to 
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Fio.  201.  —  The  contraction  of  rub- 
ber on  heating. 


say  that  under  these  circumstances  rubber  has  a  negative  coeffi- 
cient of  expansion.  If,  however, 
the  heavy  weight  be  replaced  by  a 
light  one,  we  shall  find  that  the 
rubber  lengthens  when  the  steam  is 
introduced.  Not  only  so,  but  if, 
instead  of  measuring  the  length,  one 
measures  the  volume  of  the  rubber 
he  finds  that  this  increases  on  heat- 
ing. The  anomaly  in  linear  ex- 
pansion arises  from  the  fact  that 
stretched  rubber  is  a  substance 
which,  at  any  point,  has  difTerent 
properties  in  difTerent  directions. 
Such  substances  are  called  "  aniso- 
tropic." All  crystals  except  those 
belonging  to  the  regular  (or  cubic) 
system  are  anisotropic.  We  shall 
find  another  and  more  important  anomaly  in  the  expansion  of 
water. 

Problems 

287.  Prove  by  squaring  each  side  of  Eq.  98  that  for  any  solid  the 
coefficient  of  superficial  expansion  —  that  is,  the  rate  at  which  area 
increases  with  temperature  —  is  twice  the  linear  coefficient. 

288.  Prove  in  like  manner  that  the  coefficient  of  voluminal  expan* 
sion  is  three  times  the  linear  coefficient. 

289.  Look  up  the  subject  of  compensated  pendulums  in  some  ency- 
clopedia or  larger  treatise  on  physics,  and  be  able  to  explain  the  prin- 
ciple by  means  of  a  diagram  on  the  blackboard. 

290.  A  wagon  tire  300  cm.  in  circumference  is  heated  until  its  length 
has  increased  by  1  cm.,  i.e.  by  one  third  of  one  per  cent.  By  what 
per  cent  has  the  area  inclosed  by  the  tire  increased  ? 

Ana.     Two  thirds  of  one  per  cent. 

291.  For  every  degree  (centigrade)  that  iron  is  heated  it  increases 
in  length  by  one  thousandth  of  one  per  cent.  When  the  temperature 
rises  from  0°  to  30°,  how  much  longer  will  an  iron  bridge  of  200  feet 
span  become?  Ana.    0.72  inch. 

292.  Explain,  by  diagram  on  blackboard,  a  system  of  hot-water 
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VU>303. — DariM  for  mnnounciiix  "''■"f  i' 


hwtinK  Bueh  u  might  be  ossd  in  k  private  reeidenee.    Indods  in  yum 

diagram,  bculer,  flow  pipe,  return  jupe,  radiaton,  and  upaniion  tank. 
SM.   Explain,  by  diagram  on  blackboard,  just  how  a  itrip  of  tine 

soldered  to  a  strip  of  eheet  copper,  aa  indicated  in  P!g.  302,  oan  be 
employed  to  annoonee  (by 
the  ringing  <rf  a  beD)  wbax 
a  room  ia  too  hot  and  when 
tooeold. 

S»i.  AnirDneannonball 
of  radius  fi  em.  is  heat«d  un- 
til its  radius  has  been  in- 
creased by  A  of  one  per 
cent.  Find  by  what  per 
cent  the  volume  of  the  baD 
has  been  increased. 

Long  horiaontal 
steam  pipes  are  always  suf^ 

ported  in  such  a  way  that  they  are  free  to  move  at  one  end.    WhyT 

296.  A  brass  wire  100  ft.  long  is  fixed  at  its  upper  end  and  caniea 
a  scale  pan  at  its  lower  end.  When  a  mass  of  one  kilogram  b  added  to 
the  scale  pan  the  wire  ia  elongated  by  ^  inch.  To  what  extent  must 
the  temperature  of  the  wire  be  lowered  in  order  to  restore  the  wire  to 
its  original  length? 

297.  A  clock  with  a  steel  pendulum  is  adjusted  to  beat  seconds  at 
a  temperature  of  20°  C.  Find  how  many  seconds  it  wiU  gain  each  day 
when  its  temperature  falls  to  0°  C. 

3S8.  An  iron  rail  30  feet  long  is  laid  during  the  summer  when  the 
temperature  is  30°  C.  Find  its  length  in  winter  when  the  weather  is 
10°  C.  below  zero. 

299.  An  iron  telegraph  wire  is  stretched  between  two  poles  which  are 
400  ft.  apart,  and  has  a  sag  of  5  ft.  and  a  stress  of  10,000  lb.  per  square 
inch.  What  stress  will  be  caused  by  a  drop  in  temperature  sufficient 
to  make  the  sag  only  4  ft.  7 

SOO  (a) .  Suppose  the  limit  of  accuracy  in  measuring  the  standard  meter 
to  be  nhrv  mm.  What  variation  in  temperature  of  the  bar — imagine  It 
to  be  platinum  —  would  be  permissible  during  the  measurement? 

800  (b).  An  electric  current  is  sent  through  a  copper  wire  which  is  120 
cm.  long  at  room  temperature,  20°  C  The  eSect  of  the  electric  current  is 
to  heat  the  wire  and  lengthen  it  by  0.8  cm.  Find  the  temperature  of  the 
wire. 

800  (c) .  At  what  temperature  is  the  reading  of  a  Centigrade  thermometer 
the  same  as  that  of  a  FahtenheitT 
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Change  of  Dimensions 
2.     Expansion  of  Liquids 

279.  Since  liquid  bodies  are  defined  (§  129)  as  those  which  have 
no  shape  of  their  own,  but  assume  the  shape  of  the  containing 
vessel,  it  is  evident  that  a  liquid  body  has  no  characteristic  edges 
or  lines,  and  hence  no  coefficient  of  linear  expansion.  But  liquid 
bodies  have  characteristic  volumes,  and  these  do  change  when 
heated. 

Definition  of  Coefficient  of  Expansion  of  a  Liquid 

If  we  denote  by  Vi  and  V2  the  volume  of  a  liquid  at  the  tem- 
peratures ti  and  it  respectively,  and  if  we  call  the  coefficient  of 
expansion  b,  its  defining  equation  becomes 

f  __     Vt  —   K 1  Defining  eq.  for  p^    -trg^ 

V   (U  ^  tV  cubical  expansion.  •*^*  ^^^ 

When,  therefore,  we  speak  of  the  coefficient  of  expansion  of 
a  liquid,  we  shall  always  refer  to  its  coefficient  of  cubical  expan- 
sion, i.e.  to  that  fraction  of  itself  by  which  a  volume  of  liquid 
increases  when  heated  through  one  degree. 

Of  all  liquids,  water  and  mercury  are  perhaps  the  two  of  most 
importance  in  the  physical  sciences.  We  shall  consider  these 
briefly. 

Mercury 

280.  The  very  elegant  method  by  which  Regnault  *  deter- 
mined the  density  of  mercury  at  various  temperatures,  and 
hence  its  coefficient  of  expansion,  has  long  served  as  a  model 
for  succeeding  experimenters.    The  process  is  as  follows :  — 

Two  U-tubes,  filled  with  mercury,  as  shown  in  Fig.  203,  are 
connected  at  the  bottom  by  a  tube  of  small  caliber;  and  this 
tube  contains  a  little  air  which  serves  to  separate  the  two 
columns  of  mercury.  We  have  then  really  two  U-tubes  of 
mercury  joined  by  a  capillary  tube  of  air. 

*  Regnault  (b.  1810,  d.  1878),  a  French  physioist  distiiigaished  for  his 
experimental  skill. 
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In  the  portion  of  the  tube  marked  C,  the  pressure  must  be  the 
same  throughout  the  volume  of  air.    For  if  the  pressure  due  to  each 

of  the  mercury  columns  were  not  the  same, 
the  mercury  surfaces  would  move  one  way 
or  the  other  until  these  pressures  became 
equal. 

Suppose  now  that  we  heat  the  mercury 
in  the  branch  B  until  it  reaches  a  tem- 
perature fe,  and  that  in  the  branch  A  we 
cool  to  the  temperature  h.    The  density 
of  the  mercury  in  B  will  diminish  on  heat- 
ing ;  consequently  the  difference  of  level 
indicated  by  ^  will  increase.    The  density 
of  the  mercury  in  A  will  increase  on  cool- 
ing, and  hence  the  difference  of  level  in  A 
will  diminish;    call    this    difference    yi. 
The  pressure  in  C  due  to  mercury  in  A  is,  by  the  laws  of  Hydro- 
statics, yiDig ;  while  the  same  pressure  in  C  due  to  B  is  j^D^g. 
But  these  pressures  must  be  the  same.    Hence, 

yiDig  =  y^D^g. 


Fio.  203.  —  Rcgnault's  ex- 
periment. 


yi 
yi  -  yi 

2/1 


By  measuring  1/2  and  i/i,  Regnault  was  thus  enabled  to  deter- 
mine the  fraction  of  itself  by  which  the  density  of  mercury  is 
changed  when  its  temperature  is  varied  from  /i°  to  fe°. 

But  how  can  one  obtain  from  this  fraction  the  value  of  the 
coefficient  of  expansion  ? 

Consider  any  constant  mass  of  mercury  3/,  whose  volume  is 
changing  in  consequence  of  a  variation  in  temperature.  The 
defining  equation  for  density  gives 

M  =  ViDi  =  V2D2. 
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•  ^'»  -  Vi  _  Di-_D, 


Now  substituting  in  Eq.  10(), 


6  =  -i^^y*   ,  Eq.  101 


^4l-t, 


where  yi  and  ^  are  differences  of  level  corresponding  to  tem- 
peratures ti  and  fe  respectively,  and  6  is  the  coefficient  of  cubical 
expansion.  These  quantities  yi  and  ^  are,  however,  difficult  to 
measure  with  accuracy. 

Of  course,  we  might  take  a  single  tube  of  mercury.  Fig.  204, 
and  measure  its  height  at  two  different  temperatures;  but  here 
the  difficulty  is  that  the  glass  vessel  containing  the 
mercury  expands  with  the  heat,  so  that  the  volume  of 
the  mercury'  is  no  longer  proportional  to  the  height  of 
the  column.  In  this  way  we  should  obtain  only  the 
apparent  expansion  of  mercury.  It  is  the  apparent 
expansion  which  is  used  in  glass  and  mercury  ther- 
mometers. 

The  beauty  of  Regnault's  method  is  that  the  height 
of  the  column  depends  only  on  the  temperature,  and 
not  at  all  upon  the  containing  vessel.     Ilegnault  thus       H 
measured  the  absolute  expansion     The  value  which  fio.  204.— 
he  thus  obtained  for  the  average  coefficient  of  expan-     Apparent 
sion  of  mercury  between  0°  and  100°  was  0.0001815.        o»pan«on. 

The  most  accurate  of  recent  values  is  probably  that  obtained 
at  the  Imperial  College  of  Science  in  London  by  Callendar  and 
Moss,  namely,  0.0001820536.  These  two  investigators  have  im- 
mensely improved  upon  Regnault's  method  by  using  six  pairs  of 
hot  and  cold  columns,  instead  of  one,  also  by  the  use  of  platinum 
thermometers  extending  throughout  the  column,  as  well  as  by 
improved  electric  heating.  A  platinum  resistance  thermometer 
is  capable  of  measuring  temperature  changes  as  small  as  O^'.OOOl  C. 
—  Phil.  Trans.  1911. 
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Water 

Ml.  Vtirtn  m«ny  points  of  view,  water  is  a  remarkmUe  sub- 
ffUw^.  This  fact  is  strilcingly  exhibited  in  its  behavior  under  heat. 
tti  n^mrnlt  wartn  liquids  are  less  dense  than  the  same  liquids 
f^M  $  ami  this  is  true*  of  water  except  between  the  temperatures 
If  ('.  afid  H^.HN  (\  The  manner  in  which  water  expands  under 
(MMi  is  i*li*Arly  set  forth  in  the  curve,  Fig.  205. 


|!Vo   ««►.  - 
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description  of  the  facts  may  be  obtained  in  the  following  empirical 
equation, 

r,  =  vJi  +  (?!.zi!2!V  Eq.  102 

\         144000  /  ^ 

where  V^  is  the  volmne  of  any  given  mass  of  water  at  f  C.  and 
Vi  the  volume  of  the  same  mass  at  4^  C. 

The  maximum  density  of  water  at  4^  C.  may  be  demonstrated 
by  loading  a  small  hollow  glass  sphere  with  sand  until  it  will 
just  sink  in  water  at  0**.  If  placed  in  a  vessel  of  ice  water,  it 
will  sink ;  if  now  the  ice  be  removed  the  water  will  gradually 
rise  in  temperature,  the  float  will  also  rise,  and  after  the  temper- 
ature passes  4^  C.  the  float  will  again  sink.  The  enormous 
economic  importance  of  this  anomaly  of  water  is  seen  in  the 
fact  that  it  prevents  our  lakes  and  rivers  from  freezing  except  over 
the  surface. 

Problems 

301.  Graham's  compensated  pendulum  is  made  of  a  steel  rod  which 
carries  at  its  lower  end  a  glass  cylinder  containing  mercury.  Show 
that  the  linear  expansion  of  the  steel  (which  extends  to  the  base  of  the 
cylinder)  will  be  very  approximately  counterbalanced  by  the  cubical 
expansion  of  the  mercury  when  the  height  of  the  mercury  b  ^  the 
height  of  the  steel  pendulum. 

302.  A  large  thermometer  bulb,  made  of  glass,  and'placed  in  melting 
ice,  holds  200  g.  of  mercury.  How  much  mercury  will  overflow  when 
placed  in  a  bath  of  steam  at  atmospheric  pressure? 

303.  A  mercury  barometer  in  a  laboratory  at  15^  C.  reads  756.2  mm. 
What  are  the  three  most  important  corrections  which  must  be  made 
in  order  to  obtain  the  true  barometric  height? 

304.  A  glass  cylinder  which  weighs  5  g.  in  air,  weighs  only  2.994  g. 
in  water  at  20**  C.     Find  its  weight  in  water  at  40**  C. 

306  (a).   Compare  the  density  of  water  at  30**  as  obtained 
(i)  from  the  table  in  §  281,  with  that  obtained 
(ii)  from  Eq.  102. 

306  (b).  What  are  some  of  the  limitations  of  liquid  thermometers,  and 
what  objections  are  to  be  urged  against  resistance  thermometers? 

306  (c) .  What  causes  a  glass  bottle  to  break  when  placed  on  a  hot  stove? 
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Change  op  Dimensions  or  of  Stress 

3.   Expamri4m  of  Gases 

282.  We  have  already  seen  (§  257)  that  the  first  thennometers 
were  made  by  mclosing  a  certain  mass  of  gas  in  a  glass  bulb 

©whose  stem  was  sealed  by  immersing  the  end  in  a 
liquid.  Such  a  device  is  at  once  the  simplest  and 
earliest  for  studying  the  efTects  of  heat  upon  gases. 
Having  substituted  mercury  for  water  in  the 
thermometer  of  Galileo  (see  Fig.  206),  Amontons, 
in  1699,  discovered  that  the  change  of  pressure 
produced  by  heating  through  a  range  of  100®  was 
the  same  whatever  the  amount  of  air  inclosed  in  the 
bulb. 


Fio.  206.  — 

Galileo's 
thermometer. 


Law  of  Charles 

By  definition,  the  volume  of  a  gas  is  always  the 
volume  of  the  containing  vessel.  Boyle's  law  states 
the  experimental  fact  that  to  each  volume  of  gas 
there  corresponds  a  definite  pressure,  provided  the 
mass  and  the  temperature  remain  constant.  If, 
however,  the  temperature  varies,  the  effect  may  be 

(1)  a  change  of  volume  while  the  pressure  re- 
mains constant;  or 

(2)  a  change  of  pressure  while  the  volume  remains  constant ;  or 

(3)  a  change  of  both  pressure  and  volume. 

To  determine  the  effect  of  heat  on  a  gas,  we  must  then  either 

(1)  Keep  the  gas  at  a  constant  pressure  and  measure  the  ratio 
of  increase  of  volume  to  original  volume ;   or 

(2)  Keep  the  gas  at  constant  volume  and  measure  the  ratio 
of  increase  of  pressure  to  original  pressure, 

in  each  case  for  a  rise  of  one  degree  in  temperature. 

These  two  quantities  were  first  roughly  measured  by  Charles, 

afterwards  more  accurately  by  the  French  chemist,  Gay-Lussac 

(1778-1850). 
The  capital  discovery  was  thus  made  that :  — 
(a)  These  two  quantities  are  the  same  for  any  one  gas. 
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(6)  They  have  very  approximately  the  same  numerical  value 
for  all  gases,  namely,  ^iy.  Later  and  more  accurate  observations 
have  shown  that  this  value  is  more  nearly  0.003665  =  t^t- 

The  actual  measurement  of  these  quantities  is  a  somewhat 
difficult  matter,  requiring  many  precautions,  and  may  well  be 
reserved  for  the  student's  second  or  third  year  in  physics.  But 
the  algebraic  description  of  Gay-Lussac's  reavUa  is  a  matter  of 
the  utmost  simplicity.     It  is  as  follows :  — 

Let  Vq  and  Vt  represent  the  volumes  of  a  given  mass  of  gas 
at  the  temperatures  0°  and  f  respectively ;  then,  so  long  as  the 
pressure  remains  constant,  — 

F,  =  To  (1  +  0.003665  O-    ^^  <>'  Chariea.        Eq.  103 

If,  in  like  manner,  P©  and  Pt  represent  the  pressures  of  a  given 
mass  of  gas  at  the  temperatures  0°  and  f  respectively,  then,  so 
long  as  the  volume  remains  the  same,  — 

Pt  =  Po(l  +  0.003665  f).  Eq.  104 

Gay-Lussac's  result  may  be  summarized  by  saying  that  the 
pressure  of  a  given  mass  of  gas  at  any  temperature  f  varies  di- 
rectly as  a  factor  {\  +  at)       y 
where  a  has  the  value  -tH- 

Another  method  of  de- 
scribing Charles'  law  is  the 
following :  —  Make  simul- 
taneous measurements  of 
the  volume  and  temperature     ^  ^-       o    .a««   ^    « 

^  ^100        200°       800**      400"       SOO" 

of  any  given  mass  of  gas  teupcraturcs  on  the  qm  scalk 

inclosed    in   a   vessel   under        ^'°-  207. -Graphical   representation  of 

Charles'  law. 

constant  pressure,    riot  the 

temperatures  (measured  on  the  gas  scale  explained  in  §  258)  as 
abscissae  and  the  volumes  as  ordinates ;  then  all  the  points  thus 
determined  will  fall  on  a  straight  line  OP,  as  shown  in  Fig.  207. 

Boyle's  Law 

283.  Boyle  having  already  shown  that,  at  constant  temperature, 
the  pressure  varies  inversely  as  the  volume,  we  may  combine  his 


i- 
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law  with  that  of  Charles  into  the  following  single  expression, 
thus:  — 


P  = 


<'+^ 


where  C  is  a  proportionality  factor. 
Clearing  of  fractions, 

or 

PV^RT,  Eq.  105 

where  fl  -  ^  and  f  =  <*  +  273. 

In  other  words,  if  we  measure  temperatures  from  a  zero  which 
is  273^  C.  below  the  melting  point  of  ice  and  denote  these  tem- 
peratures by  T,  we  find  that  the  pressure  and  the  volume  each 
vary  directly  as  the  temperature.  A  gas  which  obeys  Boyle's 
law  exactly  is  said  to  be  an  ideal  or  perfect  gas.  Temperatures 
measured  on  this  scale  are  called  ''  ideal  gas  temperatures." 
Perfect  gases  do  not  occur  in  nature ;  but  Lord  Kelvin  has  proved 
that  if  they  did  occur,  temperatures  measured  by  use  of  any 
one  of  them  would  coincide  with  absolute  temperatures,  which 
we  shall  meet  a  little  later. 

The  Gas  Constant 

The  laws  of  Boyle  and  Charles  are  each  completely  expressed 
by  Eq.  105.  The  proportionality  factor  R  which  there  appears 
is  a  constant  for  any  given  mass  of  any  particular  gas.  The 
value  of  R  in  any  particular  case  must  be  determined  by  experi- 
ment. If  the  body  of  gas  selected  for  experiment  be  one  gram 
of  air,  then  R  turns  out  to  be  2.8791  X  10®  ergs/l°  C.  But  if 
one  selects  for  his  experiment  a  pound  of  air,  and  measures  volumes 
in  cubic  feet,  temperatures  in  Fahrenheit  degrees,  and  pressures 

in  pounds  per  square-foot,  then  R  =  53.18  Arjji . 

Chemists  have  shown,  however,  that  if  one  chooses  a  mass  of 
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any  gas  whose  weight  in  grains  is  numericaUy  equal  to  the  mo- 
lecular weight  of  the  gas,  the  volume  of  this  mass  (at  0^  C.  and 
760  "^  Hg.)  will  be  22412.  cubic  centimeters ;  or  more  technically, 
the  volume  of  a  gram-molecular  weight  of  any  gas  is  22412.  cm.' 
Accordingly  if  we  agree  always  to  use  a  gram-molecular  weight, 
Boyle's  law  becomes,  for  any  gas  whatever, 

PV  =  RT,  where  R  =  83.15  X  10«  ^^. 

1    c 

If  instead  of  using  a  single  gram-molecular  weight,  one  uses  m 
gram-molecular  weights,  then  the  law  becomes 

PV^mRT  Eq.  106 

where  R  has  the  value  just  given,  namely  83.15  million  ergs  per 
degree.  This  is  the  form  of  the  gas-law  which  is  now  used  in 
chemistry,  engineering,  and  physics. 

Kinetic  Theory  of  Gases 

284.  Any  satbfactory  theory  of  gases  must  explain  at  least 
the  following  observed  phenomena :  — 

1.  The  Law  of  Boyle. 

2.  The  Law  of  Charles  and  Gay-Lussac. 

3.  Dalton's  Law  —  A  mixture  of  gases  having  no  chemical 
reaction  on  each  other  exerts  at  any  given  temperature  a  total 
pressure  which  is  equal  to  the  sum  of  the  partial  pressures  which 
would  be  produced  by  each  gas  separately  if  it  alone  occupied  the 
containing  vessel  at  the  given  temperature. 

4.  The  Hypothesis  of  Avogadro  —  that  "  the  masses  of  mole- 
cules are  in  the  same  ratio  as  the  densities  of  the  gases  to  which 
they  belong,"  or  what  amounts  to  the  same  thing,  the  number 
of  molecules  in  equal  volumes  of  aU  gases  is  the  same.  It  is  here 
supposed,  of  course,  that  the  temperature  and  likewise  the  pres- 
sure is  the  same  for  each  gas. 

Assumptions 

286.  The  kinetic  theory  of  gases,  which  is  largely  the  creation 
of  Bernouilli,  Clausius,  and  Maxwell,  begins  with  the  following 
assumptions :  — 
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(i)  That  a  gas  consists  of  a  large  number  of  small  smooth 
particles  which  rebound  with  unchanged  speed  when  they  strike 
the  wall  of  a  containing  vessel  at  the  same  temperature  as  that  of 
the  gas. 

(ii)  That  the  motion  of  these  gas  particles  is  not  appreciably 
affected  by  gravity. 

(iii)  That  the  particles  are  so  small  as  seldom  to  collide  with 
each  other. 

(iv)  That  the  particles  exert  no  appreciable  attraction  upon 
each  other. 

From  the  first  assumption  it  would  follow  that  the  kinetic 
energy  of  such  a  system  ought  to  remain  constant  so  long  as 
the  walls  of  the  containing  vessel  remain  at  the  same  temperature. 

DefinitUms 

286.  Let  P  ~  pressure   of  gas,   measured    in   bars    {i.e.   in 

dynes/cm.^). 
V  =  volume  of  containing  vessel,  in  cm.' 
N  =  total  number  of  particles  —  molecules. 

n  =  —  =  number  of  particles  per  cm.^ 

m  =  mass  of  each  particle. 

u  =  square  root  of  mean  square  of  the  speed  of  the 
particles. 

=  ^v^  +  v^^  +  v^  where  r,,  r^,  r,  are  the  com- 
ponents of  the  mean  velocity  of  all  particles  along  the  axes  of 
X,   y,  and  Z,  respectively. 

We  proceed  to  show  that  the  pressure  may  be  computed  from 
simple  dynamical  principles  to  be 


3 

Since  the  particles  are  supposed  to  move  at  random  in  all  direc- 
tions, the  squares  of  the  r,,  r^,  and  r,  are  each  equal  to  the 
other;   and  hence 

n^  =  3  r,^  =  3  r^^  =  3  r/, 
or  the  mean  value  of  r,-  =  \  ir.  Eq.  107 
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The  fundamental  h}i>othesis  of  the  gas  theory  is  that  the 
pressure  on  any  wall  of  the  containing  vessel  is  due  to  the  mo- 
mentum which  is  delivered  to  that  wall  per  second  by  the  gas 
particles.  Imagine  the  vessel  to  have  two  parallel  walls  per- 
pendicular to  the  axis  of  X  and  these  walls  to  be  a  centimeters 
apart.  The  Y  and  Z  components  of  the  velocity  being  each 
parallel  to  these  walls  will  contribute  nothing  to  the  pressure  on 
these  walls. 

Limiting  our  consideration  now  to  a  single  particle,  this  particle 

will  travel  to  and  fro  from  one  of  these  walls  to  the  other  — *- 

2a 

times  per  second.    At  each  impact  the  velocity  of  the  particle 

changes  by  2  v^  and  its  momentum  by  2  mVg.    The  momentum 

imparted  to  the  wall  per  second  by  this  particle  is  therefore 

2  mv,,  -^  or  —  %^'    B^*  momentum  per  second  means  average 
2a       a 

force;  so  that  the  expression  just  obtained  gives  us  the  mean 

force  which  a  particle  rebounding  from  one  of  these  walls  to  the 

other  would  exert  upon  each  of  them. 

Now  consider  N  particles;   then  if  the  total  force  on  each  of 

these  walls  be  denoted  by  F,  we  shall  have 

a 
But  since  tJ,*  =  i  u^,  it  follows  that  — 

F  =  ??^^.  Eq.  108 

3a  ^ 

If  s  is  the  area  of  the  wall  over  w^hich  this  force  is  exerted,  the 
pressure  will  be 

s~y' 

Substituting  the  value  of  F  from  Eq.  108,  we  have 

-J      •  Nmv? 

P^t—y-  Eq.  109 

=  \nmtfj 

which  is  the  fundamental  equation  of  the  kinetic  theory  of  gases, 
and  a  result  which  is  to  be  interpreted  as  follows :  — 
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Laws  of  Boyle  and  Charles 

287.  If  now  we  make  the  common  and  perhaps  reasonable 
assumption  that  the  kinetic  energy  resident  in  any  mass  of  gas 
is  the  kinetic  energy  of  translation  of  the  small  particles  and 
that  the  ideal  gas  temperature  (§  283)  is  proportional  to  the 
mean  kinetic  energy  of  all  the  particles,  we  have  T  Qc  J  mtf,  and 

^  Cmu^ 
2 

where  C  is  an  unknown  proportionality  constant. 
Let  i{  be  a  constant  such  that 

fl  =  2/3  C  X  total  number  of  particles  =  2  N/3  C. 

Then  it  follows  from  Eq.  109  that 

PV  =  RT,  Eq.  105 

which  is  precisely  the  law  of  Charles  and  Boyle  as  derived  by 
experiment. 

DaUon'a  Law 

Total  pressure  =  Sum  of  partial  pressures 

288.  This  follows  at  once,  since  we  assume  that  the  particles  are 

so  small  as  not  to  interfere  with  one  another ;  hence  the  pressure 

would  vary  as  the  total  number  N  of  different  particles  of  all 

kinds  in  the  vessel,  or 

Poc  iV. 

Avogadro^s  Hypothesis 

289.  For  any  two  gases,  we  may  write  from  our  fimdamental 

and  A  =  i  riimiUi. 

Since  the  temperatures  and  pressures  are  the  same  for  each  gas 
we  have 

and  Pi  =  Pi  ,',  i  miUi^ni  =  i  m^Ui^n^. 

But  these  equations  can  be  true  simultaneously  only  when 

Til  =  ?l2, 

which  is  Avogadro's  hypothesis. 
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V.    Effects  of  Heat  (Coniinued) 

Change  of  Molecular  State 

290.  There  are  probably  not  many  people  whose  memories 
reach  back  to  years  so  early  that  they  recall  their  surprise  at 
first  seeing  a  piece  of  ice  melt  in  their  tiny  hands  and  appar- 
ently disappear.  The  change  from  water  to  steam  which  occw^ 
in  a  boiling  teakettle  is  equally  familiar.  These  two  instances 
of  melting  and  boiling  are  so  typical  of  many  similar  cases  met 
with  in  nature  that  they  deserve  close  attention. 

Melting 

291.  (i)  In  the  first  place,  it  is  well  known  that  water  and 
ice  have  the  same  chemical  composition  and  practically  the  same 
chemical  properties.  A  similar  statement  concerning  solid  and 
liquid  paraffin  would  be  true. 

(ii)  In  the  second  place,  a  glass  of  water  so  long  as  it  contains 
ice  and  is  stirred  does  not  become  either  hotter  or  colder  on  stand- 
ing. The  ice  may  melt  away;  but/ so  long  as  there  is  any  ice 
left,  the  water  will  remain  approximately  at  what  we  call  "  the 
temperature  of  melting  ice." 

(iii)  Thirdly,  the  temperature  of  melting  ice  is  slightly  changed 
—  always  lowered  —  by  adding  to  the  ice  any  impurity  which  is 
soluble  in  water.  If  therefore  one  wishes  to  use  melting  ice  as  a 
standard  of  temperature  which  shall  be  exact  to  within,  say, 
T^  of  a  degree  or  less,  he  should  use  ice  which  has  been  made 
from  distilled  water. 

(iv)  Fourthly,  the  temperature  of  melting  ice  can  be  changed 
by  placing  the  ice  under  pressure.  The  most  convenient  method 
of  showing  this  is  perhaps  the  following :  — 

Choose  a  block  of  ice  having  a  section  of  from  100  to  200  square 
centimeters.  Support  it,  as  indicated  in  the  figure,  upon  two 
stools  or  boxes.  Over  the  ice  tie  a  loop  of  steel  piano  wire  about 
one  half  millimeter  in  diameter.  Hang  a  mass  of  about  25  kilo- 
grams on  the  wire.  In  this  way  you  can  subject  the  ice  to  a 
pressure  of  several  hundred  kilograms  per  square  centimeter. 
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FiQ.  208. — Bottomley's  experiment  showing 
effect  of  pressure  on  melting  point  of  ice. 


Compute  the  area  of  the  wire  in  contact  with  the  ice.     The 
weight  of  the  mass  attached  divided  by  this  area  will  roughly 

give  the  pressure.  The 
block  of  ice  will,  in  gen- 
eral, be  not  far  from  its 
melting  temperature;  but 
the  melting  will  all  occur  at 
the  surface  until  pressure  is 
put  on  the  wire ;  it  wiU  then 
be  observed  that  the  ice  just 
underneath  the  wire  melts 
also  and  lets  the  wire  cut 
its  way  through  the  block.  But  the  water  behind  the  wire  freezes 
at  once,  so  that  the  ice  remains  a  solid  block  although  it  has  just 
been  cut  through.  The  effect  of  pressure  is,  then,  to  produce 
melting,  i.e.  to  lower  the  freezing  point  of  water. 

This  process  of  melting  under  pressure  and  again  freezing  is 
known  as  "  regelation."  In  this  principle  lies  the  explanation 
of  the  fact  that  cold  snow  will  not  "  pack  "  into  a  good  snowball ; 
also  of  the  fact  that  glaciers  apparently  **  flow  "  down  a  mountain 
side  as  if  ice  were  a  very  viscous  fluid.  In  front  of  points  of  great 
pressure  the  ice  melts ;  the  pressure  being  by  this  means  trans- 
ferred to  some  other  point,  the  water  again  freezes,  but  in  a  new 
configuration.  In  this  manner  the  glacier  gradually  adapts  itself 
to  the  shape  of  the  valley  as  it  proceeds  downward.  Glacier  speeds 
vary  from  a  few  inches  to  three  feet  a  day,  depending  upon  the 
slope  of  the  mountain,  and  upon  the  distance  of  the  point  of 
observation  from  the  middle  of  the  stream. 

Our  experience  with  ice  and  all  other  solids  may  be  sununa- 
rized  in  the  following  statement :  — 

Experimental  Law  of  Melting 

"  The  presstire  remaining  the  same,  there  is  a  definite  melting 
point  for  every  solid ;  and  (provided  the  mass  be  stirred)  however 
much  heat  be  slowly  applied,  the  temperature  of  the  whole  re- 
mains at  the  melting  point  till  the  last  particle  is  melted."  — 
Taii,  Heat,  Ch.  VIII. 
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Boiling 

292.  (i)  Id  boiling,  just  as  in  melting,  we  have  to  deal  with  two 
states  of  matter  which  have  the  same  chemical  composition; 
that  is,  steam  and  water  have  the  same  chemical  properties. 

(ii)  As  in  melting,  so  in  boiling,  it  matters  not  how  much  heat 
you  give  to  the  water  in  a  teakettle,  its  temperature  does  not 
change  after  boiling  has  once  begun.  One  can  easily  satisfy 
himself  of  this  with  an  ordinary  mercury  thermometer. 

(iii)  The  analog>-  between  melting  and  boiling  goes  still  further, 
for  the  boiling-point  is  also  changed  by  the  addition  of  any  im- 
purity which  is  soluble  in  water ;  but  while  the  melting  point  is 
lowered  by  such  an  impurity,  the  boiling  point  is  practically 
always  raited  by  it. 

(iv)  The  fourth  step  in  the  analogy  b  that  the  temperature  of 
boiling  water  is  very  much  changed  by  a  change  of  pressure. 

This  b  most  easily  proved  by  boiling  in  a  kettle  of  water  a 
bottle  half  filled  with  water.  If  this  bottle  be  corked  while 
still  boiling,  it  may  be  removed  with 
so  little  air  inclosed  in  it  that  the  pres- 
sure on  the  inclosed  water  soon  be- 
comes greatly  less  than  that  of  the 
atmosphere.  Under  these  circum- 
stances, the  water  in  the  bottle  will 
continue  to  boil  long  after  it  has 
reached  a  temperature  not  uncom- 
fortable to  the  hand. 

In  the  laboratory  this  phenomenon 
is  most  commonly  shown  by  boiling 
over  a  Bunsen  flame  a  Florence  flask 
half  filled  with  water.  Cork  the  flask 
while  boiling.  Remove  it  at  once  to 
a  support  previously  prepared  and  cool 
with  cold  water.  Violent  boiling  will  occur  during  the  cooling 
process.  To  show  that  to  each  different  pressure  corresponds  a 
definite  boiling  point,  a  very  simple  method  is  that  indicated 
in  Fig.  210. 


Fio.  200.  —  Frmnklin'a  experi- 
ment showios  boiliog  point 
lowered    by    diminution    of 
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The  water  und^  e»amination  is  fdaced  in  a  Fli»eiice  fluk.dut 
can  be  heated  over  a  Bunaen  burner.  Into  the  nedc  ol  tluB 
Sask  is  sealed  a  thermometer  and  a  glass  tube  leading  to  a  vacaum 
chamber.  A  Woalff 
bottle  with  three  nedn 


no.  310. — Biriliiis  point  nlied  by  Inomua  at 


vacuum  chamber  and 
serves  also  as  a  trap  for 
either'  water  or  mer- 
cury. To  a  seocHid  nedt 
c^  the  Woulff  bottle 
connect  a  Bunaen  filter 
pump  or  some  mart 
convenient  form  of  ait> 
pump.  In  the  third 
neck  seid  ui  in^wrted 
U-tube,  with  its  outer 
end  dipiHOg  into  a 
vessel  of  mercury,  as 
shown  in  the  figure.  From  the  height,  k,  to  whiclk  the  nkercury  rises 
in  this  tube  one  can  easQy  determine  the  pressure  over  the  surface 
of  the  water.  For  each  different  A,  the  thermometer  registers  a 
different  boiling  point.  It  will  thus  be  seen  that  the  boiling  point 
of  water  b  much  more  sensitive  to  changes  of  pressure  than  is  the 
melting  point  of  ice.  Not  only  so,  but  the  effects  of  pressure  in 
these  two  cases  are  exactly  opposite :  the  melting  point  of  ice  is 
lowered  by  pressure ;  the  boiling  point  of  water  is  raised  by  it. 

Our  experience  concerning  boQing  may  be  summarized  as 
follows :  — 

"  The  pressure  remaining  the  same,  Qiere  is  a  definite  boiling 
point  for  the  free  surface  of  every  liquid ;  and  (provided  the  masa 
be  stirred)  however  much  heat  be  applied,  the  temperature  of 
the  whole  remains  at  the  boiling  point  till  die  last  particle  Ii 
cvapontoA."  —  Tait,  Heat,  Ch.  IX. 

293.  It  can  be  shown  that  liquids  are  undergoing  evaporation 
at  all  temperatures.  But  the  region  over  the  free  surface  of  a 
liquid  nwy  contain  so  much  vapor  from  the  liquid  that  condensa- 
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tion  will  occur  as  rapidly  as  new  vapor  is  formed.  The  atmosphere 
over  the  liquid  b  then  said  to  be  saturated. 

The  processes  of  boiling  occur  when  the  temperature  has  reached 
a  point  where  vapor  is  formed  in  the  interior  of  the  liquid,  and 
rises  to  the  top.  But  unless  the  pressure  of  this  hot  vapor  were 
equal  in  pressure  to  that  at  the  free  surface  of  the  liquid,  the  bubble 
of  vapor  would  coUapse  in  the  liquid. 

The  temperature  of  boiling  (what  we  ordinarily  call  the  boil- 
ing point)  is  then  simply  that  temperature  at  which  the  saturated 
vapor  of  the  liquid  exerts  a  presstire  equal  to  the  pressure  at  the 
free  surface  of  the  liquid. 

Pressure  of  Saturated  Water  Vapor 


Tempehatubb 

Prbmubb  in 

TSMPERATURB 

Prbmurk  in 

Cbntioraok 

Atmosphckss 

Cemtiobade 

Atiiosphebes 

0** 

0.006 

90** 

0.691 

10** 

0.012 

100** 

1.000 

20*^ 

0.023 

110** 

1.416 

30** 

0.042 

120** 

1.962 

40** 

0.072 

140** 

3.676 

50** 

0.121 

160** 

6.120 

60** 

0.196 

180** 

9.929 

70** 

0.306 

200** 

16.380 

80** 

0.466 

220** 

22.882 

The  preceding  table,  due  to  Regnault,  shows  us  very  clearly 
just  how  the  boiling  point  of  water  varies  with  the  pressure. 

BoiLiNQ  Point  of  Water  Under  Various  Barometric  Pressures 


Bakoicbtric 

m 

Height 

0 

X 

1 

1 

4 

i 

• 

7 

8 

1 

eSOmin. 

96.91 

96.96 

97.00 

97.03 

97.07 

97.11 

97.16 

97.20 

97.24 

97.28 

690 

97.32 

.36 

.40 

.44 

.48 

.62 

.66 

.69 

.63 

.67 

700 

97.71 

.75 

.79 

.83 

.87 

.91 

.95 

.99 

98.03 

98.07 

710 

98.11 

98.14 

98.18 

98.22 

98.26 

98.30 

98.34    98.38 

.42 

.46 

720 

98.49 

.53 

.57 

.61 

.66 

.69        .72 

.76 

.80 

.84 

730 

98.88 

.91 

.95 

.99 

99.03 

99.07'  99.10 

99.14 

99.18 

99.22 

740 

99.26 

99.29 

99.33 

99.37 

.41 

.44 

.48 

.62 

.56 

.69 

760 

99.63 

.67 

.70 

.74 

.78 

.81 

.85 

.89 

.93 

.96 

760 

100.00 

100.03  100.07 

100.11 

100.16 

100.18 

100.22  100.26100.29 

100.33 

770 

100.37 

.40,       .44 

.47 

.61 

.56 

.58;       .62 

.66 

.69 

780 

100.73 

.76 

.80 

.84 

.87 

.91 

.94        .98 

101.01 

101.05 

—  From  Kaye  and  Laby's  Tables. 
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The  preceding  table,  which  is  also  due  to  Regnault,  summarizes 
the  results  of  experiment  in  the  immediate  neighborhood  of  100°  C. 
It  will  be  fomid  useful  in  determining  the  error  of  the  100°  point 
on  a  mercury-in-glass  thermometer. 


Distinction  between  a  Gas  and  a  Vapor 

294.  With  such  apparatus  as  that  indicated  in  Fig.  210,  adapted 
of  course  to  accurate  laboratory  measurement,  it  is  readily  shown 
not  only  that  the  pressure  of  a 
saturated  vapor  of  any  given  sub- 
stance depends  upon  its  tempera- 
ture, but  also  that  it  depends  upon 
nothing  else.  Every  student  should 
clearly  grasp  the  idea  that  the 
saturated  vapor  pressure  does  not 
depend  upon  the  volume  of  the 
vapor.  The  simplest  and  clearest 
illustration  of  this  is  perhaps  the 
following :  — 

Fill  a  barometer  tube  with  mer- 
cury and  invert  it  over  a  deep 
basin  of  mercury  as  shown  in  Fig. 
21 1 .  At  the  top  of  the  tube  there 
acuum.  With  a  penfiller,  having 
its  tip  bent  as  indicated  in  the  accompanying  figure,  a  few 
drops  of  sulphuric  ether  may  be  introduced  into  the  bottom 
of  the  barometer  tube.  The  ether  at  once  rises  to  the  surface  of 
the  mercury  and  the  Torricellian 


I  becomes  filled  with  the 
vapor  of  ether.  The  result  is 
that    the    mercury   column  fulls 

from  a  height  of  76  to  a  height  of  perhaps  .3fi  centimeters ;  for  the 
pressure  of  this  vapor  i.s  determined  by  the  temperature  of  the 
room,  which  is  probably  about  20°  C.     The  entire  volume  of  the 
tube  above  the  mercury  is  filled  with  saturated  ether  vapor. 
If  now  the  barometer  tube  be  raised  or  lowered  in  the  mercury 


will  be  a  small  Torricellian 
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Pio.  213.  —  IlliutrHting  the  fact  thkt 
vapor  prenure  ia  isdepeudeDt  of 
volume. 


bath,  it  will  be  observed  that  the  height  of  the  mercury  column 

inside  the  tube  does  not  vary,  so  long  as  the  temperature  remains 

constant.    See  Fig.  213,  where  one 

and  the  same  barometer  tube  is 

shown  in  three  different  positions. 

In  other  words,  the  saturated  vapor 

pressure   does  not  vary  with  the 

volume.     How    does   the   mass  of 

vapor  vary  as  the   tube  is   raised 

and  lowered? 
Now  take  a  similar  tube,  fill  it 

with  mercury,  and  invert  it  so  as 

to  form  a  barometer  as  before ;  but 

into  the  Torricellian  vacuum  intro- 
duce now  a  few  bubbles  of  air,  in- 
stead of  ether.    The  behavior  of 

the  mercury  column  as  the  tube  b 

raised  and  lowered  is  now  totally 

different.     When  the  volume  is  halved  the  pressure  is  now 
doubled    and    so    on;  in 
short,  the  gas  obeys  Boyle's 
law  and  the  vapor  does  not. 
This  entire  question  as 
to  the  difference  between 
a   gas   and    a  vapor  was 
cleared  up  about  1869  by 
Andrews  at  Glasgow,  who 
showed  that  two  conditions 
must  be  fulfilled  in  order  to 
condense  a  gas  into  a  liq- 
uid, viz. : — 
(i)  The  temperature 
^     must  fall  below  a  certain 

Fia.214.  —  Isotbermala  Tor carbooic  acid  gas.         ■.■     ■         •   ^  j 

critical  pomt,  and 
(ii)  The  pressure  must,  for  each  particular  temperature,  rise 
to  a  certain  definite  value. 

He  illustrates  this  by  plotting  the  pressure  as  a  function  of  the 
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volume  for  a  given  mass  of  carbonic  add  gas,  at  various  temper- 
atures. When  the  compression  occurs  at  a  constant  temperature, 
the  curves  which  connect  pressure  and  volume  have  the  foima 
shown  in  Fig.  214  and  are  odled  ^'isothermal  curves."  The  hori- 
zontal portion  such  as  that  indicated  by  a6  in  the  figure  represents 
a  state  in  which  the  substance  is  partly  gaseous  and  partly  liquid. 
Thus,  at  a  the  pressure  assumes  a  constant  value  and  retains 
it  until  the  condensation  reaches  the  point  b.  It  is  this  constancy 
of  i»essure  which,  as  we  have  seen  above,  indicates 
saturation  of  the  vapor. 

Now  Andrews  discovered  that  after  reaching  a  cer- 
tain temperature  (in  the  case  of  carbonic  add  gas, 
about  31^  C.)  the  isothermals  ceased  to  have  any 
region  of  saturation,  i.e.  they  no  longer  showed  any 
horizontal  portions. 

In  other  words,  when  condensation  from  a  gas  to 
liquid  takes  place  above  a  certain  temperature,  no 
free  surface  occurs  in  the  liquid ;  the  change  b  a  per- 
fectly continuous  one. 

296.  A  very  satisfactory  mode  of  illustrating  the 
passage  of  a  liquid  from  the  region  below  to  the  re- 
gion above  the  critical  temperature  is  by  use  of  what 
Fia  216.—  ^^  called  a  "  critical  tube,"  that  is,  a  thick-walled  glass 
The  criti-  tube  a  little  less  than  half  filled  with  ether  and  dosed 
cal  tube.  ^^  j^^^j^  ends.  When  this  tube  is  suspended  in  a  test 
tube  filled  with  melted  paraffin  and  is  heated  still  further  with  a 
Bunsen  burner,  it  will  be  observed  that  presently  the  liquid  ex- 
pands very  rapidly,  the  meniscus  flattens,  and  finally  disappears. 
The  critical  temperature  has  now  been  exceeded.  The  ether  now 
fills  the  whole  tube  and  has  become  a  gas.  After  the  flame  is 
removed,  a  hazy  cloud  forms  in  the  middle  of  the  tube,  a  me- 
niscus reappears,  rapid  contraction  occurs,  the  critical  temperature 
has  again  been  passed,  and  the  ether  has  now  returned  from  a  state 
of  gas  to  a  state  of  liquid  and  vapor. 

296.  The  temperature  of  the  isothermal  at  which  the  sub- 
stance ceases  to  show  a  free  surface  during  compression  is 
known  as  the  critical  tenqierature.    The  point  on  the  isothermal 
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at  which  the  horizontal  portion  just  disappears  is  called  the 
critical  point.  The  pressure  and  the  volume  corresponding  to 
this  point  are  called  the  critical  pressure  and  critical  volume 
respectively.  The  numerical  value  of  the  critical  volume  will,  of 
course,  depend  upon  the  amount  of  gas  under  experiment.  It  is 
therefore  agreed,  by  general  consent,  to  take  for  the  critical 
volume  that  volume  which  will  be  assumed,  at  the  critical  point, 
by  a  mass  of  gas  which  occupies  one  cubic  centimeter  at  0^  C. 
and  760  mm.  of  mercury. 

We  are  now  in  a  position  to  define  "  vapor  "  and  "  gas." 
"  Vapor  "  is  the  name  given  to  a  substance  in  the  gaseous  condi- 
tion when  below  the  critical  temperature ;  whUe  the  term  "  gas  " 
is  confined  to  substances  in  the  gaseous  condition  when  above  the 
critical  temperature.  ^ 

When  a  vapor  is  at  its  maximum  pressure  for  a  given  tempera- 
ture, or  at  its  minimum  temperature  for  a  given  pressure,  the 
vapor  is  said  to  be  saturated. 

Table  of  Critical  Data 


SUBSTANCB 

Symbol 

Cbitical 
Tbupbratubb 

Critical 
prbssubk  in 

AmOSPHBHSS 

Cbitical 

VOLUMB 

Air 

Carbon  dioxide    . 
Carbon  monoxide 
Ether     .... 
Hydrogen  .     .     . 
Nitrogen     .     .     . 
Oxygen  .... 
Water    .... 

CO, 
CO 

(C,H5)20 

H, 

N, 

o, 

H2O 

-  140  *  C. 

31.1 
-  141.1 

197 

-234.5 

-146 

-118 

365 

39 
73 
35.9 
35.8 
20 
33 
50 
194.6 

0.00468 
.0066 
.00505 
.0158 
.00264 
.00517 
.00426 
.00386 

—  Prom  Kaye  and  Last's  Tables. 

Liquefaction  of  Gases.    Liquid  Air 

297.  The  principles  involved  in  the  liquefaction  of  gases  have 
been  well  understood  ever  since  the  work  of  van  der  Waals  (§  182) 
and  Andrews  (§  294)  became  known ;  but  it  was  only  in  1896 
that  a  simple  process  for  applying  these  principles  was  discovered 
by  Linde.  As  early  as  1885,  the  Russian  physicist,  Wroblewski, 
had  succeeded  in  cooling  air  below  its  critical  temperature  and  in 
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applying  sufficient  pressure  to  liquefy  it ;  but  his  method  is  com- 
plicated, slow,  and  laborious.  About  the  same  time,  Sir  James 
Dewar  of  London  accomplished  the  same  result  by  essentially 
the  same  method.  Practically  the  only  method  in  use  to-day  is 
that  of  Linde,  which  we  proceed  to  describe. 

The  pressure  which  a  gas  exerts  when  confined  in  a  closed 
vessel  might  lead  one,  at  first  thought,  to  assume  that  there 
exists  between  the  gas  molecules  a  repulsive  force;  but  it  is 
evident  that  this  assumption  is  unnecessary;  for  the  pressure 
may  arise  as  we  have  just  seen  (§  286)  from  the  motion  of  the 
molecules.  And  indeed  Kelvin  and  Joule  showed  by  a  justly 
celebrated  experiment,  in  1854,  that  the  particles  of  which  a  gas 
is  composed  attract  one  another,  just  as  all  other  pairs  of  bodies  do. 

The  results  of  the  Joule-Kelvin  experiment  were  embodied 
by  van  der  Waals  in  his  expression  of  Boyle's  law.  The  effect 
of  the  attraction  of  the  gas-particles  is  to  render  the  pressure 
of  the  gas  a  little  greater  than  it  would  be  if  it  were  dependent 
upon  motion  alone;  for  as  a  matter  of  fact  the  molecules  of  a 
compressed  gas  are  pulled  together  as  well  as  pushed  together. 
Accordingly  van  der  Waals  replaces  the  single  factor  "  P  "  in 

Boyle's  law  by  a  factor  of  two  terms,  "  P  +  77^."    His  term 


a    »*      If 


— ,"  representing  the  attraction  of  the  molecules,  is  caUed 
V^ 

"  the  cohesive  pressure,"  while  his  P  represents  the  purely  exter- 
nal pressure. 

It  was  also  recognized  by  van  der  Waals  that  the  entire  volume 
of  the  containing  vessel  is  not  available  for  compression  ;  the  avail- 
able space  is  only  that  which  remains  when  one  subtracts  from  the 
total  volume  of  the  containing  vessel  the  volume  occupied  by  the 
molecules  themselves.  Hence  van  der  Waals  replaces  the  single 
term  "  F  "  by  "  F  -  6,"  and  obtains :  — 

{P  +  -f)(V-b)  =  RT,  Eq.75 

which  is  known  as  van  der  Waals'  Equation. 

As  a  consequence  of  this  **  cohesive  pressure/'  a  gas  on  expand- 
ing will  have  to  do  a  certain  amount  of  internal  work  in  over- 
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coining  the  attraction  of  each  of  its  molecules  for  the  others. 
This  work  is  done  at  the  expense  of  the  heat  (kinetic  energy)  of 
the  gas  itself.  In  the  case  of  air,  at  ordinary  temperatures,  this 
cooling  effect  amounts  to  about  i  °  C.  for  a  difference  of  pressure 
of  one  atmosphere  between  the  compressed  air  and  the  region  into 
which  the  air  escapes.  The  expanding  gas  will  also  be  cooled  in 
consequence  of  the  external  work  which  it  does  in  lifting  the 
earth's  atmosphere :  but  this  cooling  will  merely  compensate  the 
heating  produced  by  compression,  unless  a  part  of  the  heat  of 
compression  has  already  been  removed  by  a  stream  of  cooling 
water. 

298.  The  manner  in  which  Linde  used  this  fact  to  produce 
liquid  air  will  be  clear  from  an  examination  of  Fig.  216.  On  the 
right  are  shown  two  pumps  for  compressing  the  air.  The  low 
pressure  cylinder  //  first  takes  the  air,  already  freed  from  carbon 
dioxide,  partly  compresses  it,  and  then  hands  it  over  to  the  high 
pressure  cylinder  F,  which  brings  the  compression  up  to  about 
200  atmospheres. 

The  air,  now  warm  from  compression,  next  passes  through  the 
trap  Gj  which  catches  most  of  the  water  remaining  in  it ;  thence 
it  passes  through  the  cooling  bath,  E,  to  the  liquefier,  which 
consists  simply  of  three  concentric  copper  tubes  wound  into  a 
compact  coil.  At  the  lower  end  bf  this  coil  is  situated  a  valve 
By  which  connects  the  innermost  of  these  tubes  with  the  outermost. 
As  soon  as  this  valve  B  is  opened,  the  air  escapes  from  the  very 
high  pressure  of  the  innermost  tube  into  the  low-pressure  region 
of  the  outermost  tube ;  this  expansion  is  accompanied,  as  we  have 
seen  above,  by  a  slight  drop  in  temperature.  Consequently  the 
air  which  returns  through  the  outer  tube  will  continually  reduce 
the  temperature  of  the  on-coming  air  in  the  inner  tube.  The 
result  is  that  the  air  escaping  at  the  valve  B  keeps  getting  colder 
and  colder,  owing  to  this  fore-cooling  and  expansion.  Presently 
the  temperature  is  reduced  to  a  point  below  —  140°  C,  which 
is  the  critical  temperature  of  air;  and,  a  little  later,  the  tem- 
perature drops  to  —  191°,  at  which  point  air  becomes  a  liquid, 
forms  in  drops,  and  falls  like  rain  into  the  flask  C,  where  it  is 
collected. 
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S99.  Vesseb  for  handling  liquid  ur  are  iwacticaUy  all  provided 
with  double  walla,  so  that  the  air  between  these  walls  can  be 
pumped  out ;  in  this  manner  heat  is  prevented  from  readiing  the 
liquid  air  by  conduction.  These  vesaek  were  invented  hy  Sir 
James  Dewar  in  1892.    Starting  with  a  couple  at  quarts  o(  liquid 


Fta.  210.  —  linde  apparatus  [i>r  liquefyiaa 


air,  in  one  of  the  Dewar  flasks,  it  will  require  more  than  three  days 
of  summer  weather  to  evaporate  it  all.  In  this  way  liquid  air  is 
easily  kept  at  atmospheric  pressure  during  a  time  long  enough  for 
many  practical  purposes.  The  boiling  point  of  oxygen  is  more 
than  ten  degrees  above  that  of  nitrogen.  Which  of  these  two 
gases  would  you  therefore  expect  to  evaporate  from  liquid  air 
more  rapidly  7 
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300.  Many  meteorological  occurrences  with  which  we  are 
most  vitaUy  concerned,  as  well  as  some  of  the  most  exquisite  of 
natural  phenomena,  such  as  geysers,  are  merely  special  cases  of 
change  of  state  brought  about  by  change  of  temperature.  Thus 
dew,  fog,  clouds,  and  rain  are  four  forms  of  water  which  make 
their  appearance  when  the  air  is  saturated  with  water  vapor  at 
any  temperature  and  afterward  more  or  less  cooled  below  this 
temperature.  The  manner  in  which  the  necessary  cooling  b 
brought  about  is  not  always  the  same. 

In  the  case  of  dew,  the  bodies  upon  which  the  moisture  b 
deposited  are  cooled  mainly  by  radiation;  these  bodies  in  turn 
cool  the  adjacent  layers  of  air  below  the  point  of  saturation,  or 
"  dew  point,"  as  it  is  sometimes  called.  The  result  is  that  the 
moisture  formerly  in  the  air  or  evaporating  from  the  ground  is 
now  deposited  over  the  surface  of  the  stone,  plant,  or  whatever 
the  body  may  be.  As  we  have  already  learned  (§  293),  there  is, 
for  each  particular  temperature,  a  certain  pressure  which  water 
vapor  can  sustain ;  when  the  amount  of  vapor  in  the  air  is  at 
any  time  greater  than  what  is  sufficient  to  supply  this  pressure, 
the  excess  of  moisture  is  naturally  precipitated. 

In  the  case  of  clouds  and  rain,  the  conditions  which  bring 
about  the  cooling  of  the  air  are,  mainly :  — 

(i)  The  intermixture  of  two  masses  of  air  at  different  temper- 
atures; 

(ii)  A  land  breeze  bringing  the  moist  air  of  the  ocean  over  the 
cooler  land. 

(iii)  Convection  currents  which  lift  masses  of  moist  air  into 
higher  altitudes  and  thus  allow  them  to  cool  by  expansion. 

(iv)  The  presence  in  the  air  of  smaU  particles  of  dust  upon 
which  the  moisture  can  condense;  the  discovery  of  Aitken  and 
Kelvin.  See  §  173.  We  no;v  know  that  electricaUy  charged 
ions  of  any  gas  wiU  also  serve  as  centers  of  condensation. 

The  Geyser 

301.  In  the  case  of  geysers,  which  were  first  satisfactorily  ex- 
plained by  the  great  German  chemist,  Bunsen,  in  1847,  we  have 
a  crevasse,  generally  in  an  old  lava  bed,  the  heat  of  which  is 
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sufficient  to  raise  the  temperature  of  the  spring  water,  wluch 
feeds  into  this  crevasse,  above  the  boiling  point.  The  water  in 
the  lower  part  of  the  crevasse  (which  has  usually  become  closed 
up  on  the  sides  so  as  to  resemble  a  tube)  b  under  considerable 
pressure,  owing  to  the  superincumbent  water.  Its  temperature 
therefore  rises  above  100°  C.  If  now  any  thin,  horizontal  layer 
of  water  in  this  tube  becomes  displaced  —  tilted  perhaps  —  so 
that  a  part  of  it  whose  temperature  is,  say,  102°  C,  gets  into  a 
region  where  the  boiling  point  is  only  101°.9  C,  the  result  is  that 
some  of  the  water  is  transformed  into  steam.  This  steam  pushes 
some  of  the  water  out  of  the  crevasse  and  thus  slightly  diminishes 
the  pressure  on  the  water  below.     This  diminution  of  pressure  is 

foUowed  by  a  much  larger  con- 
version of  water  into  steam,  which 
in  expanding  expels  a  large  quan- 
tity of  water,  until  the  entire 
mass  is  cooled  to  the  normal 
boiling  point  or  below.  Much  of 
the  water  is  wasted  and  does  not 
fall  back  into  the  tube ;  this  waste 
is  supplied  by  springs.  The 
above  process  of  heating  and 
explosion  is  then  repeated,  at  in- 
tervals which  are  quite  regular, 
so  long  as  the  sources  of  heat  and 
water  remain.  In  the  geysers 
of  the  Yellowstone  Park  these 
periods  range  from  a  few  minutes 
to  a  considerable  number  of  davs. 
In  Fig.  217  is  shown  a  model 
suggested  by  Bunsen,  consisting  of  a  sheet-iron  tube,  the  upper 
end  of  which  is  soldered  into  a  basin  to  catch  the  water  when 
falling  hack.  Three  thermometers,  A,  B,  C,  corked  into  the 
side  of  the  upright  tube,  prove  that  the  geyser  goes  into  action 
only  when  the  temperature  conditions  are  those  described  above. 
A  triple  or  quintuple  Bunsen  flame  at  the  bottom  takes  the  place 
of  hot  lava  in  nature. 


Fia.  217.  ^ —  Bun^jcn'8  model  of  geyser. 
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Heat  of  Fusion 

302.  It  has  been  found  by  experiment  that  a  definite  amount 
of  heat  is  required  just  to  melt  one  gram  of  a  substance,  i.e.  to 
change  it  from  a  solid  to  a  liquid  without  changing  its  temperature. 
This  quantity  of  heat  is,  in  general,  different  for  each  different 
substance  and  is  called  the  Heat  of  Fusion  of  the  substance. 
For  the  last  hundred  years  this  quantity  has  been  known  as  the 
**  Latent  Heat "  of  the  substance.  This  name  is,  however, 
rather  misleading;  for,  as  we  shall  presently  see,  it  is  exactly 
during  the  present  century  that  men  have  learned  that  heat  is 
a  form  of  energy  which,  when  employed  to  melt  a  body,  dis- 
appears as  heat  of  any  kind,  and  assumes  sonde  other  form  of  energy 
concerning  which  we  know  comparatively  little.  There  is  pos- 
sibly one  justification  for  the  name  in  the  fact  that  when  a  sub- 
stance freezes,  instead  of  melting,  this  internal  energy  is  returned 
in  the  shape  of  heat.  Before  water  at  0°  C.  can  turn  into  ice  it 
must  give  off  a  very  considerable  amount  of  heat. 

If  //  calories  be  required  just  to  melt  vi  grams  of  any  sub- 
stance, the  heat  of  fusion  F  of  this  substance  is  measured  as  fol- 
lows :  — 

F  =  11 /m.        ^ofuSSoT^^'''''  ''*'  ^^*      Eq.  1 1 1 

In  the  case  of  ice,  the  heat  of  fusion  has  been  found  by  the 
Bureau  of  Standards  to  be  very  nearly  79.75  calories  per  gram. 

Heat  of  Vaporization 

303.  In  a  strictly  analogous  manner,  experiment  shows  that 
it  takes  a  definite  amount  of  heat  just  to  change  one  gram  of 
any  liquid  into  vapor  without  changing  the  temperature.  This 
quantity,  for  any  particular  substance,  is  called  its  Heat  of  Vapor- 
ization. 

In  the  case  of  water  boiling  under  standard  atmospheric  pres- 
sure (760  millimeters  of  mercury),  it  is  found  that  539  calories 
are  required  to  evaporate  one  gram  without  changing  its  tem- 
perature. The  heat  of  vaporization  of  water  is,  therefore,  said 
to  be  539  calories  per  gram. 
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It  is  now  clear  why  surf-bathing  in  windy  weather  is  such  a 
chilling  process,  and  why  damp  clothes  are  so  disagreeably  cold. 
The  heat  required  to  evaporate  a  single  gram  of  water,  even  after 
it  has  been  heated  up  to  the  boiling  point,  is  enormous  —  539 
calories  —  and  this  heat  must,  in  the  instances  cited,  be  furnished 
at  the  expense  of  the  human  body. 

VI.    The  Nature  of  Heat 

304.  In  our'  study  of  the  effects  of  heat,  we  have  nowhere 
considered  the  question  as  to  what  this  something  is  which 
changes  the  size  of  a  body,  alters  its  temperature,  melts  and 
vaporizes  it. 

Up  to  the  beginning  of  the  nineteenth  century  it  was  thought 
to  be  a  form  of  matter  somewhat  like  air,  only  of  much  greater 
tenuity ;  for  in  this  way  it  was  easy  to  explain  the  fact  that,  in 
conduction,  the  amount  of  heat  leaving  one  system  of  bodies  is 
always  equal  to  that  entering  the  other.  This  substance,  which 
was  given  the  name  of  "  caloric,"  was  supposed  to  be  so  "  thin  " 
that  it  would  penetrate  solid  bodies  with  the  utmost  ease.  It 
was  supposed  to  be  without  weight  because  hot  bodies  do  not 
weigh  any  more  than  the  same  bodies  when  cold. 

That  there  is  no  such  substance  as  **  caloric  "  and  that  heat 
is  a  form  of  energy  was  established  through  the  efforts  of  a  large 
number  of  investigators.  But  the  picture  will  perhaps  be  essen- 
tially correct  if  we  say  that  this  accomplishment  is  mainly  due 
to  the  joint  labors  of  Rumford,  Davy,  and  Joule. 

Count  Rumford  (1753-1814),  who  was  by  birth  an  American, 
but  by  residence  an  Englishman  and  a  German  successively, 
was  greatly  impressed  by  the  fact  that  in  the  boring  of  cannon, 
the  metal  chips  came  out  very  hot.  In  some  experiments  which 
he  tried  in  the  arsenal  at  Munich  he  found  that  the  heat  generated 
by  a  blunt  tool  was  proportional  to  the  time  during  which  the 
tool  was  driven  and  not  prop<^rtional  to  the  amount  of  abraded 
metal.  The  caloricists  explaineil  the  heat  which  made  its  appear- 
ance in  the  chips  by  saying  that  the  specific  heat  of  brass  in  a 
finelv  divided  condition  was  less  than  that  of  solid  brass.  But 
Rumford  showed  by  experiment  that  this  was  not  true;   and  he 
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suggested  that  this  ''  somethmg  "  which  a  system  of  bodies  can 
continue  to  furnish  in  unlimited  quantities  can  hardly  be  a  material 
substance. 

Su*  Humphry  Davy  (1778-1829),  the  English  chemist,  showed 
that  by  rubbing  together  two  pieces  of  ice,  in  a  room  whose  tem- 
perature was  below  the  melting  point  of  ice,  he  could  not  only 
melt  the  ice,  but  obtain  a  product  of  abrasion,  so  to  speak,  namely, 


PAOOLC 


t 


L-i 


VIMCL  or  WATER 

Fio.  218.  —  Joule's  experiment  to  determine  the  mechanical  equivalent  of  heat. 

water,  whose  specific  heat,  so  far  from  being  less,  is  more  than 
twice  as  large  as  that  of  ice.  Rumford's  experiments  were  in 
this  manner  thoroughly  confirmed. 


First  Law  of  Thermodynamics 

306.  It  remained  for  Mr.  James  P.  Joule  (1818-1889),  an 
English  physicist,  to  discover  the  exact  relation  between  heat 
and  mechanical  energy.  He  arranged  a  paddle  wheel  in  a  vessel 
of  water  in  such  a  way  that  the  paddle  wheel  could  be  kept  in 
rapid  rotation  by  means  of  a  descending  clock  weight.  By 
placing  a  thermometer  in  the  water,  he  found  that  the  more  the 
water  was  stirred,  the  warmer  it  became.  But,  what  is  more 
important,  he  measured  the  work  done  by  the  descending  weight 
and  the  corresponding  heat  produced  by  the  paddle  in  churning 
the  water,  and  found  that  in  every  case  the  ratio  between  these 
two  quantities  was  the  same. 
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Let  us  denote  by  W  the  work  done  in  raising  the  mass  m  (Fig. 
218)  through  the  height  h;    then 

JV  =  mgh. 

Barring  a  slight  correction  for  friction  at  the  bearings,  this  is 
also  the  amount  of  work  which  the  descending  weight  does  on 
the  paddle  wheel. 

Let  us  denote  by  M  the  mass  of  the  water  stirred,  and  by 
ti^  —  ti°  the  rise  in  temperature  produced  by  the  stirring.  Then 
the  heat  H  acquired  by  the  water  is 

The  capital  discovery  of  Joule  was  that  for  every  unit  of  me- 
chanical energy  which  disappears  as  the  weight  descends,  a  defi- 
nite and  constant  quantity  of  heat  appears  in  the  stirred  water; 
i.e.  H  is  proportional  to  W, 

In  terms  of  algebra, 

W              mgh  ergs  j  .     , 

—  = ^ ^ =  J  =  BL  constant. 

H      Mik""  -  <i°)  calories 

By  the  use  of  this  equation,  Joule  determined  the  numerical 
value  of  this  constant,  */,  and  found  it  to  be  very  nearly 
42,000,000. 

The  physical  meaning  of  this  constant,  which  is  called  the 
Mechanical  Equivalent  of  Heat,  is  as  follows,  viz.  42  million  ergs 
of  work  must  be  done  in  order  to  produce  one  calorie  of  heat ;  in 
like  manner,  when  one  calorie  of  heat  disappears,  some  other  form 
of  energy  equivalent  in  amotmt  to  42  million  ergs  of  work  always 
appears. 

Joule  expressed  his  results  in  terms  of  foot-pounds,  by  saying 
that  the  amount  of  work  which  will  raise  the  temperature  of  a 
pound  of  water  one  degree  Fahrenheit  is  772  foot-pounds.  It 
is  in  this  form  that  English  engineers  always  use  the  mechanical 
equivalent  of  heat.  The  same  result  may  be  expressed  in  the 
metric  system  by  writing 

J  =  424  gram-meters  per  calorie. 

The  inference,  then,  is,  since  work  disappears  as  heat  appears, 
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and  vice  versa,  that  heat  is  a  form  of  energy.    The  principle  ex- 
pressed in  the  equation 

W  =  JH,  Eq.  112 

is  known  as  the  First  Law  of  Thermodynamics. 

Having  shown  heat  to  be  a  form  of  energy,  we  see  that  the 
first  law  of  thermodynamics  is  merely  a  special  case  of  the  Law 
of  the  Conservation  of  Energy. 

The  transformation  of  heat  into  forms  of  energy  other  than 
mechanical  will  be  discussed  in  following  chapters. 

Second  Law  of  Thermodynamics 

306.  About  the  middle  of  the  nineteenth  century  Clausius 
and  Kelvin  established  the  general  principle  that  it  is  impos- 
sible for  a  self-acting  machine,  unaided  by  any  external  agency, 
to  convey  heat  from  a  body  at  one  temperature  to  another  body  at 
a  higher  temperature.  Kelvin  showed,  by  an  argument  which 
must  be  reserved  for  advanced  study,  that  it  is  impossible  by 
use  of  the  most  perfect  imaginable  heat  engine  to  convert  into 
mechanical  work  more  than  a  certain  definite  fraction  of  the 
heat  in  any  body.  Let  us  suppose  an  engine  working  under 
the  most  favorable  circumstances  and  receiving  an  amount  of 
heat  Hi  at  a  temperature  of  h.  Every  heat  engine  disposes 
of  a  part  of  the  heat  which  it  receives  to  a  body  at  some  lower 
temperature  fe.  Let  us  denote  by  H2  this  heat  given  out  by  the 
engine  to  the  refrigerator  whose  temperature  is  k.  Then  Kelvin 
showed  that,  if  temperatures  are  measured  on  the  ideal  gas  scale, 
the  maximum  possible  value  for  the  ratio  between  useful  work 
and  heat  taken  in  —  a  quantity  generally  called  "  eflBciency  " 

—  is -'    Or,  putting  this  same  result  in  terms  of  algebra. 


we  have 


Efficiency  =  "' ~  "'  =  -'-^-^  •  Eq.  1 13 

Hi  ti 


This  efficiency  equation  may  be  considered  as  a  quantitative 
expression  for  the  second  law  of  thermodynamics. 
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Abiohde  Scale  of  Temperaturei 

807.  Still  another  way  of  putting  this  result  is  to  say  that 
the  efficiency  of  the  most  perfect  heat  engine  working  under 
the  most  favorable  conditions  is  a  function  only  of  the  tempera- 
tures of  the  source  and  refrigerator  respectively. 

One  of  the  important  applications  of  the  second  law  of  ther- 
modynamics is  the  determination  of  temperature  by  a  method 
which  is  independent  of  the  particular  thermometric  substance 
emjdoyed.  Such  temperatures  are  said  to  be  ^'  absolute.'*  An 
outline  of  the  method  by  which  this  is  done  is  as  follows :  Eq.  113 
may  be  transformed  by  simple  algebra  so  as  to  read 

t-t         ='•'" 

yfiih  dear  vision,  Kelvin  saw  that  the  ratio  =^  is  independent 

of  the  material,  and  being  a  function  of  the  temperature  alone, 
may  be  used  as  a  measure  of  the  ratio  of  two  temperatures  on  a 
new  and  absolute  scale. 
The  experimental  determination  of  the  numerical  value  of 

this  ratio  — ^  for  a  substance  working  between  the  boiling  and 

freezing  points  of  water  was  made  by  Kelvin  and  Joule,  and 

373  .    .  t 

found  to  be  —--.    This  is,  of  course,  also  the  value  of  -,  on  the 

273  h 

ideal  gas  scale,  for  the  same  two  fixed  points.    In  terms  of  algebra 

7  =  S-  Eq.  115 

ti     273  ^ 

In  order  to  definitely  determine  either  of  these  two  temperatures 
on  the  absolute  scale,  it  remains  only  to  discover  another  equation 
between  them.  This  we  have  in  the  universal  convention  that 
the  difference  between  the  melting  point  of  ice  and  the  boiling 
point  of  water  shall  be  100®,  or,  calling  U  the  temperature  of 
steam  and  <2  the  melting  point  of  ice, 

<i  -  fe  =  100^  Eq.  116 
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Eliminating  ^i  and  U  respectively  between  these  last  two  equations, 
we  have 

Temperature  of  melting  ice  =  fe  =  273**  on  the  absolute  cen- 
tigrade scale,  and 

Temperature  of  boiling  water  =  ^i  =  373°  on  the  absolute  cen- 
tigrade scale. 
It  thus  appears  that  the  zero  on  the  absolute  scale  is  identical 
with  that  on  the  ideal  gas  scale. 

From  Eq.  113  it  follows  that  the  absolute  zero  is  simply  the 
temperature  of  a  refrigerator  at  which  a  perfect  engine  would 
convert  into  mechanical  work  all  the  heat  supplied  to  it. 

Observe  that  the  size  of  the  degrees  here  employed  is  deter- 
mined by  Eq.  116,  and  that  they  are  centigrade.  If  fi  —  <2  had 
been  fixed  at  180°,  the  size  of  the  degrees  would  have  been  Fah- 
renheit and  the  absolute  zero  would  then  have  been  461°  below 
that  of  melting  ice. 

Heat  Engines 

308.  We  have  seen  how  Joule  transformed  mecham'cal  energy 
into  heat  by  means  of  his  raised  weight  and  paddle.  The  heat 
engine  is  a  machine  devised  to  accomplish  the  reverse  operation, 
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Fio.  219. 

viz.  to  transform  heat  into  mechanical  energy.  The  most  im- 
portant of  these  engines  are  included  in  the  three  following 
groups : — 

(i)  The  reciprocating  steam  engine.  This  is  the  ordinary  steam 
engine,  of  which  the  common  railroad  locomotive  is  an  ex- 
ample.   Its  essential  features  are  the  following:    a  boiler,   Hy 
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in  which  heat,  furnished  by  combustion  of  fuel,  is  employed  to 
evaporate  water;  a  cylinder,  C,  in  which  slides  a  close-fitting 
piston  head,  P,  and  a  piston  rod,  R,  as  indicated  in  Fig.  219;  a 
steam  chest  containing  an  automatic  valve  which  admits  the 
steam  alternately  to  one  end  and  to  the  other  of  the  cylinder. 
By  means  of  a  connecting  rod  this  to-and-fro  motion  of  the  piston 
b  transformed  into  a  circular  motion  of  the  shaft  and  pulley  in  a 


Fig.  220.  —  The  idea  of  the  steam  engine.  B,  pipe  from  boiler  :  S.  Bteam  chest ; 
D,  slide  valve:  C,  cylinder;  E,  escape  pipe;  U.  pietna  head;  P,  piston  rod; 
R.  conoectiDg  rod  ;  F.  flywheel ;  X.  eccentric. 


which  will  be  clear  from  an  inspection  of  Fig.  220.  This 
form  of  engine  is  very  largely  the  creation  of  the  Scottish  engineer, 
James  Watt, 

In  marine  engines  (and  in  some  others  also)  the  exhaust  steam 
is  collected,  condensed  into  water,  and  again  returned  to  the 
boilers.  The  same  water  is  thus  used  over  and  over  again.  The 
steam  is  not  usetl  up,  but  is  merely  a  "  working  substance,"  a 
carrier  to  tran.sfer  the  energy  of  the  combining  coal  and  oxygen 
in  the  furnace  to  the  machinery  which  is  doing  mechanical  work. 

The  student  who  would  know  more  of  the  history  or  the  theory 
of  the  steam  engine  should  consult  the  very  readable  article  of 
Professor  Ewing  on  this  subject  in  the  Kucyrhpadia  Brilannica ; 
also  the  biographical  sketch  «)f  James  Watt  there  given. 

(ii)  The  steam  turbine.  When  water  escapes  from  pressure, 
its  energy  becomes  kinetic  —  Jmp*.     If  a  stream  of  water,  say 
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a  slender  jet,  is  directed  against  a  flat  surface,  such  as  a  door, 

it  exerts  a  pressure  upon  this  surface.     If  the  door  gives  way 

and  moves  in  the  direetion  of  the  force,  work  is  done  upon  it  — 

Fs  —  and  this  work  is  performed  at  the  expense  of  the  kinetic 

energy  of  the  moving  water.     For  many  years  the  miners  of 

the  west  used  a  form  of  water-wheel  — the  hurd\'  gurdy  —  made 

up  of  flat  vanes  attached  to  a  shaft.     This 

wheel  was  made  to  run  by  playing  a  jet 

of    water    on    the    vanes.     The    Pel  ton 

waterwheel  of  the  present  day  employs 

the  same  principle,  but  by  use  of  curved 

vanes  is  able    to  utilize  a  much  larger 

proportion  of  the  kinetic  energy  of  tlie 

water. 

When  steam  escapes  from  pressure  the     ''"*■  --'•  —  '*''"'  i^"  Luvai 
,      ..      ,     ,  (■.!■.■  •  ateuDi  turbine. 

velocity  factor  of  its  kmetic   energy   is 

very  great.  Consequently  a  jet  of  steam  directed  against  a 
resisting  surface  exerts  upon  it  a  force  similar  to  that  of  the 
wind,  with  which  we  are  all  familiar;  but  the  force  due  to  a  jet 
of  steam  is  likely  to  be  of  far  greater  intensity. 


Fia.  222.  —  LoDgitudinol  Bectioo  of  Porsoos  turbim 


A  rough  sort  of  steam  engine  may  be  made  by  running  steam 
through  an  ordinary  Pelton  water-wheel ;  while  the  De  Laval 
steam  turbine  is  simply  the  Pelton  wheel  properly  designed  for  the 
use  of  a  light  and  expansive  medium  —  steam. 

The  disadvantage  of  the  De  Laval  wheel  is  that  it  must  run  at 
an  excessively  high  speed  in  order  to  absorb  a  targe  fraction  of 
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energy  from  the  steam  which  has  freely  expanded  and  has  thereby 
acquired  an  enormous  speed. 

We  have  seen  that  in  the  ordinary  reciprocating  engine  the 
steam  does  work  by  expanding  the  volume  of  the  space  in  which  it 
b  confined. 

In  the  Parsons  turbine  this  principle  is  also  made  use  of  to 
some  extent  in  order  to  absorb  the  energy  from  the  steam  and 
yet  to  keep  the  speed  of  the  steam  down  to  about  four  hundred 
feet  per  second. 

To  accomplish  this  the  cylinder  (stator),  instead  of  being 
fitted  with  a  piston,  is  provided  with  a  coaxial  shaft  (rotor)  which 
is  covered  with  small  blades  inclined  to  the  axis  of  the  shafts  on  the 
same  principle  that  the  blades  of  a  windmill  are  inclined  to  the 
direction  of  its  shaft.  Corresponding  to  each  movable  blade 
on  the  rotor,  there  is  a  fixed  blade  on  the  inside  of  the  stator. 

Accordingly  we  may  think  of  the  passage  of  the  particles  of 
steam  between  these  blades  as  similar  to  their  passage  through 
a  long  rectangular  pipe,  one  side  of  which  is  constantly  reced- 
ing from  the  other  and  is  therefore  absorbing  energy.  The 
impulse  principle  —  that  of  the  De  Laval  turbine  —  is  also 
employed  in  the  Parsons  to  abstract  still  another  portion  of  the 
energy  of  the  steam. 

This  type  of  engine  is  especially  adapted  for  the  smooth  run- 
ning of  steamships  and  dynamos.  The  steam  turbine  owes  its 
initial  development  largely  to  the  PInglish  engineer.  Parsons. 

(iii)  The  internal  combustion  engine.  The  two  preceding 
engines  derive  their  energy  from  fuel  which  is  burned  outside 
the  cylinder.  But  there  has  recently  been  perfected  a  type  of 
machine  which  burns  its  fuel  (either  gas  or  a  spray  of  oil)  right 
inside  the  cylinder.  When  the  proper  fuel  is  used,  the  products 
of  combustion  are  entirely  gaseous,  so  that  the  cylinder  easily 
clears  itself.  These  are  the  little  engines  so  familiar  to  us  on 
automobiles.  In  most  of  them  there  are  four  steps  through  which 
the  "  working  substance  "  is  taken.  These  are  indicated  in  Fig. 
223.  These  four  steps  constitute  what  is  known  as  the  "  Otto 
cycle,''  after  the  German  engineer,  Otto,  who  did  much  to  perfect 
the  modern  gas  engine.     In  these  engines  the  piston  does  work 
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Fio.  223. 


only  when  moving  in  one  direction;  they  are  therefore  said  to 
be  ''  single  acting/'  to  distinguish  them  from  the  ordinary  recip- 
rocating steam  engine,  which  does 
work  both  on  the  forward  and  on  the 
backward  stroke,  and  is  hence  said  to 
be  "  double  acting."  The  use  of  intake 
and  exhaust  valves  /  and  E,  shown  in 
Fig.  223,  will  be  sufficiently  clear  from 
the  diagram.  The  intake  valve  admits 
the  explosive  mixture  —  say,  air  and 
gasoline  vapor;  compression  then  oc- 
curs ;  explosion  is  then  produced  by  an 
electric  spark;  the  products  of  com- 
bustion, CO2,  etc.,  are  then  swept  out 
through  the  exhaust  valve  E,  These 
are  the  four  steps  in  the  Otto  cycle. 
Nearly  all  motor  cars  (and  aeroplanes) 
use  four-cycle  engines  of  this  type.    Naturally  the  cylinders  get 

very  hot  and  have  to 
be  cooled  with  water. 
The  water-jackets  are 
not  shown  in  the  fig- 
ure. The  water,  in 
turn,  gets  hot  and 
has  to  be  cooled.  For 
this  purpose  motor 
cars  are  provided 
with  radiators. 

One  of  the  most  re- 
markable engines  ever 
designed  is  the  Gnome 
motor  shown  in  cross 
section  in  Fig.  224. 
Here  the  cylinders 
instead  of  being  fixed 
are  free  to  rotate  about  a  fixed  crank-shaft.  The  cylinders  are 
seven  in  number  and  rigidly  connected.    The  section  of  the  crank- 


Fio.  224.  —  The  Gnome  gafioline  engine,  widely  used 

in  aeroplanes. 
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shaft  is  shown  in  dotted  line  at  S.  The  piston  rod  of  one  cylinder 
—  the  one  marked  P  —  ends  in  a  large  disk.  This  disk  is  capable 
of  rotating  about  the  fixed  crank-pin  C.  It  has  therefore  a 
center  of  rotation  which  is  different  from  the  center  of  rotation 
of  the  cylinders.  All  the  piston  rods,  except  P,  are  linked  to  this 
disk  by  means  of  pins.  The  crank-case  contains  the  explosive 
mixture,  which  is  led  in  through  the  hollow  crank-shaft. 

The  propeller  blades  of  the  aeroplane  are  rigidly  attached  to 
the  rotating  set  of  cylinders.  The  standard  speed  is  about  1200 
revolutions  per  minute.  The  rapid  air-cooling  produced  by  the 
rotation  of  the  cylinders  gives  to  this  motor  an  enormous  advan- 
tage over  the  type  having  fixed  cylinders.  Engines  of  the  Gnome 
type  are  made  to  weigh  not  more  than  5  lb.  per  horse-power. 
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Problems 


306.  The  averafi;e  reading  of  the  barometer  at  the  top  of  Mount  Hamil- 
ton (the  Lick  Observatory)  is  65  cm.  At  what  temperature,  therefore,  does 
water  boil  on  Mount  Hamilton?  Ans,    95**  C.  approximately. 

307.  At  the  top  of  Pikes  Peak  water  boils  at  a  temperature  of  86*^. 
What,  therefore.  Is  the  average  reading  of  the  barometer  on  Pikes  Peak? 

Ana,    45.68  cm. 

308.  The  pressure  of  the  atmosphere  is  approximately  15  lb.  weight  to 
the  square  inch.  The  boiler  of  an  Atlantic  liner  carries  a  stream  pressure 
of  300  lb.  to  the  square  inch.  What  is  the  temperature  of  the  water  in  this 
boiler?    See  Regnault's  table.  Ans.  212**.  3  C. 

309.  At  a  place  where  the  acceleration  of  gravity  is  980,  a  bullet 
whose  mass  is  8  g.  is  allowed  to  fall  from  a  height  of  1000  cm.  What 
will  be  the  kinetic  energy  of  the  bullet  in  ergs  just  before  it  strikes  the 
ground?  To  what  fraction  of  a  calorie  will  this  mechanical  energy 
be  equivalent?  Ans,     7,840,000  ergs  =  0.187  calorie. 

310.  Suppose,  in  the  preceding  problem,  that  when  the  bullet  strikes 
the  ground  one  half  its  kinetic  energy  goes  to  heat  the  bullet,  the 
other  half  to  heat  the  ground.  If  the  specific  heat  of  lead  is  -f^,  by  how 
much  will  the  temp>erature  of  the  bullet  be  raised?        Ans,    0**.34  C. 

311.  (a)  The  height  of  the  American  Falls  at  Niagara  is  50  m. 
How  much  kinetic  energy  will  a  gram  of  water  acquire  in  falling  through 
this  distance?     (g  =  981.)  Ans,     4,905,000  ergs. 

(6)  What  will  be  the  equivalent  of  this  energy  in  heat  units? 

Ans,    0.117  calorie. 

(c)  By  how  much  then  will  the  temperature  of  the  water  at  the  bottom 

be  increased  over  that  at  the  top?  Ans,     0°.117  centigrade. 

312.  To  raise  a  mass  of  10  lb.  through  a  vertical  distance  of  8  ft.  (80 
foot-pounds)  requires  how  many  ergs  of  work? 

Ans,     1079  million  ergs. 

313.  Assuming  that  the  specific  heat  of  iron  is  0.12,  find  the  number 
of  heat  units  required  to  raise  the  temperature  of  300  g.  of  iron  from 
20°  C.  to  360°  C. 

314.  Why  is  it  that  alcohol  or  ether  poured  on  one's  hand  gives  him 
the  sensation  of  cold? 

315.  How  much  heat  must  be  given  to  12  g.  of  water  at  40°  C,  in 
order  to  make  it  boil? 

316.  Why  are  damp  clothes  apt  to  make  one  chilly? 

317.  Ten  lbs.  of  water  at  0°  C.  are  mixed  with  40  lbs.  of  water  at  50*^  C. 
Find  the  temperature  of  the  mixture. 

318.  Give  five  illustrations  of  the  transformation  of  some  form  of 
energy  into  heat. 
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319.  What  is  meant  by  a  "  land  breeze  "?  By  a  "  sea  breeze  "? 
How  do  you  explain  these  ? 

320.  Write  an  examination  paper  of  five  questions  on  the  subject 
of  heat. 

321.  A  harvesting  machine,  made  partly  of  wood  and  partly  of  iron, 
is  allowed  to  stand  overnight  in  an  open  field.  In  the  morning,  which 
parts  will  be  covered  with  dew,  the  iron  or  the  wood?    Why? 

322.  What  are  clouds  and  how  are  they  produced? 

323.  Why  is  it  that  in  winter  ice  which  is  partly  covered  with  dirt  or 
ashes  melts  sooner  than  clean  ice? 

324.  Why  are  teapots  often  provided  with  wooden  handles? 

325.  Fifty  cubic  centimeters  of  water  are  heated  from  a  tempera- 
ture 15°  C.  to  35°  C.     Find  the  change  in  volume  thus  produced. 

326.  A  steel  rail  10  m.  long  will  change  its  length  by  how  many 
millimeters  when  heated  from  0°  C.  to  50°  C.  ? 

327.  Why  do  you  pour  hot  water  on  the  neck  of  a  bottle  when  you 
wish  to  loosen  the  glass  stopper? 

328.  Explain  how  the  temperature  of  a  greenhouse,  not  heated 
artificially,  rises  above  that  of  the  surrounding  air. 

329.  What  is  the  theoretical  efficiency  of  a  steam  engine  whose 
boiler  is  at  a  temperature  of  160°  C.  and  whose  condenser  is  at  40°  C? 

330.  Suppose  the  temperature  of  combustion  in  the  cylinder  of 
a  gasoline  engine  to  be  1600°  C.  and  the  temperature  of  the  exhaust 
350°  C.     Find  the  highest  possible  efficiency. 

331.  How  would  you  proceed  to  graduate  an  electrical  resistance 
thermometer? 

332.  Sketch  the  isothermals  of  carbon  dioxide  and  show  how  they 
differ  in  form  above  and  below  the  critical  point. 

333.  Sketch  on  the  blackboard  the  four  steps  of  the  Otto  cycle  used 
in  gas  engines. 

334.  Place  on  the  blackboard  a  diagram  of  the  Gnome  motor  and 
explain  its  action. 


"But  truth  is  one:  it  has  first  to 
be  discovered,  then  justly  and  exactly 
uttered." 

Robert  Louis  Stevenson, 
Virginibiu  PtterUqae, 


CHAPTER  VIII 

MAGNETISM 

309.  The  properties  of  magnets  and  electric  currents  are  so 
intimately  connected  that  no  intelligent  study  of  one  can  be  made 
without  some  acquaintance  with  the  other.  Accordingly  the 
subject  of  magnetism  is  here  taken  up  partly  on  its  own  merits 
and  partly  as  a  study  preparatory  to  that  of  electric  currents. 

Most  of  the  elementary  facts  concerning  magnetism  were  known 
in  the  time  of  Queen  Elizabeth,  some  two  hundred  years  before 
the  discovery  of  electric  currents.  The  first  great  treatise  on 
magnetism  was  Dr.  Gilbert's  De  Magnete,  published  in  1600 ;  while 
the  discovery  of  the  voltaic  cell  by  Volta  was  announced  to  the 
Royal  Society  of  London  as  recently  as  the  year  1800. 

310.  Any  body  which  attracts  iron  filings  is  said  to  be  mag- 
netized, and  is  called  a  magnet.  Those  parts  of  the  body  which 
attract  the  iron  filings  most  strongly  are  called  magnetic  poles, 
a  name  given  by  Peter  Peregrinus,  a  Picard  knight,  in  1269. 
The  earliest  magnets  known  were  pieces  of  iron  ore  which  we  now 
call  magnetite.  In  earlier  times,  they  were  called  lodestones.  But 
at  present  practically  all  of  our  magnets  are  made  from  iron  or 
steel.  In  its  magnetic  property,  no  other  substance  approaches 
iron :  nickel  and  cobalt  can,  however,  be  made  into  weak  perma- 
nent magnets. 

Leading  Facts  op  Magnetism 

311.  The  following  eight  experimental  facts,  presented  in  essen- 
tially the  order  in  which  they  were  discovered,  are  perhaps  the  most 
important  phenomena  connected  with  this  subject :  — 

1.  If  a  piece  of  magnetized  iron  be  freely  suspended  at  any 
point,  it  will  always  set  itself  so  that  a  certain  direction  in  it  makes 
a  fixed  angle  with  the  north-and-south  line  at  that  point. 
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This  fact  is  illustrated  by  the  ordinary  pocket  compass  and 

indeed  constitutes  the  fundamental  principle  of  that  instrument. 

J  To  make  a  compass  one  takes  a  slender 

^  — y-  S    piece  of  steel,  magnetizes  it  by  drawing 

11  it  over  another  magnet,  and  mounts  it 

f-^u--^  on  a  sharp  pivot  bearing  in  a  jewel  cap, 

^S^  J   Pig   225.    The  needle,  NS,  is  now 

E^o.  226.  —  The  ordinaiy  com-    ,  ,       ,  ■     ,  ■         ■ 

pus  aoedle.  'rce  to  tum  in  any  horizontal  direction. 

This  idea  of  the  compass,  which  dates 
from  a  time  certainly  not  much  later  than  1200  a.d.,  is  the  first 
important  discovery  in  the  science  of  magnetism. 

The  mariner's  compass  devised  by  Lord  Kelvin  in  1876  is  prac- 
tically the  only  one  in  use  on  sea-going  vessels  to-day.  As  indi- 
cated in  Fig.  226,  the  needle  is  not 
made  out  of  a  single  piece  of  sheet 
steel,  but  is  composed  of  eight  slender 
magnets,  NN  in  the  figure,  supported 
rigidly  on  a  sort  of  spider-web  of  32 
radial  threads  running  from  the  jewel 
cap  to  the  rim  of  the  compass-card. 
This  rim.  A,  is  made  of  aluminium, 
which  gives  lightness  and  rigidity'  to 
the  moving  system,  which  is  made  up 
of  the  card,  the  threads,  the  magnets, 
and  the  pivot  bearing.  Most  of  the  mass  being  in  the  rim,  the 
moment  of  inertia  of  the  card  is  relatively  large,  in  spite  of  the 
fact  that  the  total  weight  of  the  moving  parts  is  generally  less 
than  15  grams.  The  result  of  this  is  that  the  period  of  vibration 
of  the  card  is  long ;  its  motions  are  slow  and  steady. 

Some  Definitions 

312.  The  pole  which  turns  toward  the  north  when  the  magnet 
is  free  to  rotate,  is  called  the  north-seeking  pole,  or  simply  the 
north  pole ;  that  pole  which  turns  toward  the  south  is  called  the 
south  pole. 

The  direction  of  the  line  joining  the  poles  is  called  the  magnetic 
axis  td  the  magnet.    This  deflnition  of  "  axis  "  will  later  need 
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a  slight  revision,  since  the  poles  have  not  yet  been  defined  as 
mathematical  points. 

The  direction  assumed  by  the  axis  of  a  freely  suspended  mag- 
net is  called  the  magnetic  meridian. 

The  angle  between  the  magnetic  and  geographical  meridians  is 
called  the  magnetic  declination.    It  is  generally  expressed  in 
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Fio.  227.  —  niustrating  the  difference  in  direction  between  geometric  and 

magnetic  axes. 

degrees,  minutes,  and  seconds.  In  making  an  accurate  determi- 
nation of  the  magnetic  declination,  one  must  be  careful  not  to 
assume  that  the  magnetic  and  geometric  axes  of  the  needle  coin- 
cide. In  the  Kelvin  compass  used  by 
mariners,  these  two  axes  are  made  to 
coincide  very  nearly  by  use  of  long  slender 
needles.  In  measurements  on  land  any 
uncertainty  as  to  the  position  of  the  pole 
in  the  magnet  is  eliminated  by  using  a  thin 
flat  compass  needle  and  by  observing  first 
with  one  face  up,  then  with  the  other. 
Thus  in  Fig.  227,  if  GG  be  the  first  position 
of  the  compass  needle  and  GV  its  second 
position,  we  shall  find  that  while  the  mag- 
netic axis  remains  fixed  in  space  whichever 
face  of  the  needle  is  up,  the  geometric  axis 
does  not.  But  the  directions  of  the  geo- 
metric axis  GG  and  GV  are  those  which 
are  actually  read  upon  the  graduated  circle.  Hence  the  difference 
of  the  two  readings,  before  and  after  the  needle  is  reversed 
in  its  bearings,  will  give  us  twice  the  angle  by  which  the  mag- 
netic and  geometric  axes  diverge.  Not  only  so  but  the  mean 
of  these  two  readings  will  give  us  the  correct  direction  of  the 
magnetic  meridian.    One  thus  avoids  the  necessity  of  locating 


Fio.  228. 


356  GENERAL  PHYSICS 

the  magnetic  axis  as  a  mathematical  line  in  the  body  of  the 
needle. 

A  little  later  it  will  be  clear  how  we  may  avoid  the  necessity 
of  locating  the  magnetic  pole  as  a  mathematical  point,  situated 
on  the  magnetic  axis  at  a  certain  distance  from  the  axis  of  rotation. 

313.  2.  The  Discovery  of  Columbus.  Columbus  used  the 
compass  on  his  first  voyage  to  America.  Up  to  this  date  it  had 
been  supposed  by  European  navigators  that  while  the  suspended 
magnet  in  the  compass  did  not  always  point  exactly  north  and 
south,  it  did  always  point  in  the  same  direction ;  i.e.  they  supposed 
the  angle  between  the  geographical  and  magnetic  meridians  to 
be  constant.  But  Colimibus,  much  to  his  own  astonishment, 
and  much  to  the  dismay  of  his  sailors,  found  that  as  he  proceeded 
west,  the  needle  pointed  to  a  part  of  the  sky  which  lay  more  and 
more  to  the  west.  He  thus  discovered  that  the  magnetic  decli- 
nation varies  from  one  point  to  another  on  the  earth's  surface. 
This  we  may  call  the  second  important  discovery  in  magnetism. 

Another  way  of  putting  it  would  be  to  say  that  what  Colum- 
bus discovered  is  that  the  general  statement  contained  in  (§311) 
is  true  only  for  a  single  geographical  location;  or  more  strictly, 
for  a  single  line  on  the  earth's  surface. 

Ciuves  drawn  in  such  a  way  that  the  magnetic  declination  is 
constant  for  every  point  on  them  are  called  '*  isogonic  curves." 
The  accompanying  map  will  show  the  trend  of  these  isogonic 
lines  in  various  parts  of  the  world.  Note  especially  the  line  of 
"  no  variation  "  —  the  so-called  agonic  line  —  which  passes 
through  Knoxville,  Tenn. 

Magnetic  Declination  (1900) 

Augusta,  Me 16°  W.       New  Orleans 5®  E. 

Boston 12°  W.       Kansas  City 8**  E. 

New  York 9°  W.       Omaha 10**  E. 

Cleveland 2°  W.       Denver 14°  E. 

Knoxville,  Tenn 0°  San  Francisco 17°  E. 

Chicago 3°  E.        Tacoma,  Wash 23°  E. 

The  preceding  table  shows  the  vahies  of  the  declination  in 
different  parts  of  the  United  States,  to  the  nearest  degree.  **  W  " 
indicates  that  the  north  pole  of  the  compass  needle  takes  up  a 
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position  on  the  west  side  of  the  geographical  meridian  passing 
through  the  center  of  the  needle.  "E"  has  a  corresponding  mean- 
ing for  the  east  side. 

314.  3.  The  magnetic  d^.  Not  long  after  the  time  of  Colum- 
bus it  was  found  by  George  Hartmann  (b.  1489,  d.  1564)  of  Nurem- 
berg, that  if  an  iron  needle  be  sus- 
pended so  as  to  lie  korizonial  before 
magnetization,  it  takes  up  a  different 
position  after  magnetization.  Imagine 
the  needle  before  it  is  magnetized  to 
be  horizontal.  After  magnetization  it 
is  found  that  the  north  end  "  dips  " 
down  as  if  it  had  become  heavier  than 
the  south  end.  In  1576,  Robert  Nor^ 
man,  a  compass-maker  of  London,  in- 
I  vented  the  dipping  needle  shown  in  Fig. 
230.  He  also  weighed  the  iron  needle 
and  found  that  it  was  no  heavier  after 
JippiDE  magnetization  than  before.  As  we 
shall  see  later,  thit;  dip  is  due  to  the  fact 
that  the  earth  itself  is  a  great  magnet.  Only  the  direction,  there- 
fore, and  not  the  weight  of  the  needle  is  changed  by  magnetization. 
In  the  southern  hemisphere  it  is  the  south  end  of  the  magnet 
which  "  dips."  In  the  United  States  it  is  customary  to  attach  a 
small  weight  to  the 
south  end  of  a  survey- 
or's compass  needle  in 
order  to  counteract  the 
effect  of  the  dip. 

The  phenomenon  of  Fio.  231.  —  showing  attraction  between  north  and 
magnetic  dip  might  be  ™"'*'  '"•'^^ 

called  the  third  important  discovery  in  this  subject. 

316.  4.  Like  poles  repel  each  other ;  unlike  poles  attract  each 
other.  The  evidence  for  this  may  be  shown  in  a  \ariety  of  ways ; 
perhaps  the  most  convenient  method  is  the  following :  — 

Mount  two  magnets,  as  shown  in  Fig.  2'M.  Determine  the 
north  end  of  each,  and  slip  bits  of  paper  over  them  as  indicated. 
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When  one  magnet  is  brought  near  the  other,  the  repulsion  between 
the  two  north  poles  or  between  the  two  south  poles  is  very  evident ; 
likewise  the  attraction  between  a  north  and  a  south  pole. 

Norman  magnetized  a  sewing  needle,  and  floated  it  on  water. 
By  bringing  into  the  neighborhood  another  magnet,  he  had  a 
delicate  means  of 
showing  attraction 
and    repulsion    of 
the  poles. 

Concerning  the 
amount  of  this  at 
traction  or  repul 
sion,  it  was  first 
shown   in    1800   by     f^°-232.  — Floating  magnet,  and  wi»  (or  placinB  it  on 

.  the  waltir. 

the  trench  electri- 
cian, C.  A.  Coulomb,  and  afterwards  accurately  verified  by  the 
German  astronomer  Gauss  (1777-1855),  that  the  attraction  of 
one  pole  for  another,  in  air,  varies  inversely  as  the  square  of 
the  distance  separating  them  and  directly  as  the  products  of  the 
pole  strengths  —  a  quantity  which  will  be  defined  a  couple  of 
pages  hence.  If  we  denote  this  distance  between  poles  by  r,  and 
the  pole  strengths  by  m  and  m',  respectively,  we  may  describe 
Coulomb's  result  by  writing :  — 

F  ='^~;    Coulomb-.Uw.  Eq.  117 

where,  for  air,  jfc  b  a  mere  constant  of  proportionality  which  may 
be  determined  later.  Coulomb  established  this  law  by  the  use 
of  long  slender  magnets  so  arranged  that  the  effect  of  the  distant 
poles  was  negligible. 

The  Magnetic  Field.     lAnea  qf  Force 

316.  If  a  sheet  of  white  paper  be  laid  over  a  magnet,  and 
iron  filings  be  sprinkled  over  the  paper,  one  obtains  very  strik- 
ing evidence  that  the  region  about  the  magnet  is  different  from 
other  parts  of  space.  The  iron  filings  arrange  themselves  in  curved 
lines;    and  these  curved  lines  remain  the  same,  however  many 
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times  we  repeat  the  experiment.  Any  region,  such  as  the  neigh- 
borhood fjl  a  magnet,  where  a  freely  suspended  conqMss-needle 
tends  to  point  in  a  definite  direction  is  called  a  magnetic  field. 

'^  We  next  introduce  a  method  of  conceiving  and  deseribing  magnetic 
aetionii  which  was  invented  and  much  used  by  Faraday.  Since  a  mag- 
net acts  upon  a  magnetic  needle 
placed  anywhere  in  the  sur- 
rounding space,  we  call  that 
space  the  magnetic  field  of  the 
magnet.  Neglecting  the  earth's 
magnetism,  we  may  map  out 
this  field  as  follows:  Conceive 
any  plane  drawn   through  the 

..      »^»      .«   1^    .    ,  axis  of  the  magnet  and  place  it 

1*10.233.  —  Method  of  mapping  magnetic  xi_    ^  xi.-       i  i.   n  i_     i.     • 

g^j^  f f  *  »—  g^  ^jj^^  ^jjjg  plane  shall  be  hori- 
zontal. Then,  at  any  point  in 
this  plane,  place  a  very  small  magnetic  needle,  and  note  the  direction 
which  its  axis  assumes  under  the  action  of  the  magnet;  then  proceed 
to  move  the  center  of  the  needle  in  the  direction  in  which  its  north 
pole  points,  and  continue  the  motion  so  that,  at  each  point,  the  center 
is  following  the  direction 
iridic'Htod  by  the  north 
pole. 

"  The*  line  thus  traced 
will  at  laHt  cut  the  Hur- 
faee  of  the  magnet  at 
some  point  lying  toward 
the  south  f)ole ;  and  if 
we     continue     the     line 

backward    by    following  Fk;.  234. -Field  about  a  Btraight  magnet, 

the  direction  continually 

indicated  by  the  south  pole  of  the  needle,  it  will  cut  the  surface  of  the 
magnet  at  Hoine  point  lying  toward  the  north  pole.  Such  a  line  is 
called  a  line  of  magnetic  force  ;  and  since  one  such  line  can  be  drawn 
through  every  point  in  the  plane,  and  any  number  of  planes  can  be 
drawn  through  the  axis  of  the  magnet,  we  can  conceive  the  whole  mag- 
netic field  filled  with  such  lines."  —  Chrystal,  Ency.  Brit.^  art.  "  Mag- 
netism."    (I)th  F.d.) 

Figure  2.S.S  iii(li(»ates  the  pnx^ess  of  mapping  these  fields. 
Figure  2'M  shows  the  field  about  a  strong  bar  magnet.     The 
efre<*t  of  the  earth's  field  is  here  negligible. 
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Figure  235  represents  a  small  portion  nf  the  field  due  to  the  j 
e&rth  alone. 

A  magnetic  field  as  actually  mapped  in  the  laboratory  will  ] 
always   be    the  results 
ant  of  the  earth's  field 
and    the   field    of   the 
magnet, 

Fairly  uniform  mag- 
netic fields  can  also  be 
produced  by  placing 
opposite  each  other  a 
north  and  a  south  pole  as  shown  in  Fig.  236.  The  region  through 
which  any  artificial  magnetic  field  may  be  considered  uniform  is, 
of  course,  very  limited. 

Intensity  of  Magnetic  Field 

317.   So  far  we  have  considered  only  the  fact  that  a  magnetic 

field  has    at  evcr\'  point    a  certain  definite  tlirection      If    how- 
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Tlie  needle  may  well  be  placed  in  a  block  of  wood  so  that  the 
rotating  system  may  be  fixed  at  various  heights  above  the  poles 
of  the  larger  magnet.  Now  the  jone  of  translation  is  counter- 
acted by  the  reaction  of  the  needle,  and  one 
can  feel  in  a  very  convincing  manner  the 
iorque  which  a  magnetic  field  in  general 
exerts  upon  a  magnet  placed  anywhere 
within  it. 

Observe  also  that  the  little  magnet  in  Fig. 
238  vibrates  much  more  rapidly  as  its  poles 
are  brought  more  and  more  on  a  level  with 
the  poles  of  the  big  magnet.    And  just  as 
the  period  of  a  clock  pendulum  diminishes 
when    that   pendulum    is    carried    from   a 
Fio.  237.-iihiltratiiig   "^^^^^^  to  a  stronger  gravitational  field,  so 
the  force  which  Bmasr  this  small  magnet  speeds  up  in  coming  from 
rSiSt  "^'^  "'^''  *  "'^*''^  '°  *  stronger  magnetic  field.     Such 
a  device  migU  be  used  for  measuring  (com- 
paring) the  intensities  of  magnetic  fields,  and,  indeed,  frequently 
is.     But   for  the  measurement  of   a  magnetic  field  in  absolute 
units,  say  in  centimeter-gram-second  units,  the  following  method 
of  approach  is  simpler. 

Definition  of  Unit  Magnet  Pole 

318.  To  begin  with  we  assume  that  we  have 
two  equal  magnetic  poles,  situated  In  air  and 
separated  from  each  other  by  a  distance  of  one 
centimeter.  If  under  these  conditions  the  two 
eiiual  poles  be  chosen  of  such  a  size  that  they 
attract  or  repel  each  other  with  a  force  of  one 
dyne,  they  are  said  to  be  unit  magnet  poles, 
or  poles  of  unit  strength. 

The  chief  ad^'antage  of  this  definition,  which 
may  at  first  glance  appear  rather  arbitrary,  is 
that  it  makes  the  constant  k  disappear  from 
Coulomb's  Eq.  117.  For  having  assumed  m 
to  be  unity  when  /'  =  r  =  1,  and  wi'  =  m,  it 
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follows  that  in  air  k  must  always  be  unity,  a  unit  vector,  indeed  ; 
whence  follows 

F  =  ^,  Eq.118 

which  now  becomes  not  only  the  law  of  Coulomb,  for  air,  but 
also  the  defining  equation  for  the  unit  magnet  pole. 

This  law  of  attraction  and  repulsion  of  magnet  poles  we  may 
call  the  fourth  fundamental  discovery  in  the  science  of  magnetism. 

Measure  of  Magnetic  Intensity 

319.  We  are  now,  for  the  first  time,  in  a  position  to  define  what 
is  meant  by  the  intensity  of  a  magnetic  field,  namely,  the  ratio 
of  the  force  which  a  magnet  pole  experiences  in  that  field  to  the 
strength  of  the  pole. 

Let  R  denote  the  intensity  of  a  magnetic  field  at  any  point, 
and  F  the  force  with  which  the  pole  m  is  urged  at  that  point.    Then 

P         Defininp;  equation  for 
R  =>  — ,  intensity  of  magnetic  Eq.  119 

m         field. 

Field  intensity,  being  a  ratio  of  a  vector  to  a  scalar  quantity,  is 
itself  a  vector  quantity,  and  is  therefore  to  be  resolved  and  com- 
pounded according  to  the  rules  for  vector  addition.  From  EJq. 
118  it  follows  that  a  field  of  unit  intensity  is  one  which  will  act 
upon  a  tmit  magnet  pole  with  a  force  of  one  dyne.  By  inter- 
national agreement  (Paris,  1900)  this  unit  is  called,  after  the  emi- 
nent German  astronomer,  a  gauss. 

We  are  now  provided  with  a  clear  and  simple  definition  for 
the  intensity  of  field ;  but  since  we  have  as  yet  no  practical  method 
for  measuring  pole  strengths,  Eq.  119  cannot  be  called  a  labora- 
tory equation.  Just  how  this  diflSculty  is  avoided  will  be  cleared 
up  in  the  following  sections  when  we  come  to  consider  the  earth's 
magnetic  field. 

320.  5.  The  earth  itself  a  great  magnet.  We  have  seen  that 
at  any  one  point  on  the  earth's  surface  the  compass  needle  points 
in  a  definite  direction,  generally  not  far  from  north.  We  have 
seen  that,  in  the  northern  hemisphere,  the  north  end  of  the  needle 
dips ;  while  in  the  southern  hemisphere,  the  south  end  dips. 
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But  this  is  exactly  the  manner  in  which  a  small  compass  needle 
would  behave  in  the  presence  of  a  large  iron  sphere  which  had 
been  magnetized.  Accordingly  Dr.  Gilbert*  was  led  to  suggest 
that  the  earth  itself  was  a  large  magnet.  And  since  his  time, 
the  theory  has  been  confirmed  by  navigators  who  have  located 
the  north  magnetic  pole  of  the  earth.  In  1831,  Sir  James  Ross 
found  a  place  in  the  extreme  north  of  Canada  where  he  observed 
the  dip  of  the  compass  needle  to  be  89°  59'.  This  has  ever  since 
been  accepted  as  the  north  magnetic  pole  of  the  earth. 

Its  location  is  in  latitude  70°  5'  and  almost  due  north  of  Omaha, 
Nebraska.  The  south  magnetic  pole  lies  between  Australia  and 
the  south  geographical  pole  not  very  far  from  latitude  72°  41'  S. 

If  we  map  the  magnetic  field  of  the  earth  by  means  of  com- 
pass and  pencil  as  indicated  in  a  preceding  paragraph,  we  shall 
find  that  the  lines  of  force  due  to  the  earth  are,  in  any  limited 
region,  practically  parallel  to  each  other. 

321.  6.  The  earth's  action  a  couple.  In  the  first  chapter  of 
this  volume  we  have  considered  the  distinction  between  a  motion 
of  translation  and  one  of  rotation.  To  a  system  of  forces  which 
produce  rotation  only  the  name  couple  has  been  given.  Norman 
offered  the  following  three  experiments  to  show  that  the  earth 
does  not  exert  any  force  of  translation  upon  a  magnet,  or,  as 
we  might  say,  three  reasons  for  thinking  that  the  force  which  the 
earth  does  exert  upon  a  magnet  is  a  couple, 

"  First,  he  weighed  several  small  pieces  of  steel  in  a  delicate  balance 
and  then  magnetized  them,  but  could  not  detect  the  slightest  altera- 
tion in  their  weight,  *  though  every  one  of  them  had  received  virtue 
sufficient  to  lift  up  his  fellow/ 

"  Secondly,  he  pushed  a  steel  wire  through  a  spherical  piece  of  cork, 
and  carefully  pared  the  latter  so  that  the  whole  sank  to  a  certain  depth 
in  a  vessel  of  water  and  remained  there,  taking  up  any  position  about 
the  center  indifferently.  After  the  wire  was  magnetized  very  carefully, 
without  disturbing  its  position  in  the  cork,  it  sank  to  the  same  depth 
as  before,  neither  more  nor  less,  the  only  difference  being  that  now  the 
wire  set  itself  persistently  in  a  definite  fixed  direction  parallel  to  the 

*  Dr.  William  Gilbert  (b.  1540,  d.  1()03),  the  leading  man  of  science  in 
England  during  the  reign  of  Queen  Elizabeth,  also  the  first  advocate  of 
Copernican  views  in  England. 
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magnetic  meridian,  the  north  end  dipping  about  71^  or  72°  below 
the  horizon. 

**  Thirdly,  he  arranged  a  magnetized  needle  on  a  cork  so  as  to  float 
on  the  surface  of  water,  and  found  that,  although  it  set  in  the  magnetic 
meridian,  there  was  not  the  slightest  tendency  to  translation  in  any 
direction. 

**  He  concludes  that  there  is  no  force  of  translation  on  the  magnet, 
either  vertical  or  horizontal."  —  Chrystal,  Ency.  Brit.,  art.  ''Magnet- 
ism."    (9th  Ed.) 

Recalling  the  fact  that  a  couple  is  made  up  of  two  parallel  and 
equal  forces  acting  in  opposite  senses,  but  not  in  the  same  straight 
line,  we  conclude  that  the  earth's  action  is  a  couple  precisely  be- 
cause its  lines  of  force, 


N 


X 


Fig.  239. 


throughout  the  limited 
region  of  any  single  ex- 
periment, are  parallel. 
The  eflect  of  the 
earth's  field  upon  a 
magnet  is  showTi  in  Fig.  239,  where  the  small  magnet  is  supposed 
to  be  placed  in  a  uniform  field  such  as  that  shown  in  Fig.  236. 
If  the  dish  of  watef,  shown  in  Fig.  240,  be  supported  over 

a  rather  strong  permanent 
magnet,  and  if  the  magnetic 
needle  be  floated  on  a  small 
cork,  it  will  be  seen  that  this 
artificial  field  exerts  both  a 
couple  and  a  force  upon  the 
floating  magnet,  continually 
drawing  the  magnet  back  to- 
ward the  strongest  part  of  the 
field.  The  explanation  of 
this  lies  in  the  fact  that  here 
the  force  acting  upon  the 
north  pole  of  the  floating 
needle  is  not  exactly  opposite  in  direction  to  that  acting  upon  the 
south  pole.  Hence  the  resultant  of  these  two  forces  cannot  be 
zero.  If,  however,  the  magnet  be  removed  from  underneath  the 
dish  of  water  it  w411  be  observed  that  the  floating  magnet  behaves 


Fig.  240. 
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precisely  in  the  manner  described  by  Norman.  The  advanced 
student  will  find  that  the  floating  magnet  here  simply  moves  in 
such  a  way  as  to  make  its  potential  energy  a  minimum. 

Digression  on  the  Measurement  of  the  Earth's  Magnetic  Field 

322.  On  both  historical  and  scientific  grounds  the  following 
problem  is  one  worthy  of  rather  careful  study ;  for  not  only  is 
it  the  first  problem  in  which  the  absolute  system  of  units  was 
introduced  into  the  science  of  electricity  and  magnetism,  but  it 
is  a  thoroughly  typical  example  of  the  manner  in  which  physical 
science  deals  quantitatively  with  phenomena  which  are  very 
imperfectly  comprehended. 

As  a  preliminary  it  is  necessary  to  define 

Magnetic  Moment, 

a  quantity  of  frequent  use  in  magnetic  measurements.  The 
magnetic  moment  of  any  magnet  may  be  defined  as  the  product  of 
its  pole  strength  m  by  the  distance  /  between  its  poles.  This 
quantity  is  generally  denoted  by  M,  and  is  defined  by  the  fol- 
lowing equation :  — 

\f  —  rnl      I^efining  equation  for      p       ^  nr^ 
ifi         nil.       magnetic  moment.        ^H*  *-^^ 

The  laboratory  equation  for  measuring  M  is  Eq.  127,  p.  370. 

Horizontal  Component  of  the  Earth's  Field 

323.  We  have  already  learned,  in  a  general  way  at  least,  how 
the  declination  and  the  dip  of  the  compass  needle  may  be  meas- 
ured. In  order  to  complete  the  determination  of  the  earth's 
field,  it  remains  only  to  measure  the  horizontal  component  H 
of  the  total  intensity  T,    See  Fig.  241 . 

Confining  our  attention  now  to  the  parallel  field  which  be- 
longs to  the  earth  at  any  point,  let  us  imagine  a  magnet  sus- 
pended in  this  field  by  means  of  a  delicate  fiber,  so  slender  that 
it  exerts  practically  no  directive  force  on  the  magnetic  needle. 
The  magnet  will  oscillate  to  and  fro  about  its  position  of  equi- 
librium and  will  then  come  to  rest,  pointing  along  the  magnetic 
meridian.  If  the  magnet  lies  in  a  horizontal  plane,  the  only 
directive  force  acting  upon  it  is  the  horizontal  intensity  H. 
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324.  To  determine  the  numerical  value  of  H  the  three  follow- 
ing steps  are  needed :  — 

(i)  To  obtain  the  torque,  acting  upon  the  needle  in  terms  of 
its  period.  When  the  suspended  magnet  is 
rotated  through  an  angle  0  about  its  sus- 
pending fiber  as  an  axis,  there  will  be  a  force 
+  mH  acting  upon  the  north  pole  of  the 
magnet,  and  a  force  —  mH  acting  upon  its 
south  pole. 

If  we  denote  by  /  the  distance  between  the 
two  poles,  /  sin  0  will  be  the  perpendicular 
distance  between  the  lines  of  action  of  the  two 
forces  +mU  and  -  mIL    The  couple  L  act-  Fig.241.  — niuatrat- 

^1  11         Ml    .1         o         1  TTf     •  ^ti     ^^o     relation 

mg  upon  the  needle  will  therefore  be  mHl  sm  between   the  four 

0,    And   since   the  sign  of   the   couple  which  magnetic  elements, 

tends  to  restore  the  needle  to  its  position  of  tajT^vertical^^S 

equilibrium  is  always  opposite  to  that  of  the  total     intendtlea, 
angular  displacement  0,  we  may  write  *^*®  ®  ^  *' 

L=-nU'  H  sine  =  -  MH  sin  0.  Eq.  121 

When  0  is  very  small,  we  have  with  sufficient  accuracy 

Z  =  -  MHO. 

Dividing  each  side  of  this  equation  by  the  rotational  inertia  I 
of  the  magnet,  we  obtain  for  the  angular  acceleration  A, 


-f-(¥)'- 


Eq.  122 


It  thus  appears  that  the  angular  acceleration  of  the  vibrating 
system  is,  at  every  instant,  proportional  to  the  angular  dis- 
placement and  opposite  in  sense.  The  behavior  of  the  magnet 
therefore  satisfies  the  criterion  (§  53)  for  simple  harmonic  motion. 
And    since    the    period    of    any    simple    harmonic    motion    is 

2W"f?^P^f'^"!^'^^\  it  follows  that  the  period  of  vibration 
\  Acceleration  / 

of  this  magnet  is 


T  =  2^yj0/MMl  =  2r4 


MB 


Eq.  123 
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JzJSL 


Fta.  242.  —  lUiutratiiic  the  ooupla  which  aoU 
upon  a  mmgnet  sufpended  in  th«  ewth*!  field. 


Observe  that  the  action  of  a  uniform  magnetic  field  iqxm  a 
magnet  depends  only  upon  the  magnetic  moment  of  that  magnet, 
M,  not  upon  the  pole  strength,  not  upon  the  length. 
Now  T  and  I  are  easily  measurable  quantities ;  but  these  data 

do  not  enable  us  to  deter^ 
mine  either  of  the  two  un- 
known quantities  M  and 
H.  Eq.  123  merely  gives 
us  the  product  MH  in 
terms  of  T  and  J.  Hence 
the  necessity  for  the  sec- 
ond step,  namely. 

(ii)  To  obtain  ike  deflec- 
tion of  the  needle  in  terms 
cf  M  and  H.  Gauss  has  shown  how  this  relation  may  be  obtained 
by  a  very  simple  experiment. 

Having  suspended  another,  and  much  smaller  magnet  with 
a  small  mirror  rigidly  attached 
to  it,  so  that  the  direction  of 
the  magnetic  field  in  which  it 
is  placed  may  be  at  once  in- 
dicated, one  takes  the  magnet 
NS  (Fig.  243)  whose  period  he 
has  just  measured,  and  fixes  it 
as  nearly  as  possible  at  right 
angles  to  the  magnetic  merid- 
ian and  at  a  distance  r  east  or 
west  of  the  suspended  needle  0. 
Before  the  deflecting  magnet 
NS  was  brought  into  the  neigh- 
borhood, the  suspended  needle 
pointed  north  and  south  along 
the  magnetic  meridian.  If 
there  were  no  magnetic  field  connected  with  the  earth,  the  sus- 
pended needle  would  now  point  east  and  west  owing  to  the  field 
R  of  the  deflecting  magnet ;  but  since  both  fields  are  present,  the 
suspended  needle  sets  itself  along  the  resvUant  of  the  two  fields  as 


■AIT 

R 


t  t  t  t  f     ^^ 


^ 


y 


^ 


H  NORTH 


k. 


Fig.  243.  —  Showing  the  superposition  of 
an  artificial  field  upon  the  earth's  field, 
and  the  consequent  deflection  of  the 
suspended  needle. 
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indicated  in  the  figure.  Now  if  we  knew  the  intensity  of  each  of 
these  fields,  we  could  easily  compute  the  direction  of  the  result- 
ant ;  for,  since  these  two  fields  are  at  right  angles  to  each  other, 

^  =  tan  0,  Eq.  124 

H 

where  <f>  is  the  deflection,  i,e.  the  direction  of  the  resultant  referred 
to  the  earth's  field. 

Conversely,  if  we  know  the  direction  0  and  the  intensity  R 
we  can  compute  H.  This  latter  we  now  proceed  to  do.  The 
magnetic  field  at  0,  due  to  the  pole  N  alone,  is  by  Coulomb's 

—  m 


Law  (§  318)  - ;  while  the  field  at  0  due  to  S  alone  is 

(^-2)  ('■+2) 

Hence  the  total  field  R  due  to  the  entire  magnet  NS  is  given  by 


R  =  m 


1  1 


('-iy"(-^''F©7 


m  '  2lr 


Or,  if  we  choose  r  so  large  that  P  may  be  neglected  in  compari- 
son with  r^, 

fi  r* 

It  is  important  to  observe  here  that  the  action  of  a  magnet  at 
a  distance  which  is  large  compared  with  the  length  of  the  magnet 
depends  only  upon  its  moment,  3f. 

Substituting  this  value  of  R  in  Eq.  124  and  solving  for  H/M, 
one  has 

T?  =  T^ Eq.  125 

M      r  tan  <f> 

Since  r  and  0  are  easily  measured,  we  have  here  a  laboratory 
equation  for  the  ratio  H/M.  Our  second  step  is  now  complete, 
(iii)  Elimination  of  M.  Between  Eqs.  123  and  125  it  is  now 
possible  to  eliminate  M  and  obtain  the  horizontal  intensity  of 
the  earth's  field,  thus 

2b 


370  GENERAL  PHYSICS 

or  to  eliminate  H,  and  obtain  the  moment  of  the  deflecting  mag- 
net, thus 

It  should  be  observed  that  this  method  of  Gauss  avoids  the 
necessity  of  measuring  either  the  pole  strength  m  or  the  dis- 
tance between  the  poles  /.  The  neat  manner  in  which  this  b 
done  is  to  combine  these  two  quantities  into  a  product  ml  which 
we  have  denoted  by  M  and  then  eliminate  M  by  means  of  a  sec- 
ond equation  which  is  obtained,  of  course,  by  means  of  a  second 
(deflection)  experiment. 

The  advanced  student  will  find  that  some  of  the  approxima- 
tions here  introduced  are  not  permissible  in  work  of  high  accu- 
racy, hence  certain  corrections  must  be  made  to  Ekjs.  126  and 
127;   but  the  philosophy  of  the  subject  is  not  thereby  changed. 

Returning  from  this  digression,  we  now  proceed  to  the  seventh 
fundamental  fact  in  the  science  of  magnetism,  which  is  that  of 

Magnetic  Indvjdwn 

326.  7.  Magnetization  by  induction.  Up  to  the  time  when 
Columbus  first  sailed  for  America  only  three  fundamental  facts 
concerning  magnetism  were  known.  One  of  these  is  the  principle 
of  the  compass  and  another  the  attraction  and  repulsion  of  poles ; 
the  third  one  is  the  fact  that  if  a  piece  of  soft  iron  be  brought  near 
a  magnet,  the  iron  acquires  magnetic  poles,  i.e,  it  becomes  mag- 
netized. It  is  not  even  necessary  that  the  iron  should  touch  the 
magnet ;  one  needs  only  to  bring  it  into  the  neighborhood  of  the 
magnet.  This  process  is  called  magnetic  induction,  more  prop- 
erly magnetization  by  induction.  It  is  important  to  note  that 
the  original  magnet  loses  none  of  its  own  magnetism  by  inducing 
magnetism  in  another  body.  The  one  essential  of  this  process 
is  to  bring  the  body  which  is  to  be  magnetized  into  a  magnetic 
field.     The  field  does  the  rest. 

(i)  The  phenomenon  is  simply  shown  by  tethering  an  iron  nail 
to  the  table  by  a  short  thread,  as  shown  in  Fig.  244.  A  strong 
permanent  magnet  brought  near,  and  a  little  above,  the  nail 
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will  keep  it  suspended  in  mid  air  and  magnetized.  Observe  that 
the  end  of  the  nail  nearest  the  south  pole  of  the  magnet  is  itself 
always  a  north  pole. 

(ii)  Another  excellent  illustration  of  magnetic  induction  in 
the  earth's  field  is  the  following :  — 

Take  a  strip  of  **  tin  plate  "  so  called  (which  is  really  sheet 
iron  plated  with  tin),  having  dimensions  something  like  1  inch 
by  12. 

If  this  strip  has  not  been  magnetized,  either  end  of  it  will 
attract  the  north  pole  of  the  needle  in  a  magnetoscope.  Next 
hold  the  strip  with  one  end  down  and  bend  it  to  and  fro  sharply 
between  your  thumb  and 
forefinger   at    various  points  ^j 

throughout  its    length.     On  /  Wj 

examining  it  with  the  mag-  /  s/       —  — ^.^^ 

netoscope  it  is  observed  that        /  ^    ihv.^^_^_wilF 

the  end  which  has  been  held      ^  ^ — ^^^ 

down  in  the  earth's  field  now 

repels    the  north    pole  of   the    Fio.  244.  — A  wire  nail  becomes  a  magnet 
,1         rr«i       1        1*  when  brought  into  a  magnetic  field. 

needle.  Ihe  benamg  appar- 
ently gives  freedom  to  the  particles  of  iron,  and  they  probably 
arrange  themselves  in  a  new  way  under  the  influence  of  the 
earth's  field.  If  now  the  other  end  of  the  strip  be  held  down 
during  the  bending  process,  the  poles  of  the  strip  will  be  reversed. 
Explain  this  by  a  diagram. 

(iii)  The  most  remarkable  and  interesting  case  of  magnetic 
induction  is  that  which  occurs  when  a  piece  of  iron  is  brought  into 
the  neighborhood  of  a  conductor  carrying  an  electric  current. 
It  is  a  strange  fact  that  every  electric  current  surrounds  itself 
with  a  magnetic  field  of  its  own.  And  this  magnetic  field  has  the 
same  properties  as  any  field  produced  by  a  permanent  magnet. 
Accordingly  a  piece  of  iron  brought  into  the  neighborhood  of  an 
electric  current  will  in  general  become  magnetized  by  induction, 
just  as  it  would  if  brought  near  a  permanent  magnet.  An  arrange- 
ment of  this  kind  is  called  an  "  electromagnet.'*  Economic  appli- 
cations of  the  electromagnet,  such  as  occur  in  the  telegraph, 
telephone,  dynamo,  and  motor,  form  an  important  chapter  in 
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the  engineering  achievements  of  the  nineteeiith  century.    Some 
of  these  will  be  studied  in  a  later  chapter. 

Diamagnetiam 

326.  8.  In  1778,  Brugmans  of  Leyden  discovered  what  we 
may  call  the  eighth  fundamental  fact,  namely,  that  a  lump 
of  bismuth  is  repelled  when  brought  near  either  the  north  or 
south  pole  of  a  magnet.  The  phenomenon  is  most  easily  seen 
by  suspending  a  small  bismuth  rod  —  say  one  inch  long  —  be- 
tween the  poles  of  an  electromagnet,  i.e.  in  a  strong  magnetic 
field. 

If  the  suspension  thread  of  the  bismuth  has  a  directive  force 
just  barely  sufficient  to  hold  the  little  rod  along  the  line  joining  the 
N  and  S  poles  of  the  magnet  before  the  current  is  put  on,  it  will 
be  seen  that  as  soon  as  the  magnetic  field  is  established,  the 
bismuth  rod  will  turn  through  90®.  For  each  end  of  the  rod 
tries  to  get  as  far  away  as  p)ossible  from  each  pole  of  the  electro- 
magnet. The  consequence  is  that  a  bismuth  rod  always  tries 
to  set  itself  across  the  lines  of  force  of  the  magnetic  field  in  which 
it  is  placed.     Hence  the  name  diamagnetism. 

That  the  phenomenon  is  one  of  induction  is  clearly  evinced 
by  the  fact  that  the  amount  of  repulsion  experienced  by  the 
bismuth  is  proportional  to  the  intensity  of  the  magnetic  field  in 
which  it  is  placed. 

In  1845,  Faraday  examined  a  large  number  of  substances  and 
found  that  practically  all  substances  possess  magnetic  quality, 
and  also  that  the  great  majority  of  them  are  diamagnetic. 

Thus  copper,  lead,  silver,  gold,  and  carbon  rods  all  set  them- 
selves across  the  lines  of  force  when  placed  in  a  magnetic  field. 
Some  substances,  such  as  oxygen,  platinum,  and  titanium,  behave 
like  iron  and  set  themselves  along  the  lines  of  force.  These 
Faraday  called  paramagnetic.  In  most  cases  paramagnetic  sub- 
stances exhibit  very  feeble  magnetism ;  but  in  some  four  or  five 
substances,  such  as  iron,  nickel,  and  cobalt,  the  magnetization 
evoked  by  induction  increases  so  rapidly  with  the  field  and  is  so 
permanent  that  these  substances  stand  in  a  class  by  themselves. 
They  are  said  to  be  ferro-magnetic.    All  bodies  may  therefore 
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be  grouped  in  three  classes,  namely,  diamagnetic,  paramagnetic, 
and  ferromagnetic. 

Measurement  of  Magnetic  Qucdity 

327.  It  is  perfectly  fair  to  ask,  When  is  one  substance  more  mag^ 
netic  than  another  ?  The  simplest  answer  to  this  question  comes 
by  first  defining  two  new  terms.  A  magnetized  body  has  at  any 
instant  a  definite  magnetic  moment  which  we  have  indicated  by  M. 

Let  V  denote  the  volume  of  the  magnet.  If  now  one  takes  the 
ratio  of  M  to  V,  he  will  obtain  a  number  which  represents  the 
magnetic  moment  of  unit  volume  of  the  magnet.  This  quantity  is 
called  intensity  of  magnetization  and  is  everywhere  indicated  by  7. 

J  _  ^^      Defining  equation  for  intensity      J)q^  128 
rr'         of  magnetisation.  '^^' 

Next  suppose  a  substance  to  be  placed  in  a  magnetic  field  whose 
intensity  is  denoted  by  H.  This  substance  will  at  once  acquire 
a  certain  intensity  of  magnetization,  /.  The  ratio  of  this  inten- 
sity of  magnetization  to  the  field  strength  which  produces  it  is 
called  magnetic  susceptibility,  and  is  denoted  by  k. 

f ^^     Defining  equation  for  magnetic  pVi    lOQ 

H 

This  quantity,  magnetic  susceptibility,  may  be  used  as  a  meas- 
ure of  magnetic  quality. 

When  any  paramagnetic  body,  such  as  a  piece  of  tungsten,  is 
placed  along  the  lines  of  force  between  the  poles  of  a  magnet,  it  is 
observed  that  the  paramagnetic  body  acquires  a  north  pole  on  the 
end  which  lies  next  to  the  south  pole  of  the  magnet ;  and  if  a  dia- 
magnetic  body,  such  as  a  rod  of  gold,  be  placed  between  the  poles 
of  the  same  magnet  one  might  be  inclined  to  think  that  the  north 
pole  acquired  by  the  gold  would  lie.  next  to  the  north  pole  of  the 
magnet,  since  these  two  appear  to  repel  each  other.  But  such 
a  conclusion  would  be  just  as  unwarranted  as  it  would  be  for  one 
to  conclude  that,  since  a  cork  rises  in  water  and  a  hydrogen-filled 
balloon  rises  in  air,  these  bodies  do  not  possess  weight.  All  that 
one  can  infer  from  the  rising  of  the  balloon  is  that  it  has  less  weight 
than  the  air  which  it  displaces ;  in  like  manner,  all  that  one  can 
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infer  from  the  gold  setting  itself  across  the  lines  of  force  is  that 
the  gold  is  less  magnetic  than  the  medium  in  which  it  is  placed. 

And  since  diamagnetic  bodies  take  up  the  equatorial  position 
even  in  a  vacuum,  this  means  that  these  substances  are  less  mag- 
netic than  free  space  which  we  think  of  as  filled  with  ether. 

That  this  view  is  the  correct  one  is  indicated  by  the  following 
experiment.  A  small  tube  filled  with  a  weak  solution  of  ferric 
chloride  and  suspended  in  air  behaves  as  a  paramagnetic  body; 
but  when  the  suspended  tube  is  surrounded  by  a  stronger  solution 
of  ferric  chloride  it  sets  itself  across  the  lines  of  force,  i.e,  it  behaves 
as  a  diamagnetic  substance. 

Accordingly  the  susceptibility  of  paramagnetic  bodies,  being 
greater  than  that  of  free  space,  is  said  to  be  positive ;  while  the 
susceptibility  of  a  diamagnetic  substance,  being  less  than  that  of 
a  vacuum,  is  said  to  be  negative.  This  opposition  of  signs  is  illus- 
trated in  the  following  table. 

Magnetic  Susceptibilities 


Paramaqnetic 

Diamagnetic  Substances 

Aluminium  +  0.65  X  10"* 

Antimony  -  0.95  X  10^* 

Chromium  +  3.7 

Argon         -  0.010 

Magnesium  +  0.55 

Bismuth    —  1.4 

Manganese  +  10.6  ( ?  ) 

Cadmium  —  0.17 

Nitrogen      +  0.024 

Copper       -  0.087 

Oxygen        +0.123 

Gold           -0.15 

Platinum     +  1.32 

Hydrogen  -  0.008 

Tin               -f  0.025 

Iodine        -  0.36 

Titanium     +  2.     Circa. 

Sulphur      -  0.5 

Tungsten     +  33 

Mercury    —0.19 

—  Prom  Kaye  and  Laby's  Conslnnts. 


Another  viewpoint  from  which  the  meaning  of  this  negative 
sign  can  be  easily  read  is  the  following.  When  a  paramagnetic 
body  is  free  to  move  in  a  magnetic  field  its  motion  is  always  toward 
a  stronger  p)ortion  of  the  field;  but  diamagnetics  always  move, 
when  free,  from  the  stronger  towards  the  weaker  part  of  the 
field.  Here  is  essentially  the  same  opposition  of  sign  which  we 
have  met  above.    The  advanced  student  will  be  interested  in 
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explaining  this  latter  phenomenon  in  terms  of  the  fact  that  the 
potential  energy  of  a  system  at  rest  tends  to  a  minimum. 

Magnetic  Permeability 

328.  Still  another  point  of  view  from  which  to  consider  para- 
magnetics  and  diamagnetics  is  the  following :  — 

Let  an  electric  current  be  passed  through  a  spiral  of  wire ;  it 
will  be  found  that  the  interior  of  the  coil  is  a  magnetic  field.  The 
lines  of  force  will  pass  from  one  end  of  the  helix  to  the  other.  But 
if  an  iron  rod  be  slipped  into  the  helix,  the  number  of  lines  of  force 
passing  through 
will  be  multiplied 
many  times.  In 
this  case  many 
new  lines  of  force 
are  created  by 
the  introduction 
of  the  iron  as  is 
indicated  in  Fig. 
245. 

If  B  is  the  num-        ^'^'  ^^^'  —  inustrating  the  large  permeability  of  iron. 

ber  of  lines  of  force  passing  through  each  unit  of  area  of  the  cross 
section  of  the  iron  rod  and  H  the  number  of  lines  passing  through 
the  same  unit  of  area  when  the  helix  was  filled  with  air,  then  we 
may  describe  the  preceding  facts  by  writing 

B  =  fill,  Eq.  130 

where  a*  is  a  proportionality  factor  for  which  Lord  Kelvin  pro- 
posed the  name  magnetic  permeability.  This  factor  fi  is,  how- 
ever, not  a  constant,  but  a  variable  depending  upon  H,  and 
in  the  case  of  iron,  ranges  in  value  from  1  to  2000  when  measiu^ 
on  the  C.G.S.  system.  Engineers  generally  speak  of  B  as  the 
flux-density  and  of  //  as  the  field. 

Paramagnetic  bodies  are  now  distinguished  by  the  fact  that 
they  possess  a  permeability  always  greater  than  unity ;  while  the 
permeability  of  a  diamagnetic  body  is  always  slightly  less  than 
unity,  and  the  permeability  of  free  space  is  exactly  unity. 
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The  remarkable 


transmit  lines  of  force  is  vdll 
shown  by  taking  a  magnetic  1 


field  ; 


■ch  I 


.  that  shown 


Fia.  246. 

the  following  simple  manner,  /*  = 


Fig.  240  and  placing  between 
the  magnet  poles  a  block  of 
soft  iron  such  as  indicated  in 
Fig,  247.  The  lines  of  force 
seem  to  have  a  decided  pref- 
erence for  the  iron  and  even 
go  out  of  their  way  ftff 
the  sake  of  passing  through 
it.  The  advanced  student 
will  be  interested  in  discov- 
ering that  susceptibility  and 
permeability  are  related  in 
1  +4jrft. 


Magnetic   Theory 

329.  The  several  steps  which  have  led  up  to  the  modern  view 
concerning  the  nature  of  magnetism  are  something  like  the  fol- 
lowing :  ^ 

(i)  It  was  early  suggested  that  magnetization,  is  a  molecular 
phenomenon.  The  fact  that 
a  magnet  ma\  be  broken 
into  an  almost  unlimited 
number  of  pieces  each  of 
which  remains  a  magnet 
with  a  north  and  south 
pole  of  its  own  looks  \ery 
strongly  in  this  direction 
See  Fig  248  Each  stu- 
dent should  make  this  ex 
periment  for  himself     This 

view  IS  also  confirmed  bv  >,        _ 

the    fact    that   a    tube   of 

iron   filings,    such   as   shown    in    Fig.   249,   when   placed 
the  poles  of  a  strong  magnet   becomes   magnetized,  and 
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removed  remains  magnetized,  until  by  shaking  or  jarring  it  is 
demagnetized. 
More  convincing  still  is  the  fact  that  a  long  wire  of  soft  iron 

—  say  70  centimeters  in  length  and  1  or  2  millimeters  in  diameter 

—  may    be    strongly 


magnetized  and  by  a 
slight  jar  lose  nearly  rj- 

tin*.  <  •  *"^ 


K 
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s7/N       sw     saw       siJF 


DOI 


all   of   its   magnetiza-   f,o.  248.— A  piece  of  magnetiied  watch  apring  broken 
tion.  into  fragments,  each  fragment  remaining  a  oom- 

Most  striking  of  all,       p^^**  °^»«^^- 
however,  is  the  fact  that  a  piece  of  iron  when  raised  to  red  heat 
loses  its  magnetic  quality.    This  behavior  of  iron  is  easily  demon- 
strated by  mounting  a  compass  needle  five  or  six  inches  long  on 
^  3  a  single  pivot,  as  shown 

f  ...^^^JafesaBte^^  in  Fig.  250,  and  then 

FiQ.  249.  -  A  tube  of  iron  fiUngs  magnetiied.        bringing  near  it  a  piecc 

of  unmagnetized  iron  wire,  say  six  inches  long,  held  in  a  wood 

clamp.     The  compass   needle  will  magnetize  the  wire  and  will 

be  deflected  from  the  magnetic  meridian,  so  that  one  end  of  it 

will  swing  about  and  touch  the  wire.     If  now  a  Bunsen  flame 

be  brought  underneath  the 

iron  wire  until  it  becomes  a 

bright    red,     the   compass 

needle  will   "let  go  "   and 

will   swing  back    into   the 

meridian,  showing  that  the 

hot  iron  has  lost  its  magnetic 

quality.    On  removing  the 

flame,  the  iron  will  be  seen 

to  cool   and  one  end  of  the    Fio.  250.  —  illustrating  the  disappearance  of 
compass     needle     to    swing  magnetic  quality  at  red  heat. 

around  into  contact  with  the  iron,  showing  that  the  wire  on  cool- 
ing has  regained  its  magnetic  quality. 

All  of  these  facts  lead  us  to  think  that  magnetization  is  not  a  prop- 
erty of  the  surface  of  a  body  or  of  the  body  as  a  whole,  but  of  its  in- 
nermost structure.  The  evidence  is  indeed  overwhelmingly  in  favor 
of  the  view  that  magnetism  is  a  molecular  or  atomic  phenomenon. 
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)  The  second  step  was  made  by  W.  E.  Weber,  who 
ferromagnetism  by  assuming  that  the  molecules  of  iron  are  them- 
selves small  permanent  magnets,  arrangefl  in  no  particular  order, 
arranged  indeed  in  the  utmost  disorder,  as  indicated  in  Fig.  251. 
If  these  molecular  magnets  were 
perfectly'  free  to  turn,  it  b  clear 
that  any  magnetic  force  acting 
upon  them  would  be  sufficient  to 
bring  them  all  into  line  and  thua 
produce  at  once  the  maximum 
intensity  of  magnetization  possible.  In  order  to  avoid  thu^. 
Weber  imagined  each  molecule  to  be  actetl  upon  by  a  certain 
force  tending  to  hold  the  molecule  in  its  original  direction.  The 
effect  of  this  restraining  force  is  represented  in  Fig.  252.  The 
magnetic  field  does  not  bring  all  the  tiny  magnets  into  perfect 
parallelism,  but  merely  brings  them  more  or  less  into  line,  aa 
there  shown. 

In  1890,  however,  J.  A.  Ewing,  an  eminent  British  engmeer, 
proved  by  means  of  a  model  that  it  is  quite  unnecessary  to  assume 
any  such  restraining  force  as  that  which  Weber  imagined  to  hold 
the  molecules  in  place.  The  forces  which  determine  the  positions 
of  these  molecular  magnets  are  the  attractions  and  repulsiona 
acting  between  the  poles  of  the  magnets.  A  model  made  up  of 
little  compass  needles  pi\oted  freely  behaves  almost  exactly 
as  a  piece  of  iron,  so  far  as  its  magnetic  properties  are  concerned ; 
that  is,  it  exhibits  permanent  mag- 
netism, magnetic  saturation,  etc., 
which  characterize  ferromagnetism. 
(iii)  The  third  step  is  to  develop 
this  theory  so  as  to  enable  one  to 
include  in  his  explanation  the 
facts  of  paramagnetism  and  dia- 
magnetism.  This  extension  of  the  theory  we  owe  to  Rowland, 
J.  J.  Thomson,  and  Langevin.  A  bare  outline  of  it  is  something 
like  the  following.  It  is  well  known  that  a  small  circular  electric 
current  beha\'es  like  a  small  magnet.  In  1876,  Professor 
land  showed  by  a  justly  celebrated  and  difficult  experiment 
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revolving  electric  charge  produces  the  same  magnetic  effects  as 
an  electric  current.  In  1897,  J.  J.  Thomson  demonstrated  the 
existence  of  small  electric  charges,  having  a  mass  about  ttVt  that 
of  a  hydrogen  atom.  These  small  charges  are  negative  in  sign 
and  can  be  obtained  from  a  great  variety  of  sources.  They  are 
called  electrons.  The  present  view  (1915)  of  an  atom  is  that  it 
is  built  up,  in  part  at  least,  of  a  number  of  electrons  in  rapid  rota- 
tion about  (or  in)  a  central  nucleus  of  positive  electrification. 
Each  of  these  electrons  moving  in  its  orbit  is  equivalent  to  a  minute 
magnet.  The  advanced  student  will  find  this  view  supported 
by  strong  experimental  evidence,  such  as  that  of  the  Zeeman 
effect. 

Assuming  an  atomic  structure  of  this  kind,  P.  Langevin  in 
France  has  pointed  out  the  possibility  that  these  electronic  orbits, 
in  any  one  atom,  may  be  oriented  in  a  great  variety  of  ways. 

In  the  case  of  diamagnetic  substances,  these  orbits  are  sup- 
posed to  be  distributed  in  such  a  symmetrical  way  that  they 
produce  no  magnetic  field  outside  of  the  atom,  i.e.  the  diamagnetic 
atom  has  no  magnetic  moment  of  its  own.  If,  however,  this 
diamagnetic  substance  be  placed  in  a  magnetic  field,  lines  of  mag- 
netic force  will  be  thrust  through  any  of  these  orbits  which  are 
not  exactly  parallel  to  the  field,  and  as  one  looks  along  the  lines 
of  force,  those  electrons  which  are  revolving  in  a  clockwise  sense 
will  be  accelerated,  those  revolving  in  a  counter-clockwise  sense 
will  be  retarded ;  so  that,  in  either  event,  the  magnetic  moment 
of  the  atom  will  be  increased  in  a  sense  opposite  to  that  of  the 
field.  In  other  words,  an  atom  with  a  perfectly  symmetrical 
distribution  of  electronic  orbits  when  placed  in  a  magnetic  field 
behaves  as  a  diamagnetic  substance. 

In  the  case  of  paramagnetic  substances,  it  is  supposed  that  the 
orbits  of  the  electrons  are  distributed  in  such  a  way  that  they 
do  not  exactly  cancel  the  effects,  one  of  another ;  that  is,  these 
atoms  have  a  magnetic  moment  of  their  own,  and  being  little 
magnets  will  fall  into  alignment,  more  or  less,  when  acted  upon  by 
an  external  field.  The  turning  of  these  tiny  magnets  will,  of 
course,  always  be  in  such  a  sense  as  to  bring  the  S  pole  of  the 
atom  to  face  the  N  pole  of  the  field-producing  magnet.    Atoms 
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wbich  are  aaymmetric  win  therefore  behave  In  a  panunagDetic  way. 
But  siq>erpo6ed  upon  this  effect  will  be  the  diamagnetic  effect  dii^ 
cuased  in  the  i»eeeding  paragraph.  In  most  cases,  however,  these 
diamagnetic  effects  are  small  in  comparison  with  the  effect  of 
rotating  the  orbits.  What  sort  of  resistance  these  orbits  offff 
to  rotation  is  entirely  unknown. 

In  the  case  of  ferromagnetic  substances,  the  experimental 
facts  and  Ewing's  model  lead  one  to  think  that  there  are  mutual 
actions  between  the  atoms  or  molecules.  When  an  external  fidd 
is  applied  to  a  ferromagnetic  substance,  the  natural  groupings  of 
the  molecules  are  dianged;  these  elementary  magnets  fall  into 
new  positions  of  equilibrium,  one  after  another;  and  we  have 
the  effects  known  as  permanent  magnetism,  etc.  Hie  key  then 
to  ferromagnetism  is  the  attraction  and  repulsion  of  one  molecular 
magnet  upon  another. 

Summarising,  then,  the  theory  of  magnetism  is  that  the  dia- 
magnetic effect  is  probably  present  in  all  substances;  but  in 
many  cases  it  is  masked  by  the  paramagnetic  turning  of  the 
mdecule,  and  when  in  addition  to  these  two  effects  there  is  also 
present  a  mutual  action  between  molecules,  we  have  ferromag- 
netism. 

By  going  one  step  farther  and  assuming  that  diamagnetism 
b  an  atomic  phenomenon  while  paramagnetism  is  a  molecular 
property,  one  may  explain  an  important  fact  discovered  by  P. 
Curie,  namely,  that  the  susceptibility  of  paramagnetics  varies 
inversely  as  the  absolute  temperature,  while  that  of  diamagnetics 
b  independent  of  temperature.  On  the  other  hand  K.  T.  Comp- 
ton  and  E.  A.  Trousdale  offer  experimental  evidence,  obtained 
by  X-ray  photography,  for  thinking  that  paramagnetism  b  not 
a  molecular,  but  an  atomic,  phenomenon.    Science,  23  Apr.,  1915. 

Magnetic  Variations 

S30.  Besides  that  mentioned  (in  §  313)  there  is  another  excep- 
tion to  the  general  statement  that  the  direction  of  the  compass 
needle  remains  fixed.  There  are  several  distinct  changes  con- 
stantly taking  place.  These  "  variations/'  as  they  are  called, 
may  fairly  be  reckoned  among  the  most  instructive  cosmical 
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phenomena  with  which  we  are  acquainted.    The  two  most  im- 
portant of  them  are  perhaps  the  following :  — 

1.  The  diurnal  variation.  In  the  northern  magnetic  hemi- 
sphere during  the  early  morning  hours  the  north-seeking  end 
of  the  needle  is  found  to  be  swinging  to  the  eastward;  this  it 
continues  to  do  until  7  to  9  a.m.,  some  time  during  which  in- 
ter\'al  it  has  in  general  reached  its  most  east^ly  position.  After 
hovering  near  this  extreme  for  a  while,  it  turns  about,  and  begins 
to  march  westward.  About  10  to  11  a.m.  it  passes  through 
the  average  position  for  the  whole  24  hours,  and  by  1  to  3  p.m. 
has  reached  its  extreme  westerly  position.  Then  it  once  more 
turns  to  the  eastward,  recrosses  the  mean  position  in  general 
some  time  between  6  p.m.  and  midnight,  and  gradually  returns 
to  the  position  from  which  it  started  in  the  morning.  The  aver- 
age total  change  in  the  course  of  a  year  between  the  morning  and 
afternoon  extremes  is  greatest  in  the  United  States  in  northern 
Minnesota,  where  it  amounts  to  as  much  as  14',  while  in  southern 
Florida  it  is  as  low  as  4' ;  these  quantities  vary  with  the  seasons, 
being  about  one  third  greater  in  midsummer  and  a  like  amount 
liess  in  midwinter. 

2.  The  secular  variation.  In  addition  to  this  daily  oscilla- 
tion, the  mean  position  about  which  the  needle  swings  is  itself 
slowly  changing.  The  annual  amount  of  this  secular  change 
varies  not  only  for  different  localities,  but  also  with  time.  In 
this  country  the  north-seeking  end  has  at  the  present  time  (1915) 
practically  no  secular  variation  for  points  along  a  line  passing 
approximately  through  Lake  Superior  and  the  West  Indies.  For 
places  east  of  this  line-of-no-change  the  mean  position  of  the 
north-seeking  end  of  the  needle  is  now  moving  to  the  eastward. 
The  present  annual  rate  of  secular  change  in  the  region  of  the 
Pacific  Coast  states  is  about  4'  and  in  New  England  about  3'. 
This  change  is  of  great  importance  to  surveyors  and  map  makers. 
If  suitable  corrections  are  not  made  for  the  secular  variation,  a 
boundary  line  whose  direction  has  been  determined  by  means 
of  the  compass  needle  will,  when  resurveyed  some  years  later, 
have  a  direction  apparently  different  from  that  previously  found* 
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Problems 

335.  Draw  on  the  board  a  sketch  showing  how  one  might  place  a 
very  long  magnet  so  that  one  of  its  poles  would  deflect  a  compass 
while  the  other  would  produce  little  or  no  effect. 

336.  A  magnet  pole  whose  strength  is  9  C.G.S.  units  acts  with  a  force 
of  2  dynes  upon  another  pole  at  a  distance  of  6  cm.  Find  the 
strength  of  this  other  pole. 

837.  Imagine  a  magnetic  needle  suspended  with  an  exceedingly 
fine  fiber  inside  a  lamp  chimney.  In  room  A  of  the  laboratory  the 
period  of  vibration  of  this  needle  is  3  seconds;  at  a  certain  point  in 
room  B  (where  an  electric  generator  is  running)  the  period  of  the 
needle  is  iV  of  a  second.  How  much  stronger  is  the  magnetic  field 
at  the  position  in  room  B  than  in  room  A? 

338.  A  magnet  whose  moment  of  inertia  is  100  C.G.S.  units  vibrates 
in  a  magnetic  field  whose  horizontal  intensity  is  0.2  of  a  gauss,  with  a 

period  of  —  seconds.     Find  the  magnetic  moment  of  the  magnet. 

339.  A  compass  needle  is  freely  suspended  at  rest  in  a  field  whose 
horizontal  intensity  is  i  of  a  gauss.  A  torque  of  15  dyne-centimeters  is 
required  to  twist  the  needle  through  A  of  a  radian.  Find  the  magnetic 
moment  of  the  needle. 

340.  Suppose  the  dip  in  a  certain  locality  to  be  60°  and  the  hori- 
zontal intensity  of  the  earth's  field  to  be  0.25  of  a  gauss.  Find  the 
total  intensity  of  the  earth's  field. 

341.  Prove    that    the    ''  dimensions "    of    magnetic    moment    are 

[M*L*T-»]. 

342.  Two  straight  magnets,  A  and  B,  are  freely  suspended  in  the 
same  uniform  field.  The  magnet  A  has  a  pole  strength  of  8  and  a 
length  of  5  centimeters ;  the  magnet  B  has  a  pole  strength  of  7  and  a 
length  of  6  centimeters.  Suppose  the  poles  to  be  located  exactly  at 
the  ends  of  the  magnets,  and  find  which  of  the  two  magnets  will  vi- 
brate more  rapidly. 
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343.  A  long  slender  iron  bar  whose  permeability  is  1200  C.G.S.  units 
is  placed  lengthwise  in  a  magnetic  field  whose  intensity  b  40  gausses. 
How  many  lines  of  force  per  square  centimeter  of  cross-section  will 
pass  through  the  iron  ? 

344.  Imagine  a  circular  ring  of  wire  80  cm.  in  diameter  lying  hori- 
zontally on  a  table  in  a  locality  where  the  total  intensity  of  the  earth's 
magnetic  field  is  0.6  gauss,  and  the  dip  is  30°.  How  many  lines  of 
force  pass  through  the  ring?  Ana.    480  w 
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CHAPTER  IX 
BLECTROSTATICS 

The  subject  which  we  now  approach  b  taken  up  not  only  on  its 
own  merits  but  also  because  it  is  an  essential  preliminary  to  the 
study  of  electric  currents. 

981.  If  a  sheet  of  dry  writing  paper  be  held  against  the  wall 
and  given  a  few  quick  flaps  with  a  piece  of  flannel,  the  paper  will 
adhi»e  to  the  wall  quite  strongly.  The  rubber  handle  of  a  foun- 
tain pen,  when  rubbed  over  the  sleeve  of  one's  woolen  coat,  ac- 
quires the  property  of  attracting  small  bits  of  paper  or  wood; 
glass  rubbed  on  silk  behaves  in  the  same  way. 

Tbe  substance  earliest  found  to  have  this  property  was  a  f osul 
resin  —  ordinary  amber  —  found  on  the  shores  of  Greece! 

The  Greeks  called  this  resin  electron  (jjXeieTpov).  And  hence 
later  Dr.  Gilbert  called  this  phenomenon  electric.  The  noun 
electricity  is  first  used  in  1646  by  Sir  Thomas  Browne,  the  author 
of  Religio  Medici. 

These  facts  have  been  known  ever  since  the  time  of  Thales, 
640-546  B.C. ;  and  for  two  thousand  years  following  him  they 
constituted  practically  the  whole  of  electric  science,  barring 
some  knowledge  of  lightning  and  of  the  electric  eel,  which  no 
one  then  imagined  to  have  any  connection  with  the  amber  phe- 
nomenon. 

Bodies  that  have  acquired  this  property  of  attracting  small 
bits  of  paper  are  said  to  be  electrified  or  to  have  an  electric  charge. 
Bodies  which  are  not  charged  are  said  to  be  neutral. 

The  modem  view  concerning  electricity  is  that  it  consists  of 
enormous  nmnbers  of  exceedingly  minute  electric  charges,  each 
exactly  like  the  other  and  each  called  an  electron.  The  properties 
of  the  electron  will  be  discussed  in  later  sections. 
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Fio.  253.— Elec- 
troBcope  made 
of  Erlenmeyer 
flask  and  aJu- 
minium  foil. 


The  Electroscope  and  Proof  Plane 

332.  By  many  experiments,  it  has  been  established  that  any 
two  different  substances  when  rubbed  together,  or  even  when 
brought  into  contact,  become  electrified. 

But  before  we  can  examine  the  evidence  for  this  statement 
it  will  be  necessary  for  us  to  devise  some  means  by  which  we 
can  detect  the  presence  of  an  electric  charge.  One 
method  is  that  indicated  above,  viz.  the  attraction 
of  bits  of  thread  or  straw,  but  this  is  not  a  very 
sensitive  test ;  much  smaller  charges  can  be  detected 
by  the  gold  leaf  electroscope,  an  instrument  which 
we  shall  now  describe. 

This  device  is  essentially  a  metal  rod  supported 
on  a  stopper  of  sealing  wax,  or,  better  still,  of  sul- 
phur, and  carrying  two  leaves  of  aluminium  or  gold 
foil  suspended  from  its  lower  end,  the  leaves  being 
inclosed  in  a  glass  vessel,  as  shown  in  Fig.  253. 

If,  now,  any  electrified  body  be  brought  into 
contact  with  the  knob  K  or,  as  we  shall  see  presently,  even  into 
the  near  neighborhood  of  X,  the  leaves  of  gold  foil  will  diverge. 
If  the  body  is  not  electrified,  the  leaves  will  not  diverge. 

We  have  thus  a  simple  and  exceedingly  delicate  means  for 
detecting  electric  charges.  The  theory  of  the  electroscope  will 
be  considered  presently. 

But  we  sometimes  wish  to  examine  the  electrification  of  a 
body  which  is  too  large  to  carry  to  the  electroscope,  or  of  a  body 

which  we  do  not  wish  to 
move.  In  such  a  case,  it  is 
most  convenient  to  wax  a 
penny  to  the  end  of  a  glass 
or  rubber  rod  (see  Fig.  254). 
We  may  use  the  glass  rod  as 
a  handle,  and  then  by  touch- 
ing the  penny  alternately  to 
the  body  and  to  the   electroscope,  we  may  determine  whether 

or  not  the  body  is  charged.     Such  a  device  is  called  a  proof  plane. 
2c 


3 


Fia.  254.  —  Proof  plane. 
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Sensitive  as  is  the  form  described  above,  the  gold  leaf  electro- 
scope was  modified  by  C.  T.  R.  Wilson  of  Cambridge  in  1901  so 
as  to  be  much  more  efficient. 

He  supports  a  rigid  strip  of  brass  B  from  a  small  block  of 
sulphur  S.  On  the  side  of  this  flat  brass  rod  a  narrow  strip 
of  gold  leaf  is  attached  by  its  upper  end.  The  whole  system 
of  sulphur,  brass  strip,  and  gold  leaf  is  susp>ended  by  a  rod  T, 
which  is  rigidly  attached  to  the  containing  vessel  by  means  of  a 
block  of  ebonite. 

Sulphur  is  such  a  superb  nonconductor  that,  in  reasonably  dry 

air,  an  electroscope  of  this  kind  will  hold  its  charge  for  several 

J  hours.     In   order   to    communicate  a 

charge  to  the  suspended  system,  a 
small  wire  C  is  passed  through  the 
hard  rubber  block  on  top  of  the  con- 
tainmg  vessel  and  then  bent  twice  at 
right  angles.  When  the  gold  leaf  is 
once  charged,  the  contact  between  it 
and  this  wire  may  be  broken  by  simply 
rotating  the  upp)er  end  of  C 

The  advanced  student  will  be  inter- 
/t^^^MMMTMM^tMm  ested  in  the  lecture  electroscope  devised 
Fig.  255.  —  c.  T.  R.  Wilson's     by    Professor    John    Zcleny    and    de- 
gold  leaf  electroscope.  ^^^.jj^^^j  j^^  ^^^  Physical  Review,  June, 

1911.  It  is  a  gold  leaf  instrument,  but  is  useful  for  a  much 
wider  range  of  purposes  than  either  of  those  described  above. 

333.  Try  touching  the  tip  of  a  camers-hair  brush  on  the  table 
top  and  then  to  the  electroscope.  Rub  the  brush  gently  over 
your  own  hair  and  again  bring  it  to  the  electroscope.  Since 
electrification  is  produced  by  such  slight  means,  we  are  led  to 
think  that  any  two  different  substances  brought  into  contact  be- 
come electrified.  This  is  possibly  the  most  fundamental  fact  of 
electrostatics,  and  may  be  called  the  first  important  discovery  in 
this  subject. 

Just  what  goes  on  during  the  contact,  or  friction,  between 
two  different  substances  is  not  yet  known.  It  is  certain,  however, 
that  the  electrification  produced  depends  upon  the  chemical  com- 
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position  and  physical  state  of  the  two  bodies  brought  together. 
In  the  case  of  glass  rubbed  with  silk,  the  electrons  —  negative 
electrifications  as  we  shall  see  later  —  are  transferred  from  the 
glass  to  the  silk;  but  when  a  glass  rod  is  rubbed  with  catskin^ 
the  electrons  are  transferred  to  the  glass  from  the  catskm. 

Conductors  and  Nonconductors 

334.  A  second  great  discovery  in  electrostatics  was  made  by 
Stephen  Gray  in  London  (d.  1736).  He  found  that  when  a 
glass  rod  is  electrified  by  rubbing,  the  electrification  "  leaks 
off  "  if  the  rod  is  held  in  the  hand,  or  if  the  rod  is  supported  by 
cotton  thread,  or  metal,  or  a  moistened  string  of  any  kind.  By 
connecting  an  electrified  glass  rod  with  a  distant  point  by  means 
of  a  wet  string,  he  was  able  to  transfer  the  electrification  through 
a  distance  of  many  meters. 

He  found  also  that  if  a  body  containing  an  electric  charge 
was  supported  on  glass  or  rubber,  or  suspended  by  a  dry  silk 
thread,  the  charge  disapp)eared  very  slowly.  Those  substances 
which  lead  off  the  charge  quickly  are  called  conductors;  those 
which  prevent  the  charge  from  escaping  are  called  nonconduc- 
tors or  insulators.  A  conductor  supported  upon  a  nonconductor 
is  said  to  be  "  insulated."  But  there  are  some  substances,  such 
as  carbon  and  most  acids,  which  occupy  an  intermediate  position, 
and  can  hardlv  be  called  either  conductors  or  nonconductors. 
The  following  list  of  substances  is  arranged  in  the  order  of  their 
ability  to  conduct  electricity. 


Substance 

COHDUOHTITT 

Copper 

Mercury 

Carbon  of  lamp  filament 

'*  Conductivity  "  water 

Sulphur 

614000. 

105300. 

250. 

.000001 

.00000000000000025 

Data  from  Kate  and  Labt'b  Constants. 

There  are  several  explanations  of  conduction  in  terms  of  elec- 
trons, but  the  simplest  is  that  which  supposes  certain  electrons 
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inside  of  metals  and  other  conductors  to  have  much  freedom  of'l 
motion,  whiie  the  electrons  in  Insulators  are  practically  all  attached  'I 
to  the  atoms  of  matter. 

Two  Kinds  op  Electrification 

336.  A  tkird  great  disco\'ery  was  made  in  electrostatics 
a  French  soldier  and  electrician,  Dufay  (b.  1698,  d.  1739).  He' 
found  that  if  a  light  electrified  body,  say  a  pith  ball,  be  suspended 
by  a  silk  thread,  otiier  electriiied  bodies  behave  always  in  one 
of  two  ways  when  they  are  brought  near  the  suspended  body. 
Some  charged  bodies  will  attract  the  pith  ball,  and  some  will  repel 
it.  The  electrification  which  appears  on  glass  when  rubbed  with 
silk  behaves  in  one  way ;  the  electrification  which  appears  on 
gutta-percha  (or  a  rod  of  sealing  wax)  when  rubbed  with  flannel 
behaves  in  the  opposite  way.  Dufay  called  these  two  kinds  of 
electrification  ciireoiis  and  reitiHoiis,  respectively ;  but  the  follow- 
ing names,  suggested  by  Benjamin  Franklin,  are  in  some  respects 
happier,  and  have  been  adopted  by  the  whole  world :  — 

Dkfinition«.  i.  That  kind  of  electrification  which  makes 
its  appearance  on  glass  when  rubbed  with  silk  is  called  posttiTe. 

2.  That  kind  of  electrification  which  appears  on  sealing  wax  or 
gutta-percha  when  rubbed  with  fiannel  is  therefore  called  negative. 

It  will  be  observed  that  the  first  of  tlie;*c  definitions  is  a  purely 
arbitrary  one.  The  fact  of  nature  is  that  there  are  two  kinds 
of  electrification,  but  which  one  we  shall  call  positive  and  which 
one  negative  is  a  matter  of  choice.  The  scientific  world  has, 
however,  agreed  upon  the  definitions  given  above.  If  the  nomen- 
clature of  electrostatics  had  been  postponed  until  the  preseilt 
time- these  two  names,  positive  and  negative,  would  doubtless 
have  been  interchanged.  The  reason  for  this  opinion  is  that  all 
electrons  are  negative  charges  and  that  negative  electricity  ia  the 
only  one  that  has  ever  been  separated  from  matter.  Positive 
electricity  is  known  only  in  association  with  ordinary  matter. 

By  universal  consent,  the  word  negative  has  been  used  for  more 
than  a  century  to  denote  resinous  electrification,  that  is,  the  kind 
which  appears  on  a  body  when  it  contains  more  electrons  thkn 
-'does' when  neutral. 


I 


e  kind^H 
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Figure  256  may  aid  the  student  to  bear  in  mind  not  only  the 
present  convention,  but  also  Dufay's  evidence  for  thinking  there 
are  two  kinds  of  electricity. 

It  is  important  here  to  observe  that  the  pith  ball,  if  charged 
from  the  glass  rod,  is  always  repelled  by  the  glass  rod,  while  it  is 
always  repelled  by  the  sealing  wax  if  it  has  been  charged  from 
the  sealing  wax ;  in  other  words,  like  electrifications  always  repel 
each  other.  .    . 

We  now  see  why  it  is  that  the  gold  leaves  of  the  electroscope 
always  diverge  when  they  are  charged.  For  whichever  of  the 
two  electrifications  is  given  to  the  electroscope,  the  leaves  will 
each  be  charged  in  the  same  way,  and  will,  therefore,  repel  each 
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Fio.  256.  —  Differences  in  behavior  of  the  two  electrifioatioas. 

other.  It  is  important  also  to  observe  that  the  uncharged  electro- 
scope gives  the  same  indication,  i,e,  a  divergence,  for  a  positive 
charge  as  for  a  negative  one.  How,  then,  can  we  determine  when 
we  are  dealing  with  a  positively  charged  body  and  when  with  a 
negatively  charged  body  ? 

Experimental  Distinction  between  Positive  and  Negative  Charges 

336.  First  charge  the  electroscope  with  a  known  kind  of  elec- 
trification, say  positive.  Then,  if  the  positive  charge  on  the 
electroscope  be  increased,  the  divergence  of  the  leaves  will  in- 
crease ;  if,  however,  we  give  to  the  electroscop)e  a  negative  charge, 
the  divergence  of  the  leaves  will  diminish. 

If  we  know  the  original  charge  on  the  leaves  to  be  positive, 
we  will  then  have  no  difficulty  in  saying  just  what  the  sign  of 
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any  other  charge  is;  for  if  the  unknown  charge  increases  the 
divergence,  it  must  be  positive;  but  if  it  diminishes  the  diver- 
gence, it  must  be  negative. 

Couhmb't  Law  of  Attraction  and  Repuhion 

337.  If  we  assume  now  that  two  different  substances  when 

broi^ht  into  contact  become  electrified,  and  that  bodies  having 

charges  of  the  same  sign  repel  each  other,  while  bodies  having 

charges  of  opposite  signs  attract,  the 

next  inquiry  is  How  do  these  bodies 

attract  (or  repel)  each  other  ?    This 

question,  it  will  be  observed,  is,  for 

'   electrical  charges,  exactly  the  same 

one  which  Newton  asked  concerning 

the  behavior  of   pieces  of   ordinary 

matter. 

It  is  important  to  realize  that  these 
forces  between  electrified  bodies  are 
ordinary  mechanical  forces,  and  are 

measured    sometimes    in    terms    of 
ma.  ioi.  .   ,  'II  I 

weight,  sometimes  by  the  mass  accel- 
eration which  takes  place,  and  sometimes  by  the  torque  they 
produce. 

The  French  physicist.  Coulomb  (1736-1806),  discovered  the 
law  of  attraction  for  electrified  bodiet>  by  a  aeries  of  experiments 
which  are  somewhat  difficult  to 
repeat,  though  very  simple  in 
idea.  He  showed  that  the  experi- 
mental   facts  are  as  follows :  — 

(i)  The  repulsive    (or  attrac- 
tive) force   between   two  quan-   I 
titles  of  electrification  (Fig.  257) 
13  directly   proportional    to    the  F[g,25S, 

product  of  the  two  quantities.  Equal  quantities  of  electricity  can 
always  be  obtained  by  exactly  duplicating  any  process  which  pro- 
duces electrification. 

(ii)  The  force  which  one  charged  particle  (or  a  body  acting 


ELECTROSTATICS  391 

as  a  particle)  exerts  upon  another  varies  inversely  as  the  square 
of  the  distance  separating  the  particles. 

(iii)  In  addition  to  the  above  two  facts  discovered  by  Cou- 
lomb, it  was  shown  by  Cavendish  and  Faraday  that  the  force 
which  one  charged  particle  exerts  upon  another  depends  also 
upon  the  material  of  the  nonconductor  which  separates  them. 
This  nonconducting  material  is  generally  called  the  meditsm  or 
the  dielectric. 

A  summary  of  these  three  facts  is  more  elegantly  made  in 
terms  of  algebra,  as  follows :  — 

Let  e  and  e'  (Fig.  258)  denote  the  electric  charges  of  the  two 
particles,  r  the  distance  which  separates  them,  and  K  a  quantity 
which  expresses  (measures)  the  effect  of  the  nonconducting  medium ; 
then  we  know,  by  experiment,  that  if  F  denote  the  force  of  attrac- 
tion between  the  two  particles 

Face;  Fxe';  Fx^;  and/'xi. 
Hence  F  x  ^^' 


Kf"' 


or  ^=C^,  Eq.  131 

where  C  is  a  constant  of  proportionality  whose  value  will  depend 
upon  our  choice  of  units. 

The  quantity  K  is  known  as  the  dielectric  constant,  and  is  as- 
sumed arbitrarily  to  have  the  value  of  unity  when  the  dielectric 
is  a  vacuum.  But  its  value  for  air  (1.0005)  differs  so  little  from 
unity,  that  for  all  ordinary  purposes  we  may  put  K  =^  1  in  air. 
For  various  kinds  of  glass  K  ranges  from  5  to  10 ;  while  for 
ebonite  and  paraflSn  its  value  generally  lies  between  2  and  3. 
Just  how  this  dielectric  constant  for  any  one  substance  is  to  be 
measured  can  be  explained  only  in  a  later  section  after  the 
student  has  discovered  the  meaning  of  "  electrical  capacity." 

The  essential  thing  here  is  to  understand  that  the  force  which 
one  charged  particle  exerts  upon  another  depends  upon  the  me- 
dium in  which  the  particles  are  situated,  as  well  as  upon  the  dis- 
tance between  the  particles. 
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Definition  of  Unit  Charge 

338.  Before  £q.  131,  which  describes  the  law  of  inverse  squares, 
can  be  of  any  value  for  purposes  of  computation,  it  will,  of  course, 
be  necessary  to  evaluate  the  constant  C,  This  is  done  as  fol- 
lows :  Let  the  two  charges  indicated  in  Fig.  257  be  taken  equal  to 
each  other,  and  let  them  be  placed  at  a  distance  of  one  centimeter 
apart  in  air.  The  size  of  either  charge  we  have  still  left  unde- 
termined. In  terms  of  algebra,  we  have  assumed  only  the  fol- 
lowing :  — 

e  =  e^ ;  r  =  1 ;  and  K  ==  1. 

If  now,  working  under  these  conditions,  we  agree  to  call  e  unity 
when  F  =  1,  it  follows,  by  substituting  these  values  in  Eq. 
131,  that  C  =  1,  And  this  is  precisely  the  reason  for  choosing  a 
unit  charge  of  this  size,  namely,  that  the  constant  of  propor- 
tionality is  thus  made  to  disappear  from  the  equation,  giving  us 
the  working  form 

F  =  ^.  Eq.  132 

A  unit  charge  of  electricity  is,  then,  one  of  such  a  size  that  it 
will  repel  with  a  force  of  one  dyne  an  equal  charge  of  the  same 
sign  placed  at  a  distance  of  one  centimeter  in  air. 

This  is  called  the  electrostatic  unit  of  electrical  charge  and  is 
generally  written  *'  E.S.  unit/'  sometimes  E.S.U. 

When  the  consideration  of  electric  currents  is  taken  up  we 
shall  find  that  the  electromagnetic  unit  of  quantity  —  the  E,M, 
unit  —  is  30,000  million  times  as  large  as  the  E.S.  unit.  Experi- 
ment shows  that  the  negative  charge  on  an  electron  is  v^ery  nearly 
4.774  X  10-1°  E.S.  units,  or  1.591  X  lO'^^  E.M.  units.  The  elec- 
trical engineer  employs  a  unit  of  quantity  which  is  one  tenth  of 
an  E.M.  unit  and  which  is  called  a  Coulomb.  The  reason  for  this 
choice  will  be  clear  when  we  come  to  study  electric  currents. 

The  inverse  square  law  discovered  by  Coulomb  may  be  con- 
sidered the  fourth  important  discovery  in  electrostatics.  The 
fundamental  importance  of  this  law  will  be  realized  when  it  is 
understood  that  this  is  the  first  bridge  which  connects  the  two 
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great  domains  of  electricity  and  mechanics.  The  connection  is, 
however,  only  a  quantitative  one;  no  light  is  shed  upon  the 
nature  of  an  electric  charge  by  thus  defining,  in  terms  of  a  force 
and  a  distance,  a  certain  charge  with  which  other,  charges  ^re  to 
be  compared.  At  the  same  time,  this  is  a  most  es3ential  step 
toward  discovering  various  facts  which  do  shed  light  upon  the 
natiu^  of  electrical  phenomena. 

Definition  of  an  Electric  Field 

339.  Since,  in  general,  a  force  is  exerted  upon  one  positively 
charged  body  in  the  presence  of  another  positively  charged  body, 
it  is  clear  that  we  shall  have  to  do  work  upon  one  of  these  charged 
bodies  if  we  move  it  nearer  to  the  other  one.  And,  in  general, 
if  we  move  either  body  in  any  direction,  we  shall  have  to  do 
work  upon  it,  or  it  will  do  work  for  us. 

A  region  in  which  work  must  be  done  to  move  an  electric  charge 
from  one  point  to  another  is  called  an  electric  field. 

The  intensity  of  the  field  in  any  direction,  at  any  point,  is 
measured  by  the  amount  of  work,  in  ergs,  which  must  be  done 
to  move  a  unit  quantity  of  electricity  through  unit  distance  along 
the  given  direction  in  the  neighborhood  of  that  point. 

Electric  intensity  is,  of  course,  to  be  measured  in  the  same 
fundamental  units  —  centimeters,  grams,  and  seconds  —  as  are 
mechanical  forces  and  mechanical  work. 

In  accordance  with  this  definition,  a  unit  electric  field  is  one 
in  which  a  unit  charge  is  acted  upon  with  a  force  of  one  dyne. 

If,  therefore,  a  body  carries  a  charge  of  e  units  in  an  electric 
field  whose  intensity  is  R,  the  force  F  acting  upon  this  body  will 
be  given  by 

F 

D        ^  Defining  equation  for  in-         t7_    i  qq 

^  -  ~ '  tensity  of  electric  field.         ^H-  ^OtJ 

which  is  the  defining  equation  for  i?,  and  which  is  a  strict  ana- 
logue of  Eq.  119  defining  the  intensity  of  a  magnetic  field. 

Since  F  is  a  vector  quantity  and  e  a  scalar,  it  follows  that  R 
is  a  vector.  Hence  in  order  to  specify  an  electric  field  it  is  quite 
as  necessary  to  state  its  direction  as  its  intensity. 
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Lines  of  Electric  Force 

340.  This  fact  led  Faraday  to  introduce  into  electrical  science 
the  conception  of  "  lines  of  force,"  a  most  helpful  mode  of  de- 
scription.    He  imagines  that  in  any  region 
where  there  are  charged  bodies  these  "  lines 


FiQ.  259. —  Field  about 
charged  sphere. 


the  line  of  force  takes  the  direction  of  the 
electric  field  at  that  point.     Not  only  so, 
but  the  closeness  (density,  if  you  like)  with 
which  the  lines  of  force  are  drawn  at  any 
point  in  the  field  is  proportional  to  the 
intensity  of  the  field  at  that  point.     In  this 
manner,  Faraday    and    Maxwell   gave  a 
simple,  lucid,  and  accurate  graphical  description  of  an  electric  field. 
As  one  of  the  simplest  possible  illustrations  consider  a  posi- 
tively charged  metal  sphere  placed  on  a  table  in  a  cubical  room. 

Here  the  negative  charge  lies,  as  we  -|.  ^;^^^^;?^;7/^-^-'" '^^/.'^^^^^^  4- 

shall  presently  learn,  upon  the  walls  of 
the  room.     If  now  the  region  about   _^ 
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the  charged  sphere  be  tested  by  a  bit  fig.  260.  — Showing  distribution 
of  linen  thread,  say  2  inches  long,  sup-     '^'^  ^^^'"^^^  ^^^'^  p^*"^"^^  p^^^«- 
ported  at  its  middle  point  by  a  silk  fiber,  it  will  be  found  that  the 
bit  of  linen  acts  as  a  compass  needle  for  the  electric  field  and 
that  the  electric  field  is  radially  distributed  about  the  sphere. 


^M^^^^^^^?:^^^^':^^:';^^^^^ 
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Fio.  261.  — Showing  electric  field  l)e- 
tween  parallel  plates  in  t«rms  of  lines 
of  force. 


Hence  the  lines  of  force  are  to  be 
drawn  in  a  radial  direction  as  in 
the  accompanying  figure. 

As  another  illustration  con- 
sider two  equal  parallel  plates, 
A  and  B  (Fig.  260),  one  charged 
positively,  the  other  holding  an  equal  negative  charge.  In  such 
an  arrangement,  the  electric  field  is  limited  almost  exclusively  to 
the  region  between  the  plates ;  hence  also  are  the  lines  of  force. 
And  since  the  field  is  also  uniform,  it  follows  that  its  represen- 
tation must  be  very  like  that  indicated  in  Fig.  261.     The  analogy 
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between  electric  and  magnetic  lines  of  force  is  obvious.    The  space 
inclosed  by  a  bundle  of  lines  of  force  forms  a  tube  of  force. 

Electrostatic  Induction 

341.  For  charging  bodies  there  are  other  methods  besides 
friction.  One  of  the  most  interesting  of  these  is  the  following, 
which  appears  to  have  been  discovered  by  Stephen  Gray.*  He 
found  that  one  may  charge  a  body,  provided  this  body  be  a 
conductor,  by  simply 
bringing  it  into  the 
field  of  another 
charged  body. 

Let  A  (Fig,  262)  be 
a  charged  body.  A 
tin  can  on  a  block  of 
paraflSn  or  a  hollow 
brass  sphere  supported 
on  a  glass  stem  will 
answer  well.  Let  B 
indicate  an  insulated  conductor  which  is  not  charged.  A  block  of 
wood  covered  with  lead  foil  and  supported  on  a  glass  or  rubber 
stem  will  answer  well.  Bring  B  into  the  neighborhood  of  -4  — 
say  within  three  or  four  centimeters  of  it  —  and  examine  B  with 
the  proof  plane  and  electroscope  as  follows :  — 

1.  Touch  the  proof  plane  to  the  charged  body  A.  Carry 
this  charge  to  the  electroscope.  You  will  get  a  distinct  separa- 
tion of  the  gold  leaves. 

2.  Touch  the  proof  plane  to  the  end  of  B  which  is  nearest 
Ay  and  carry  the  charge  to  the  electroscope  while  the  leaves 
still  diverge.  The  divergence  of  the  leaves  diminishes,  showing 
that  the  charge  on  this  part  of  B  is  opposite  to  that  on  A, 

Repeat  the  process  until  the  leaves  have  completely  collapsed 
and  have  again  diverged.  They  are  now  charged  with  the  same 
kind  of  electrification  that  is  on  the  near  end  of  B, 

3.  Touch  the  proof  plane  to  the  end  of  B  that  is  most  remote 

*  Poggendorff ,  Geschichte  der  Physik,  p.  839 :  but  Professor  S.  P. 
Thompson  assigns  the  discovery  to  John  Canton,  of  London,  in  1753. 


Fiu.  262.  —  The  phenomenon  of  electrostatic 

induction. 


396 


GENERAL  PHYSICS 


from  A.    The  leaves  begin  to  collapse  again,  showing  that  the 
two  ends  of  B  have  charges  of  different  signs. 

This  experiment  should  always  be  repeated  until  the  evidence 
is  perfectly  clear  for  thinking  that  when  an  uncharged  conductor 
is  brought  into  the  field  of  a  charged  body,  the  uncharged  body 
becomes  electrified  exactly  as  indicated  in  Fig.  262  above.  The 
charges  on  B  are  said  to  be  induced,  and  the  phenomenon  is  called 
electrostatic  induction,  or  influence. 

At  this  point  it  is  all-important  to  note  that  the  induced  charge 
on  B  does  not  at  all  diminish  the  charge  on  ^.  It  is  produced 
by  means  of  the  charge  on  A,  but  not  at  the  expense  of  the  charge 
on  A.    Nor  does  a  glass-plate  or  other  insulator  thrust  in  between 

A  and  B  interfere 
in  the  slightest 
with  the  induc- 
tion or  influence 
of  A  on  B, 

In  terms  of  the 
electron  theory, 
this  process  of 
charging  by  in- 
fluence is  very 
simply  explained. 
Every  conductor 
is  supposed  to  contain  within  it  a  large  number  of  more  or  less 
free  electrons.  As  soon  as  a  positively  charged  body,  A,  is 
brought  near  this  conductor,  /i,  these  free  electrons  are  attracted, 
just  as  any  other  negatively  charged  bodies  would  be,  from  all  parts 
of  the  conductor  to  the  end  nearest  the  positively  charged  body. 
Hence  that  end  shows  a  negative  charge.  The  electrons  are  drawn 
away  from  the  far  end  of  the  conductor ;  hence  it  has  less  than  its 
normal  number  of  electrons  and  is  therefore  positively  charged. 

342.    Up  to  this  point  we  have  considered  each  of  the  conduc- 
tors, A  and  i?,  insulated.     Imagine  now  the  body  B  to  be  con- 
nected with  the  earth,  which  we  know  to  be  a  good  conductor. 
We  have  then  an  interesting  special  case. 
Our  conductor  B  (Fig.  263)  has  now  been  very  much  enlarged ; 
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ELECTROSTATICS  397 

indeed,  it  includes  the  earth  itself,  so  that  B  is  at  least  8000  miles 
long.  There  is,  therefore,  only  one  end  of  B  which  is  near  enough 
for  us  to  examine,  and  at  this  end  we  find,  as  before,  an  electri- 
fication which  is  opposite  that  on  A, 

Suppose  now  we  remove  the  wire.  The  body  B  is  again  re- 
duced to  its  former  size;  but  it  will  now  be  charged  negatively 
while  A  is  charged  positively.  We  have  thus  learned  how  to 
charge  a  body  without  using  friction  and  without  diminishing  the 
original  charge  on  A .  This  fact  might  be  called  a  fifth  fundamental 
discovery  in  electrostatics. 

The  Electrophorus 

343.  A  simple  illustration  of  the  foregoing  principle  as  well 
as  one  of  the  most  convenient  instruments  in  the  laboratory  for 
producing  electric  charges  quickly  and  easily  is  the  electro- 
phorus announced  by  the  Italian  physicist,  Volta,  in  1775.  It 
consists  of  a  plate  of  hard  rubber,  rosin,  or  some  substance  which 
can  be  electrified  by  friction  and  a  metal  disk  C,  which  is  provided 
with  an  insulating  handle  //,  and  which  is  called  a  **  carrier." 
The  hard  rubber  plate  P  generally  rests 
upon  a  sheet  of  metal  S,  which  is  called 
the  "  sole  plate."  ^ ^ 

Suppose  the  plate  to  have  been  rubbed 


with  catskin  and  therefore  to  be  negatively  Fio.  264.  — Electrophorus 
electrified.    Then  when  the  carrier  is  made  °^  Volta. 

to  approach  the  plate  of  ebonite  the  induced  charges  will  be 
distributed  as  showTi  in  Fig.  264.  When  the  carrier  is  placed 
upon  the  plate,  it  will  be  supported  by  slight  rugosities  so  that  it 
will  not  receive  any  charge  by  conduction  from  the  plate.  .  If  now 
the  finger  be  touched  to  the  carrier,  the  negative  charge  will  run 
off  to  earth  and  the  positive  charge  will  remain  bound.  When, 
however,  the  carrier  is  removed,  by  the  handle,  to  a  distance  from 
the  plate,  the  bound  charge  becomes  free,  and  available  for  charg- 
ing other  bodies.  Evidently  this  process  may  be  repeated  as 
many  times  as  one  likes. 

Within  recent  years  machines  have  been  invented  by  which 
one  can  carry  on  this  process  of  induction  continuously.    Only 
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instead  of  expending  energy  in  lifting  the  charged  carrier  away 
from  the  charged  plate^  one  employs  his  energy  in  rotating  a  aeries 
of  charged  disks. 

The  eariiest  of  these  madiines  was  invented  by  Belli  in  1831 ; 
the  latest  and  best  form  is  that  of  Wimshurst.  The  advanced 
student  will  find  the  action  of  these  infiuence  maclnne$,  as  tfaey 
are  called,  described  in  some  of  the  larger  texts,  such  as  that  of 
Poynting  and  Thomson. 

Equal  QuantUies  cf  Positive  and  Negatite  Electnficaiitm  Ahoaj/B 

Produced 

844.  Let  us  now  modify  the  electroscope,  described  in  {  332, 
^      ^  either  by  fitting   it  with  a  hollow  metal 

Imi  vessel,  as  indicated  in  Fig.  265,  or  by  oon- 

I      I  necting  it,  by  use  of  a  light  wire,  to  a  hollow 

insulated  vessel,  as  diagrammed  in  Fig.  266. 
Any  charged  body  introduced  into  thb  can 
will  affect  the  gold  leaves  even  more  than  if 
it  were  brought  up  near  to  the  electroscope 
itself ;  for,  indeed,  the  can  is  now  a  part  of 
the  electroscope.  The  can  should  also  be 
provided  with  a  metal  lid,  suspended  on  the 
same  silk  thread  which  carries  the  charged 
body.     Now  what  is  most  remarkable  is  that 

Fio.265.-Equalityof  '^  matters  not  in  what  part  of  this  closed 
positive  and  negative  vessel  the  charged  body  is  placed,  the  effect 
charges.  ^^  ^j^^  g^jj  leaves  is  just  the  same. 

We  are  now  prepared  to  try  the  following  fundamental  experi- 
ment: Take  two  noncon- 
ducting glass  rods,  A  and  B 
(Fig.  267).  About  the  end 
of  one  of  them  fasten  a 
short  pocket  or  tube  of 
woolen  goods  so  that  it  will 
not  easily  slip  off.  On  the 
side  of  this  pocket  sew  an- 
other similar  pocket  of  woolen  doth  into  which  the  second  glA3a 
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tube  will  slide  with  gentle  friction.  By  merely  inserting  the  glass 
rod  into  the  pocket  and  twisting  it  about,  one  is  easily  able  to 
electrify  the  lower  end  of  the  free  glass  rod  positively  and  the 
woolen  pocket  negatively. 

Observe  then  that  — 

(i)  No  effect  is  produced  upon  the  electroscope  so  long  as 
both  the  rods  are  held  in  the  can.  When  they  are  electrified 
by  twisting  the  glass  rod  in  the  pocket,  no  divergence  of  gold 
leaves  follows. 

(ii)  But  if  either  the  free  rod  or  the  one  that  carries  the  woolen 
cloth  be  removed,  the  gold  leaves 
diverge,  showing  that  both  the 
cloth  and  rod  are  charged. 

(iii)  The  charge  on  the  glass  is 
opposite  in  sign  to  that  on  the 
woolen  cloth. 

The  same  series  of  experiments 
may  be  tried  with  a  piece  of  silk 
and  a  glass  rod. 

In  each  case  we  have  two 
oppositely  charged  bodies  such  that  their  combined  effect  on  the 
electroscope  is  zero.  The  same  phenomenon  is  observed,  indeed, 
whatever  two  bodies  are  rubbed  together.  The  inference  is,  there- 
fore, that  whenever  we  produce  by  friction  a  certain  electric  charge, 
we  always  produce  at  the  same  time  an  equal  charge  of  opposite 
sign.  This  is  always  true  in  the  case  of  induction.  If  we  induce 
two  opposite  charges  on  a  conductor  and  then  remove  the  induc- 
ing charge,  we  find  that  the  induced  charges  will  just  neutralize 
each  other ;  all  evidence  of  electrification  disappears,  showing  that 
the  two  induced  charges  are  equal  and  opposite.  This  general 
truth,  discovered  by  Faraday  and  expressed  as  follows,  may  be 
called  the  sixth  fundamental  fact  in  electrostatics. 

When  electrification  is  produced  by  friction,  by  induction,  or 
by  any  other  means,  the  positive  and  negative  charges  so  pro- 
duced are  always  equal. 
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DistribvJtion  of  Electricity  over  Conducting  Surfaces 

346.  It  is  also  interesting  to  examine,  by  means  of  a  proof 
plane  and  electroscope,  the  various  parts  of  the  surface  of  an 
irregularly  shaped  conductor,  such  as  that  represented  in  Fig.  268. 

The  proof  plane,  after  being  brought  once  into  contact  with  a 
flat  portion  of  the  body,  does  not  produce  nearly  so  great  a  diver- 
gence of  the  gold  leaves  as  when  touched  once  to  either  end  of  the 
body.  The  sharper  the  end  {i,e.  the  greater  the  curvature  of  the 
surface),  the  greater  the  charge  which  the  proof  plane  carries  away. 

We  see  from  experiments  of  this  kind  that  the  electrification 
is  not  uniformly  distributed  over  a  conductor.    The  sharper  any 


Fio.  268.  —  Electric  charge  accumu- 
lates near  sharp  end  of  body. 


FiQ.  269.  —  Charge  resides  on 
outside  of  conductor. 


end  or  point,  the  more  the  charge  tends  to  collect  there.  When 
we  examine  the  inside  and  outside  of  a  tin  cup,  in  the  same  manner, 
we  find  that  practically  all  of  the  charge  resides  on  the  outside. 

In  general,  it  has  been  found  that  the  manner  in  which  elec- 
trification distributes  itself  upon  a  conductor  depends  only  upon  the 
shape  of  the  body  and  upon  the  presence  of  surrounding  charges. 

To  describe  each  of  these  various  distributions  would  be  an 
infinite  task ;  but  we  may  always  be  certain  that  the  charge  on 
the  outside  of  any  closed  conductor  is  distributed  in  such  a  way 
that  it  will  produce  no  electric  field  —  no  electric  force  —  inside 
the  closed  conductor. 

Even  in  the  case  of  a  conductor  such  as  a  tin  pail  which  is 
not  quite  closed,  the  electrification  is  very  nearly  all  on  the  out- 
side, and  the  intensity  of  the  electric  field  inside  is  very  small. 


ELECTROSTATICS 


401 


Accordingly,  if  we  wish  to  protect  any  instrument  from  elec- 
trical disturbances,  we  have  only  to  place  it  inside  an  electrical 
conductor  which  is  closed  or  nearly 
closed. 

Take  a  small  electroscope  and 
place  it  inside  a  roll  of  wire  screen, 
as  shown  in  Fig.  270.  If  the  meshes 
of  the  screen  are  reasonably  fine, 
there  is  scarcely  any  electrical  dis- 
turbance you  can  produce  outside 
the  screen  which  will  affect  the  sen- 
sitive gold  leaves  inside. 

This  great  fact  that  any  electrical 
disturbance  outside  a  closed  con- 
ductor has  no  effect  on  &e  region  inside  the  closed  conductor  was 
Let  us  put  it  down  as  teverttk 
on  our  list  of  fundamental 


thoroughly  established  by  Faraday. 

-Un-O. 


discoveries  in  electrostatics. 
With  this  principle  in 
mind,  Clerk  Maxwell  sug- 
gested that  the  best  method 
for  protecting  bouses  from 
lightning  is  to  place  them 
in  a  network  of  conductors 
(Fig.  271),  which  shall  be 
as  nearly  as  possible  equiva- 
lent to  a  closed  conductor. 
Benjamin  Franklin,  in  1760,  first  suggested  the  use  of  single 
metallic  rods,  connected  with  the  earth,  as  a  means  of  protection 
against  lightning.  Franklin's  discovery  of  lightning  as  an  elec- 
trical discharge  and  his  invention  of  the  lightning  rod  immediately 
suggests  the  question,  What  is  the 

Origin  of  Atmospheric  Electricity 

346.  Up  to  the  year  1910,  this  phenomenon  had  remained  a 

profound  mystery.    Previous  to  that  date  many  experiments 

had  been  made  on  friction  of  the  air,  evaporation,  freezing,  etc., 

2d 
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in  hopes  that  some  one  of  these  processes  would  be  aceompmied 
by  electrification;  but  aU  in  vain.  Between  1906  and  1910, 
however.  Dr.  6.  C.  Simpson  of  the  British  Meterological  Service, 
working  at  Simla  in  India,  found  that  the  electrification  brought 
down  by  rain  and  snow  is  sometimes  positive  and  sometimes 
negative ;  but  that  the  total  quantity  of  positive  electricity  farou^t 
down  by  rain  is  3i  times  greater  than  the  total  quantity  of  negar 
tive  electricity. 

Any  satisfactory  explanation  must  cover  these  facts  as  well  as 
those  of  lightning. 

The  German  physicist,  Lenard,  had  already  shown  that  rain- 
drops cannot  faU  through  the  atmosphere  with  a  speed  greats 
than  about  8  meters  a  second,  however  large  the  drop ;  for  in  the 
case  of  smaller  drops  the  h'miting  velocity  is  less  than  8  m./sec. 
and  in  the  case  of  larger  drops  it  is  found  that  they  will  go  to 
pieces  and  break  up  into  smaller  drops  as  soon  as  a  speed  of 
8  m./sec  is  exceeded. 

Then  Simpson  found  by  experiment  that,  when  drops  of 
distilled  water  are  aUowed  to  fall  through  a  current  of  air 
which  is  moving  vertically  upward  and  which  has  sufficient 
strength  to  produce  spray,  some  of  the  drops  become  elec- 
trified positively  and  some  negatively;  but  that  the  negative 
drops  produced  are  three  times  as  numerous  as  the  positive 
drops. 

Since  any  process  always  sets  free  equal  quantities  of  positive 
and  negative  electricity,  it  follows  that  the  negative  charges  are 
confined  mainly  to  the  small,  slowly  moving  drops;  the  positive 
charges  to  the  larger  drops. 

The  essential  feature  in  the  production  of  atmospheric  elec- 
tricity is  then  the  electrification  —  or  separation  of  electrons  from 
neutral  atoms  —  which  takes  place  when  a  raindrop  breaks  or 
splashes. 

The  following  remarkably  clear  account  of  the  electricity  which 
accompanies  thunderstorms  —  as  also  much  of  what  has  been 
said  above  —  is  taken  from  a  lecture  given  by  Professor  W.  J. 
Humphreys  of  our  own  Weather  Bureau  before  the  Franklin 
Institute  in  1914. 
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"  A  strong  upward  current  of  air  is  one  of  the  most  conspicuous 
features  of  the  thunderstorm.  It  is  alwayR  evident  in  the  turbulent 
cauliflower  heads  of  the  cumulus  cloud,  the  porent,  presumably,  of 
all  thunderstorms.  Besides,  its  inference  is  compelled  by  the  occur- 
rence of  hail,  n  frequent  thunderstorm  phenomenon,  whose  formation 
requires  the  carrying  of  raindrops  and  the  growing  hailstones  repeat- 
edly to  cold  and  therefore  high  altitudes.  And  from  the  existence  of 
hail  it  is  further  inferred  that  an  updraft  of  at  least  S  metres  per  sec- 
ond must  often  occur  within  the  body  of  the  storm,  since,  as  experiment 
shows,  it  requires  approximately  this  velocity  to  support  the  larger 
drops,  and  even  a  greater  velocity  to  support  the  average  hailstone. 

"  Experiment  also  shows  that  rain  cannot  fall  through  air  of  ordi- 
nary density  whose  upward  velocity  is  greater  than  about  8  metres 
per  second,  or  itself  fall  with  greater  velocity  through  still  air ;  that 
in  such  a  current,  or  with  such  a  velocity,  drops  large  enough,  if  kept 
intact,  to  force  their  way  down,  or,  through  the  action  of  gravity,  to 
attain  a  greater  velocity  than  8  metres  per  second  with  reference  to 
the  air,  whether  still  or  in  motion,  are  so  blown  to  pieces  that  the  in- 
creased ratio  of  supporting  area  to  total  mass  causes  the  resulting 
spray  to  be  carried  aloft  or  left  behind,  together  with,  of  course,  all 
original  smaller  drops.  Clearly,  then,  the  updrafta  within  a  cumulus 
cloud  frequently  must  break  up  at  about  the  same  level  innumerable 
drops  which,  through  coalescence,  have  grown  beyond  the  critical 
aize,  and  thereby,  according  to  Simpson's  experiments,  produce  elec- 
trical separation  within  the  cloud  itself.  Obviously,  under  the  tur- 
moil of  a  thunderstorm,  its  choppy  surges  and  pulses,  such  drops  may 
be  forced  through  the  cycle  of  union  (facilitated  by  any  charges  they 
may  carry)  and  division,  of  coalescence  and  disruption,  from  one  to 
many  times,  with  the  formation  on  each  at  every  disruption,  again 
according  to  fx-peri merit,  of  a  correspondingly  increased  electrical 
charge.  The  turmoil  compels  mechanical  contart  between  the  drops, 
whereupon  the  charges  break  down  the  surface  tension  and  insure 
coalescence.  Hence,  once  started,  the  electricity  of  a  thunderstorm 
rapidly  grows  to  a  considerable  maximum. 

"  After  a  time  the  larger  drops  reach,  here  and  there,  places  below 
which  the  updraft  is  small  —  the  air  cannot  be  rushing  up  every- 
where —  and  then  fall  as  positively  charged  rain,  because  of  the  pro- 
cesses just  explained.  The  negative  electrons  in  the  meantime  are 
carried  up  into  the  higher  portions  of  the  cumulus,  where  they  unite 
with  the  cloud  particles  and  thereby  facilitate  their  coalescence  into 
negatively  charged  drops.  Hence,  the  heavy  rain  of  a  thunderstorm 
should  be  positively  charged,  as  it  almost  always  is,  and  the  gentler 
portions  negatively  charged,  which  also  usually  is  the  case. 
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''  Such  in  brief  is  Dr.  Simpson's  theory  of  the  origin  of  the  elec- 
tricity in  thunderstorms,  a  theory  that  fully  accounts  for  the  facts  of 
observation  and  in  turn  is  itself  abundantly  supported  by  laboratory 
tests  and  simulative  experiments. 

''  If  this  theory  is  correct,  and  it  seems  well  founded,  it  must  follow 
that  the  one  essential  to  the  formation  of  the  giant  cumulus  cloud, 
namely,  the  rapid  uprush  of  moist  air,  is  also  the  one  essential  to  the 
generation  of  the  electricity  of  thunderstorms.  Hence,  the  reason  why 
lightning  seldom  if  ever  occurs  except  in  connection  with  a  cumulus 
cloud  is  understandable  and  obvious.  It  is  simply  because  the  only 
process  that  can  produce  the  one  is  also  the  process  that  is  necessary 
and  sufficient  for  the  production  of  the  other.'' 

The  Idea  of  Electric  Potential 

347.  Few  conceptions  —  perhaps  none  —  have  ever  been  in- 
troduced into  the  treatment  of  electricity  that  have  been  more 
helpful,  in  the  way  of  simplification,  than  that  of  "  potential," 
an  idea  which  is  due  to  the  celebrated  French  astronomer,  Laplace. 
The  name  is  due  to  the  English  physicist,  Green.  Not  only  is 
the  idea  simple ;  it  is  quite  independent  of  the  meaning  of  other 
electrical  terms. 

Definition  of  Potential  Difference 

The  diflference  of  potential  between  any  two  points  in  an  elec- 
tric field,  say  P  and  S  in  Fig.  272,  is  defined  as  the  work  required 
to  carry  a  unit  of  positive  electricity  from  P  to  S  against  the  elec- 
trical forces  in  the  field. 

Difference  of  potential  is  then  a  difference  of  electrical  condi- 
tion which  determines  the  direction  of 
transfer  of  electricity  from  one  point 
to  another ;  just  as  difference  of  level 
determines  the  direction  of  transfer  of 
water  from  one  point  to  another. 
It  is  important  to  observe  that  in 
^'°-  272.  this  definition  all  forces,  such  as  fric- 

tion, which  are  always  opposed  to  the  direction  of  motion  are 
especially  ruled  out;  the  only  force  considered  is  an  electrical 
one,  which,  as  Coulomb  has  shown,  depends  upon  the  distance 
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only.  Since  this  is  true,  a  little  consideration  will  show  that 
the  work  done  on  the  unit  charge  in  passing  from  P  to  S  is 
independent  of  the  path  pursued  between  these  two  points. 
For,  suppose  that  less  work  is  done  when  the  charge  is  carried 
along  the  route  A  than  along  the  route  B ;  and  imagine  the  charge 
to  be  carried  along  the  entire  circuit  PASBP.  If  the  work  done 
along  the  path  PAS  is  positive,  that  along  the  path  SBP  will 
be  negative ;  in  other  words  the  field  will  do  work  upon  the  charge 
as  it  passes  from  iS  to  P  along  B,  And  since  more  work  is  done 
along  the  path  B  than  A,  it  follows  that  we  shall,  by  going 
through  this  cycle,  get  more  work  out  of  the  field  than  we  have 
spent  upon  it;  and  every  time  this  cycle  is  repeated  we  shall 
gain  a  definite  amount  of  energy.  But  since  it  is  impossible  to 
create  energy  (§  107),  we  must  conclude  that  our  hypothesis  is 
wrong  and  that  the  same  amount  of  work  will  be  required  to  carry 
a  charge  from  P  to  S  along  any  path  whatsoever. 

Potentinl  Difference  a  Scalar  Quantity 

348.  From  the  definition  just  given  it  will  be  seen  that  dif- 
ference of  potential  is  a  ratio  between  a  certain  amount  of  work 
and  a  certain  electric  charge.  Its  defining  equation,  if  we  denote 
potential  difference  by  P.D,,  work  by  W,  and  charge  by  Q,  is 

^  ^         W        Defining  equation         _       ^^ , 
P.D.  =  —  ;         for  difference  of         Eq.  134 
Q  potential. 

and  since  JV  and  Q  are  each  scalar  quantities  it  follows  that  poten- 
tial difference  is  also  a  scalar. 

Special  Case 

349.  Find  the  difference  of  potential  between  any  two  points 
P  and  S  when  the  electric  field  is  due  to  a  charge  Q  on  a  smaU 
sphere  at  0. 

For  the  sake  of  simplicity  we  may  assume  (what  will  not  detract 
from  the  generality  of  the  result)  that  the  three  points  0,  P,  and 
S  all  lie  in  the  same  straight  line,  as  indicated  in  Fig.  273.  Let 
us  now  suppose  the  distance  PS  to  be  divided  into  a  large  number, 
say  n,  of  small  equal  parts,  PPi,  P1P2,  ^2^8*  •  •  •  Rn~iS. 
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Denote  the  distance  OS  by  r^,  the  distance  OP  by  fp,  and  the 
distances  ORi,  Oft,  ORi,  etc.,  by  n,  r2,  ra,  etc.  Then  remembering 
that  electric  intensity  is  the  force  on  unit  positive  charge,  we  have 

Electric  intensity  at  P  =  —^ 


Electric  intensity  at  A  =  -^, 

Electric  intensity  at  ft  =  "T"> 

Pi 


Fig.  273. 


Hence 


etc., 
Electric  intensity  at  S 


Q 


=  SL 


Average  intensity  over  distance  Pft  =  -^^  very  approximately, 

TpTi 

Q 


Average  intensity  over  distance  ft  ft  =  ^^  very  approximately, 

rir2 

etc. 

Hence  the  work  in  canning  the  positive  unit 


from  P 

to  Ri  = 

rpTi 

from  Ri 

to  ft  = 

rir2 
etc., 

from  /?-_i 

toS  = 

"    r, 

-.,=,(■-1), 


Let  us  now  take  the  sum  of  these  small  quantities  of  work, 
and  it  will  be  observed  that  all  the  intermediate  terms  cancel 
out,  and  we  have  for  the  total  work  done  in  carrying  a  unit  charge 
from  P  to  S,  the  quantity 


€riy 


which  16  the  solution  of  the  problem. 
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Definition  of  Potential  at  Point 
360.   Let  the  initial  point  P  be  chosen  at  such  a  great  dis- 
tance (say  at  infinity)  from  the  charge  Q  that  —  =  0 ;   then  the 

intensity  at  P  is  also  zero,  and  we  have  an  expression  for  the 
amount  of  work  done  in  bringing  the  positive  unit  from  an  infinite 

Q 

distance  to  the  point  S,  namely,  —  . 

The  potential  at  any  point  is  accordingly  defined  as  the  amount 
of  work  which  must  be  done  in  carrying  a  positive  unit  charge 
from  an  infinite  distance  to  that  point.  This  quantity  may  be 
denoted  by  F^,  and  when  the  field  is  produced  by  a  single  charged 
particle,  may  be  defined  algebraically  as  follows :  — 

F^  =  ^  .  Eq.  136 

It  is  important  to  observe  that  the  theorem  just  proved  applies 
not  only  to  a  field  produced  by  a  charged  particle,  but  also  to  a 
body  which  acts  as  if  its  charge  were  all  concentrated  in  a  single 
point.  A  charged  sphere  acts  in  this  way,  namely,  as  if  its  entire 
charge  were  concentrated  at  the  center  of  the  sphere.  Hence 
Eq.  135  gives  us  the  potential  of  a  spherical  conductor  of  radius  r^. 

If  there  be  several  charges  in  the  field,  then  the  total  poten- 
tial at  any  point  S  is  obtained  by  adding  the  separate  potentials 
at  the  point  S  due  to  each  separate  charge.  Potentials,  it  must 
be  remembered,  are  scalar  quantities.  Hence  follows  the  gen- 
eral theorem  that  the  potential  at  any  point  5,  in  an  electric  field, 
is  obtained  by  adding  the  quotients  of  each  charge  divided  by  its 
own  distance  from  the  point  S. 

For  purposes  of  computation,  the  following  algebraic  expres- 
sion of  this  theorem  is  convenient :  — 


-<!)• 


Eq.  136 


When  this  expression  is  positive,  it  means  that  work  must  be 
done  upon  the  positive  unit  to  bring  it  from  infinity  to  the  point 
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S;  but  when  negative,  the  meaning  is  that  work  will  be  done  bp 
the  positive  unit  in  coming  from  an  infinite  distance  to  the  point  S. 
In  speaking  of  the  potential  at  a  point,  it  is  not  necessary  to  think 
of  any  electricity  at  that  point ;  just  as  when  we  speak  of  a  certain 
height  above  the  sea  level  we  do  not  need  to  think  of  a  heavy  body 
at  that  height. 

Zero  of  Potential 

361.  Ordinarily  it  is  not  necessary  to  go  to  infinity  in  order 
to  reach  a  point  where  the  electric  intensity  is  zero.  For  the 
earth  is  such  a  tremendous  body  that  its  potential  is  not  appre- 
ciably affected  by  any  operations  which  we  may  carry  on  in  our 
laboratories  and  factories.  Hence  the  earth  is  chosen  as  a  body 
of  zero  or  standard  potential  on  exactly  the  same  principle  fliat 
the  mean  sea  level  is  chosen  as  a  stirf  ace  of  zero  or  standard  height. 
The  potential  of  any  body  is,  by  universal  agreement,  merely  the 
excess  or  defect  of  its  own  potential  above  or  below  that  of  the 
earth. 

Eqvipotential  Surfaces 

362.  One  of  the  best  methods  for  describing  an  electric  field 
is  simply  to  join  together  all  those  points  in  it  which  have  the 
same  potential  as  any  selected  point  P.  But  so  long  as  two  points 
are  at  the  same  potential,  it  is  evident  that  no  work  will  be  done 
in  carrying  electricity  from  one  of  these  points  to  the  other.  Nor 
will  there  be  any  tendency  of  electricity  to  flow  from  one  such 
point  to  another.  In  general  the  locus  of  these  points  will  be  a 
surface;  and  this  surface  is  said  to  be  "  equipotential.*' 

Accordingly  an  equipotential  surface  is  defined  as  one  on  which 
the  potential  has  the  same  value  at  every  point. 

Thus  if  the  charge  which  produces  the  field  is  situated  on  a 
single  particle,  and  if  the  charge  remains  constant,  the  poten- 
tial at  any  point  S  will  depend  only  upon  the  distance  of  S  from 
the  particle ;  and  hence,  for  all  points  which  lie  on  the  surface  of 
a  sphere  drawn  about  the  charged  particle  as  a  center, 

Q 

—  =  constant. 

r 
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Any  one  of  the  circles  shown  in  Pig.  274  represents,  therefore, 
a  section,  by  the  plane  of  the  paper,  of  an  equipotentiai  surface 
(a  sphere)  due  to  a  point  charge  at  Q. 

Since  there  is  no  change  of  potential  over  any  one  of  these 
surfaces,  it  follows,  from  the  definition  of  potential,  that  no 
work  will  be  done  in  carrying  a  unit 
charge  from  any  one  point  to  any  other 
point  on  the  same  equipotentiai  sur- 
face. But  in  taking  a  positive  unit 
from  the  surface  passing  through  P  to  i 
the  surface  passing  through  5,  one 
must  do  Vs  —  Vp  units  of  work.  The 
simplicity  of  this  expression  for  work 
shows  the  convenience  and  importance 
of  the  idea  of  potential. 

When  the  charge  resides  upon  a  body 
other  than  a  particle  or  a  sphere,  the  equipotentiai  surfaces  be- 
come, of  course,  more  complicated  than  those  shown  in  Fig.  274. 

The  work  done  in  carrying  a  unit  charge  from  one  point  to 
another  in  an  electric  field  may  also  be  regarded  as  the  product  of 
the  average  intensity  of  field  R  and  the  distance  «  between  the 
two  points. 

Therefore 

Va-Vf  =  R»,  Eq.  137 

where  s  is  the  distance  between  P  and  S.     See  Fig.  274, 

From  this  it  follows  that  between  any  two  equ^tential  sur- 
faces llie  intensity  R  will  be  greatest  in  the  direction  in  which 
the  distance  s  is  least. 
363.  And  this  leads  us  back  again  to  the  idea  of 


Lines  of  Force 

For  "  the  direction  of  an  electric  field  "  at  any  point  is  merely 
the  direction  in  which  the  electric  intensity  is  greatest,  that  is, 
the  direction  in  which  the  distance  between  any  two  equipoten- 
tiai surfaces  drawn  near  that  point  is  least.  The  direction  of  the 
electric  intensi^  at  tasg  point  is  therefore  normal  to  the  eqni- 
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potential  surface  passing  through  fiutt  point.  This  result  would 
also  follow  immediately  from  tlie  definition  of  an  equipotential 
surface  as  one  along  whicli  no  work  is  required  to  carry  an  electric 
charge. 

When,  therefore,  a  field  lias  once  been  described  by  drawing 
its  equipotential  surfaces,  it  becomes  a  matter  of  great  ease  to 
also  describe  it  in  terms  of  lines  of  force.  For  we  have  merdy 
to  draw  the  normals  to  these  surfaces  at  every  point.  Thus  in 
Fig.  275  the  equipotential  sur- 
faces are  indicated  by  dotted 
tines;  the  normals  which  are 
shown  solid  are,  therefore,  the 
lines  of  force. 

Surfaces  of  Condvctora  are 

Equipotential 
364.  A  little  consideration 
will  show  that  when  a  con- 
ductor is  insulated  and  charged 
it  will  be  an  equipotential  sur- 
face as  soon  as  the  electric 
charpc  comes  to  rest,  which 
it  Hoes  almost  instantaneously. 
For  if  the  component  of  the  electric  intensity  along  the  surface 
of  the  conductor  had,  at  any  point,  a  value  other  than  zero, 
the  electricity  at  this  point  would  move  in  the  direction  of  the 
force  exerted  upon  it.  But,  by  hypothesis,  the  charge  is  at  rest. 
Any  conductor  holding  a  charge  at  rest  is  therefore  an  equi- 
potential surface.  Indeed,  this  is  the  one  practical  method  for 
"manufacturing"  equipotential  surfaces  in  the  laboratory. 

At  this  point  the  student  will  find  it  helpful  to  show,  by  means 
of  a  diagram,  just  how  one  can  arrange  a  ct)riductor  (i)  so  that  it 
will  have  a  positive  charge  while  it  remains  at  zero  potential,  and 
(ii)  so  that  it  will  have  zero  charge  while  it  is  at  positive  potential. 
The  advanced  student  will  discover  that  the  entire  science  of 
electrostatics  reduces  itself  almost  to  a  special  case  of  the  poten- 
tial theory. 
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Flo.  275.  — Illustrating  the  relation  be- 
tween lines  of  foroe  and  equipnlpntinl 
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Measurement  of  Potential 

355.  The  simplest  means  for  obtaining  a  quantitative  indica- 
tion of  potential  difference  is  perhaps  the  gold  leaf  electroscope. 
But  why,  some  one  asks,  does  not  the  divergence  of  the  gold 
leaves  measure  quantity  instead  of  potential  ?  For  it  is  evident, 
at  once,  that  the  force  which  drives  the  gold  leaves  apart  is  di- 
rectly proportional  to  the  amount  of  charge  on  the  leaves.  The 
reply  to  this  query  is  that  if  the  electroscope  be  isolated  and 
entirely  disconnected  from  any  other  body,  the   divergence  of 


Fia.  276.  —  Illustrating  the  use  of  the  electroscope  to  measure  potential. 

the  leaves  does  measure  the  quantity  of  charge  on  the  instnunent 
as  well  as  its  potential.  For  in  the  case  of  any  single  conductor 
the  charge  and  the  potential  increase  in  the  same  ratio. 

If,  however,  the  electroscope  be  connected,  by  means  of  a  rather 
long  wire,  with  another  and  much  larger  body,  it  is  clear  that 
the  amount  of  work  done  in  bringing  up  a  unit  charge  from  the 
earth  to  the  instrument  will  depend,  not  at  all  upon  the  charge 
of  the  larger  and  distant  body,  but  only  upon  the  quantity  of 
electricity  on  the  electroscope;  in  other  words,  the  potential  of 
the  system  (made  up  of  the  electroscope,  the  wire,  and  the 
large  body)  is  shown  directly  by  the  divergence  of  the  gold 
leaves. 

Wherever  the  electroscope  be  placed,  the  connecting  wire 
insures  that  its  potential  shall  be  tlie  same  as  that  of  the 
body;  for  this  wire  renders  the  entire  system  a  single  metallic 
conductor.  Note  that,  whatever  part  of  the  large  body  is 
touched  by  the  connecting  wire,  the  reading  of  the  electroscope 
remains  the  same. 
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If  while  the  electroscope  be  still  connected  with,  say,  ih» 
tin  cup  in  Fig.  276,  another  electrified  body  or  conductor  be 
brought  into  the  immediate  neighborhood  of  the  electroscope, 
its  divergence  may  change  very  much,  but  its  potential  will 
remain  constant.  The  reason  the  divergence  may  change  is 
precisely  because  the  potential  of  the  gold  leaves  does  remain 
constant.  For  if  a  unit  charge  be  now  carried  up  to  the  electro- 
scope from  infinity,  the  charge  on  the  neighboring  body  B,  in 
Fig.  277,  will  either  aid  or  oppose  the  motion ;  and  hence  the 
charge  on  the  leaves  will  need  to  be  either  larger  or  smaller. 


B    - 


Fig.  277.  —  IlluBtrating  the  effect  of  a  neighboring  body  on  the  reading  of  an 

electroscope. 


respectively,  than  before,  in  order  to  maintain  their  potential 
the  same  as  that  of  the  large  conductor  with  which  they  are 
connected. 

Therefore,  in  order  to  use  an  electroscope  as  an  instrument 
for  measuring  potentials,  it  is  only  necessary  to  connect  the 
body  and  the  electroscope  by  a  wire  which  is  long,  in  compari- 
son with  the  dimensions  of  the  body,  and  to  see  that  no  third 
body  influences  the  gold  leaves. 

It  need  hardly  be  added  that  the  size  of  the  electroscope 
must  be  small  in  comparison  with  that  of  the  body  whose 
potential  is  to  be  measured,  otherwise  the  original  charge  on  the 
body  would  be  appreciably  diminished  and  its  potential  thereby 
reduced. 

The  divergence  of  the  gold  leaves  always  indicates  the  differ- 
ence of  potential  between  the  leaves  themselves  and  the  con- 
ductors immediately  surrounding  them.  For  this  reason,  it  is 
customary  to  surround  the  gold  leaves  with  a  metallic  hood,  such 
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as  that  shown  in  Fig.  270,  which  is  sufficiently  open  for  one  to  view 
the  leaves.  This  metal  cover  is  then  connected  to  earth  and  one 
is  thus  always  sure  that  the  difference  of  potential  which  he  b 
measuring  is  that  between  the  body  connected  to  the  leaves  and 
the  earth.  An  instrument  of  this  kind  provided  with  a  scale  is 
known  as  an  electrometer.  The  advanced  student  will  be  inter- 
ested in  understanding  and  using  the  quadrant  electrometer  de- 
vised by  Lord  Kelvin  and  perfected  by  Dolazalek,  a  fundamental 
measuring  instrument  in  electrostatics. 

The  Idea  of  Electrical  Capacity 

356.  Imagine  the  potential  of  some  one  conductor  to  be  in- 
creased while  all  the  surrounding  conductors  are  connected  to 
earth  so  that  their  potential  remains  zero.  Then  two  things  must 
happen ;  the  charge  on  this  one  conductor  must  increase  and  the 
charges  induced  by  it  on  the  svurounding  conductors  must  increase 
in  the  same  proportion. 

Consequently  the  value  of  the  potential  at  any  point  on  this 

conductor,  which  we  have  already  found  to  be  Sf  ?V  will  increase 

in  the  same  ratio  as  the  charge  on  this  one  conductor.  This  con- 
stant ratio  between  the  charge  and  potential  when  all  other  con- 
ductors are  connected  to  earth  is  called  the  capacity  of  the  conductor. 
The  capacity  of  a  conductor  is  not,  therefore,  "  the  amount  of 
electricitv  it  will  hold  when  it  is  full,"  but  its  numerical  value 
is  the  same  as  the  amount  of  electricity  which  the  conductor 
holds  when  its  potential  is  unity ;   in  other  words,  it  is  the  con- 

a 

stant  ratio  which  experiment  shows  to  exist  between  the  charge 
and  the  potential  of  the  conductor. 

If  capacity  be  denoted  by  C,  its  definition  may  be  given  in 
algebra  as  follows :  — 

Q         Defining  equation 
C  =  ^.  for  electrical  Eq.  138 

Y  capacity. 

# 

This  equation  will  be  found  exceedingly  useful  in  computing 
any  one  of  the  three  quantities  involved,  and  may  indeed  be  re- 
garded as  the  fundamental  equation  of  electrostatics. 
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Capacity  of  a  Sphere 

367.  It  b  evident  from  the  outset  that  the  capacity  of  a  body 
must  depend  upon  its  size.  Take,  for  example,  two  spheres  of 
different  radii  and  pla<^  the  same  charge  upon  each  of  them. 
We  have  already  found  (§  350)  that  the  potential  of  a  sphere  is 

^»    Hence,  in  this  case,  the  charge  Q  will  raise  the  larger  sphere 

to  a  lower  potential  than  it  will  the  small  sphere.  Hence  by  the 
definition  of  capacity  (Eq.  138)  it  is  clear  that  the  larger  sphere 
will  have  the  larger  capacity.  Imagine  a  sphere  to  be  placed  in 
a  room  which  is  large  compared  with  the  sphere.  We  naay  at 
once  find  the  capacity  of  the  sphere  by  computing  the  potential 
at  the  center  of  the  sphere  produced  by  a  positive  charge  Q.  If 
we  denote  any  small  portion  of  the  charge  on  the  surface  by  q, 
and  the  radius  by  R,  then  for  the  potential  at  the  center  we  may 
write 

r  =  s(^)  =  is  (g)  =  |.  which  is  Eq.  135. 

If  the  room  is  large  the  potential  at  the  center  of  the  sphere  will 
not  be  appreciably  affected  by  the  negative  charges  induced  on 

the  walls  of  the  room.     Hence  the  expression  -^  gives  the  po- 

R 

tential  at  the  center  of  the  sphere  and  also  for  the  metal  sphere 
itself,  since  the  potential  throughout  such  a  closed  conductor  is 

uniform.  And  since  in  all  cases  we  have,  by  definition,  f^=*^, 
it  follows  that  in  the  case  of  a  sphere,  in  air, 

C  =  R.  Eq.  139 

In  other  words,  the  capacity  of  a  sphere  is  equal  to  its  radius, 
which  is  a  purely  geometrical  quantity. 

But  suppose  now  that  the  positively  charged  sphere  instead  of 
standing  alone  in  a  large  room  has  other  conductors  standing  near 
it,  and  connected  to  earth.  The  induced  charges  on  these  other 
conductors  are  of  opposite  sign  to  that  on  the  sphere.  The  result 
is  that  less  work  will  be  required  than  before  to  bring  a  positive 
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unit  up  to  the  sphere,  the  charge  on  the  sphere  remaining  the 
same ;  for  now  the  induced  charge  which  is  negative  in  sign  will 
help  by  attracting  the  positive  unit.  In  other  words,  the  poten- 
tial of  the  sphere  will  be  diminished  by  the  presence  of  neighboring 
conductors ;  and  since  the  charge  remains  the  same,  the  capacity 
of  the  sphere  in  the  presence  of  its  neighbors  is  increased  in  the 
same  ratio  in  which  its  potential  is  diminished. 
368.   In  illustration  of  this  fact,  we  proceed  to  compute  the 

Capacity  of  Two  Concentric  Spheres 

or,  more  properly,  the  capacity  of  a  sphere  surrounded  by  another 
concentric  sphere,  which  is  connected  to  earth.  The  arrange- 
ment is  shown  in  Fig.  278,  where  the  two 
shaded  blocks  represent  insulation.  The 
charging  wire  passes  through  a  small  hole  in 
the  outer  sphere.  Such  a  device  is  fre- 
quently called  a  "  condenser." 

As  before  the  potential  of  the  inner  sphere 

is  uniform  and  equal  to  that  at  the  center,    ^iq.  278.  —  Condenaer 
And  since  every  part  of  the  positive  charge      made  up  of  two  concen- 
is  at  a  distance   /?'  from   the  center,  and      *"^  "^  ®'®'* 
every  part  of  the  equal  induced  negative  charge  at  a  distance  /?, 
we  have,  for  the  potential  of  the  inner  sphere, 

\rJ     R'     R 
Hence  the  capacity  of  the  inner  sphere  is 

R'     R 

From  Eq.  140,  it  will  be  seen  that  the  mere  presence  of  the  outside 
sphere,  connected  to  earth,  increases  the  capacity  of  the  inner 
sphere  in  the  ratio  of  /Z  to  /?  —  /?'. 

Capacity  of  Two  Parallel  Plates 

359.   Still  considering  the  pair  of  concentric  spheres,  imagine 
them  to  increase  in  size  until  the  inner  one  is  enormous  compared 
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with  the  distance  between  the  two  spheres.  Then  JR  —  i?'  will 
be  negligible  compared  with  R'  and  we  may  write  for  the  capacity 
of  the  system 

^   area  of  itphere  ^  J^^  ^^^ 
4  IT  X  thickness      4  irt 

Now  any  pair  of  parallel  plane  plates  at  a  distance,  i^  apart 
may  be  considered  as  a  portion  cut  out  of  an  infinitely  large  pair 

of  concentric  spheres 
separated  by  the  same 
U.^^  distance,  t 

^"°      ^^"Vi^  ^y   synmietry   the 

^   0      EARTH  •♦  #  k 

Fio.  27.. — Condenser  made  up  of  two  parallel  plates.  '^  ,      ^     .ii    i 

portion  will  be  pro- 
portional to  the  area  of  this  portion ;  and  accordingly  we  have  for 
the  capacity  of  a  pair  of  parallel  conducting  plane  plates,  in  air, 

C  =  /-,  Eq.  141 

4x1 

where  A  is  the  area  of  either  one  of  the  plates  and  t  is  the  distance 
separating  them. 

Effect  of  Medium  upon  Capacity 

360.  We  have  just  seen  that  the  electrical  capacity  of  a  con- 
ductor depends  partly  upon  its  dimensions,  and  partly  upon  the 
presence  of  neighboring  bodies. 

But  it  was  discovered  by  Faraday  in  1837,  that  there  is  a  third 
factor  entering  into  capacity,  namely,  the  medium  which  sur- 
rounds the  conductor.  This  result  came  out  of  the  following 
experiment.  Faraday  prepared  two  equal  condensers,  each 
consisting  of  an  outer  brass  sphere,  fitted  with  an  inner  brass 
sphere  insulated  from  it.  The  space  between  the  spheres  of  one 
condenser  was  left  filled  with  air ;  that  between  the  spheres  of  the 
other  condenser  was  filled  with  shellac.  It  was  then  observed 
that,  when  the  air-filled  condenser  was  charged  up  to  any  given 
potential,  it  required  1.37  times  as  much  electricity  to  bring  the 
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shellac-filled  condenser  to  the  same  potential.  In  other  words, 
a  medium  of  shellac  gives  to  its  condenser  a  capacity  1.37  times 
greater  than  does  a  medimn  of  air.  Imagine  two  condensers, 
A  and  B,  alike  in  all  respects  except  that  A  is  filled  with  air  and 
B  with  some  other  medium,  then,  by  definition,  the  ratio 

apaci  y  oj      __  jjj^jg^^^  constant  of  the  medium  B. 
Capacity  of  A 

The  dielectric  constant  of  a  substance  is  generally  denoted  by 
K  and  is  often  spoken  of  as  its  specific  indtictive  capacity.  The 
student  will  remember  that  he  has  already  met  this  same  quan- 
tity in  the  discussion  of  Coulomb's  Law  (§  337).  Indeed  the  only 
reason  the  capacity  of  a  body  is  increased  by  surrounding  it  with 
shellac,  sulphur,  etc.,  is  that  by  so  doing  one  diminishes  the  force 
to  be  overcome  in  bringing  up  to  the  body  a  unit  charge  from  the 
earth. 

In  the  light  of  Faraday's  discovery,  which  we  may  call  the 
eighth  fundamental  fact  of  electrostatics,  it  now  becomes  necessary 
to  modify  our  previous  expressions  for  capacity  when  any  di- 
electric other  than  air  is  employed,  and  write. 

For  a  sphere  alone,        C  =  KR.  Eq.  139' 

For  concentric  spheres,  C  =  — ^«  Eq.  140' 

R  —  R 

For  paraUel  plates,        C  =  — •  Eq.  141' 

Summarizing,  one  may  say  that  three  factors  determine  the 
capacity  of  a  conductor,  namely,  (i)  the  geometrical  dimensions  of 
the  body;  (ii)  the  presence  of  other  condiictors  in  the  neighborhood^ 
and  (iii)  the  dielectric  constant  of  the  medium  in  which  the  condvctor 
is  plajced. 

The  Leyden  Jar 

361.   It  IS  now  nearly  two  hundred  years  since  Pieter   van 
Mussehenbroek  (1692-1761)  at  Leyden  discovered  that  a  bottle, 
half  filled  with  water  and  held  in  the  hand,  made  a  very  con- 
venient collector  of  electric  charge. 
2e 
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The  student  will  at  once  recognize  that  the  water  is  here  the 
charged  conductor,  surrounded  by  a  dielectric  of  glass,  this  in 
turn  surrounded  by  another  conductor  (the  hand)  connected  to 
earth.  For  laboratory  purposes,  it  is  more  convenient  to  leplaoe 
the  water  by  an  inside  coating  of  tin  foil,  and  the  hand  1^  an 
outside  coating  of  the  same  metal.  Large  capacities  aie  made 
by  building  up  alternate  layers  of  tin  foil  and  thin  mica,  (xr  i^aas, 
sheets. 

All  of  our  Atlantic  cables  and  underground  wires  are  really 
Leyden  jars.  The  central  wire  b  the  inner  coating,  the  insulating 
material  is  the  dielectric,  and  the  sheath  of  steel  wire  or  lead 

b  the  outer  coating.  One  must  never  forget 
J        I  that,  in  attempting  to  telephone  or  td^graph 

^        ^^      through  such  a  cable,  he  b  using  a  Leyden  jar 

whose  capacity  b  proportional  to  its  length. 

Energy  of  a  Charged  Condvctor 

362.  In  view  of  the  fact  that  the  energy  of 
any  isolated  system  —  electrical  as  well  as  me- 
chanical or  thermal  —  remains  constant,  the  ex- 
pression for  the  energy  of  a  Leyden  jar  becomes 
Fio.  280.  —  Vertical    *  matter  of  Considerable  importance, 
flection  of  Leyden       To  obtain  the  energy  of  a  charged  conductor 
^^'  is  not  a  difficult  matter;   for,  by  the  law  of 

the  conservation  of  energy,  we  have  only  to  measure  the  amount 
of  work  done  in  bringing  the  charge  up  and  putting  it  on  the 
conductor. 

Suppose  we  start  with  an  insulated  conductor  whose  potential 
b  zero ;  let  it  be  charged  by  conduction  from  some  source.  We 
may  think  of  any  finite  charge  which  is  given  the  conductor  as 
brought  up  in  very  minute  charges,  one  at  a  time;  each  one  of 
these  will  slightly  increase  the  potential  of  the  conductor,  so  that 
when  the  charge  is  complete  the  final  potential  of  the  conductor 
will  be,  say,  V. 

Had  the  potential  of  the  conductor  remained  at  its  initial 
value  (zero),  the  work  required  to  bring  up  any  small  charge 
would  have  been  vanbhingly  small,  since  the  potential  of  any 
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conductor  is  the  amount  of  work  required  to  bring  up  a  unit 
charge  from  the  earth  to  that  conductor. 

If,  on  the  other  hand,  the  conductor  had  been  at  potential  V 
during  the  whole  of  the  charging  process,  then  the  amount  of 
work  required  to  bring  up  any  small  charge  q  would  have  been  qV. 

But,  as  a  matter  of  fact,  the  potential  of  the  conductor  varied 
directly  as  the  amount  of  charge  placed  upon  it,  so  that  the 

mean  value  of  the  potential  during  the  charging  process  was 

y 

--.    If  then  the  total  charge  be  called  Q,  the  amount  of  work  re- 

quired  to  charge  the  conductor  is  ]iQV\  and  this  by  the  principle 
of  the  conservation  of  energy  represents  the  energy  of  the  charged 
conductor.  In  virtue  of  the  defining  equation  for  capacity, 
Q  =  CV,  this  energy  expression  may  take  any  one  of  the  three 
following  forms,  each  of  which  is  useful,  namely :  — 


=  lQF  =  icF2  =  i?*.  Eq.  142 

2^         2  2C  ^ 


Energy  of 
Charged  Conductor 

When  C,  Q,  and  V  are  each  measured  in  C.G.S.  units,  it  follows, 
of  course,  that  Eq.  142  gives  the  energy  in  terms  of  ergs. 

WTien  a  Leyden  jar  or  other  conductor  is  discharged,  this  ex- 
pression gives  us  a  measure  of  the  heat  which  is  produced  in 
the  spark  gap  and  in  the  wires  which  lead  to  it.  The  first  to 
measure  this  heat  was  Dr.  Kinnersley  (contemporary  and  friend 
of  Franklin),  w^ho  inclosed  two  knobs  between  which  the  discharge 
took  place  in  a  glass  bulb  which  was  essentially  the  bulb  of  an  air 
thermometer.  The  lead  wires  from  the  two  coatings  of  the  jar 
passed  through  the  glass  walls  of  the  bulb. 

The  Oscillatory  Discharge 

363.  It  was  first  observed  by  Savary  that,  when  a  Leyden  jar 
is  discharged  through  a  coil  of  wire  so  as  to  magnetize  a  sewing 
needle  placed  inside  the  coil,  sometimes  the  needle  is  magnetized 
in  one  way,  sometimes  in  the  opposite  way,  even  though  the 
inner  coating  of  the  jar  be  always  charged  with  electricity  of  the 
same  sign  and  the  coil  connected  in  the  same  way.    See  Fig.  281. 

This  fact,  known  as  **  anomalous  magnetization/^   was  first 


420  QENERAX  PHYSICS 

explained  by  Joseph  Henry  in  1842,  by  supposing  that  the  dbarge 
oscillated  from  one  coating  to  the  other,  but  became  a  little 
smaller  at  each  oscillation.  Accordingly  the  last  discharge 
which  was  strong  enough  to  reverse  the  magnetisation  of  the 
needle  was  the  one  which  determined  which  end  of  the  needk 
would  be  the  north  pole  and  which  the  south. 

Later  (1857)  Feddersen  examined  the  spark  of  a  L^yden  jar 
discharge  by  means  of  a  rotating  mirror,  such  as  that  which  is 
used  for  viewing  a  manometric  flame  (§  227),  only  turning  mudh 
more  rapidly,  and  found  that  in  this  mirror  the  image  of  the  spai^ 
looked  something  like  a  string  of  beads,  thus  furnishing  irresist- 
ible evidence  that  the  spai^ 
was,  under  his  conditions,  a 
periodic  phenomenon. 

In  more  recent  times, 
C.  V.  Boys  and  many  otbos 
have     photographed     this 

Fio.  281.  —  Illustrating  Henry's  experiment,    oscillatory  discharse. 

The  advanced  student  will  be  interested  in  following  Lord 
Kelvin's  beautiful  prediction  of  this  periodic  phenomenon,  made 
in  1853  before  Feddersen  had  proved  it  by  experiment.  For 
Kelvin  proves,  what  has  since  been  verified  by  experiment,  that 
the  period  of  the  discharge  is 

T  =  2tV-^  =  2tVZC,  Eq.  143 

where  C  is  the  capacity  of  the  jar  and  L  a  quantity  which  rep- 
resents the  electrical  inertia  of  the  circuit  and  which  is  known 
as  self-inductance.  The  reciprocal  of  capacity  represents  there- 
fore, by  analogy  with  the  pendulum,  spiral  spring,  and  other 
vibrating  systems,  the  electrical  elasticity  of  the  circuit.  But  this 
is  a  matter  which  can  be  cleared  up  only  by  more  advanced  study. 

Rmcland's  Berlin  Experiment 

864.  It  is  easily  shown  that  an  electric  charge  at  rest  produces 
no  effect  upon  a  compass  needle  or  upon  any  delicately  suspended 
magnet  that  it  would  not  produce  upon  the  same  needle  before  it 
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was  magnetized.  In  other  words,  magnetism  and  electrification 
at  rest  seem  to  be  entirely  independent  phenomena. 

Maxwell,  Kelvin,  and  others  were,  however,  led  to  think  that  an 
electrically  charged  particle  once  put  into  motion  ought  to  produce 
a  magnetic  field  in  its  neighborhood. 

But  it  was  not  until  1876  that  the  experiment  was  tried.  In 
that  year,  H.  A.  Rowland  of  Baltimore,  working  in  Berlin,  mounted 
a  vulcanite  disk  on  a  vertical  axis,  gilded  the  disk  on  both  sides, 
charged  the  gilt  surface,  and  put  it  into  rapid  rotation.  A  sensi- 
tive magnet  near  by  showed  no  deflection  so  long  as  the  disk 
was  at  rest;  but  the  magnet  was  deflected  as  soon  as  the  disk 
was  set  into  motion,  showing  that  the  translation  of  the  charged 
gold  foil  had  established  a  magnetic  field.  When  the  sense  of 
rotation  was  reversed  the  deflection  was  reversed ;  and  when  the 
sign  of  the  electricity  on  the  rotating  disk  was  reversed,  the  deflec- 
tion was  also  reversed. 

The  importance  of  this  result  for  the  electron  theory  can  hardly 
be  overestimated.  It  furnishes  a  firm  experimental  basis  for 
Langevin's  theory  of  magnetism,  explained  in  §  329  above,  as 
well  as  for  the  electron  theory  of  conduction,  and  explains  many 
other  phenomena,  such  as  deflection  of  cathode  rays,  in  which 
electrons  are  moving  at  high  speed. 

We  might  call  this  discovery  of  Rowland's  the  ninth  fundamental 
fact  regarding  electric  charges. 

Problem^ 

346.  An  insulated  conducting  sphere  whose  radius  is  7  is  charged  until 
its  potential  is  5.     Find  the  amount  of  its  charge.  Ana,  35. 

346.  Two  insulated  conducting  spheres  whose  radii  are  3  and  8 
respectively  are  charged  so  that  their  potentials  are  5  and  10  respec- 
tively. Find  the  common  potential  which  these  two  spheres  will  as- 
sume when  connected  by  a  wire  whose  capacity  may  be  neglected. 

Ans.  8A. 

347.  In  the  preceding  problem  find  the  energy  of  each  of  the  two 
charges  before  the  spheres  are  connected.  Then  compute  the  energy 
of  the  final  charge.     Explain  the  difference. 

348.  A  small  sphere  of  rosin  carries  a  charge  of  2  electrostatic  C.G.8. 
units  and  is  placed  in  an  electric  field  whose  intensity  is  25  C.G.S.  units. 
Find  the  force  in  dynes  with  which  the  sphere  will  be  urged. 
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849.  Find  the  attraction  between  two  small  balls,  4  cm.  apart  in  air, 
one  of  them  having  a  positive  charge  of  12  unitSi  the  other  a  negative 
charge  of  5  units. 

860.  At  each  of  two  corners  of  an  equilateral  triangle  whose  sides 
are  60  cm.  is  placed  a  charge  of  40  C.G.S.  units  of  electricity.  Find 
the  intensity  of  the  electric  field  at  the  third  corner. 

861.  A  conducting  sphere  of  20  cm.  radius  carries  a  charge  of  80 
units.  If  it  be  made  to  share  its  charge  with  another  insulated  spheire 
whose  radius  is  5  cm.,  what  will  be  the  ratio  of  the  charges  on  the 
two  spheres? 

868.  Find  the  electric  potential  at  a  point  40  cm.  distant  from  the 
center  of  a  hollow  sphere  of  4  cm.  radius  charged  with  00  C.G.d.  units 
of  electricity. 

Suppose  the  radius  of  the  hollow  sphere  to  be  100  cm.,  how  will  the 
result  be  afiPected? 

868.  Find  the  "  dimensions  "  of  electrical  quantity,  electrical  po- 
tential, and  electrical  capacity. 

864.  Find  the  capacity  of  a  condenser  made  up  of  two  conoentrie 
spheres  having  radii  of  100  and  98  respectively,  and  separated  by  air. 

866.  Two  condensers  of  the  same  dimensions  as  in  the  preceding 
problem  are  exactly  alike  except  that  in  one  case  the  space  between  the 
spheres  is  filled  with  an  oil  whose  dielectric  constant  is  2.  How  will  a 
charge  of  100  units  divide  itself  between  these  two  condensers? 

356.  Which  will  require  the  greater  work;  to  charge  a  condenser 
of  capacity  10  to  a  potential  5,  or  a  condenser  of  capacity  30  to  a 
potential  3? 

357.  A  charged  insulated  disk  is  connected  with  a  gold  leaf  electro- 
scope. Describe  and  explain  the  change  of  divergence  in  the  leaves 
as  a  second  disk  held  in  the  hand  is  made  to  approach  the  first. 

358.  Explain  the  difference  between  joining  up  Leyden  jars  "  in 
series  "  and  "  in  parallel." 

359.  A  parallel  plate  condenser  in  air  has  its  plates  separated  by  8 
distance  of  i  mm.  What  change  in  its  capacity  will  be  produced  if  the 
plates  are  separated  to  a  distance  of  2  mm.  and  the  intervening  spac« 
filled  with  an  oil  whose  dielectric  constant  is  3  ? 

360.  Draw  the  lines  of  force  which  represent  the  distribution  of  elec 
tricity  on  a  Leyden  jar,  the  outer  coating  of  which  is  connected  t 
earth. 

861.  How  much  power  would  be  required  to  charge  a  condens* 
having  3000  C.G.S.  units  of  capacity  to  a  potential  200  C.G.S.  uni 
in  i  second? 
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362.  A  condenser  whose  capacity  is  C  is  charged  with  a  quantity  Q. 
What  diminution  of  energy  will  occur  when  one  half  this  charge  is  led 
off  to  earth  ? 

363.  What  must  be  the  radius  of  a  sphere  in  order  that  a  charge  of 
80  units  may  raise  its  potential  16  units? 

364.  How  would  you  proceed  to  find  the  difference  of  potential  be- 
tween two  points,  knowing  their  distance  apart  and  the  average  inten- 
sity of  the  field  between  them? 

366.  Prove  that  an  equipotential  surface  can  intersect  neither  itself 
nor  any  other  equipotential  surface. 

366.  What  is  the  curve  which  exhibits  the  relation  between  the 
charge  and  the  {potential  of  an  insulated  conductor? 

367.  What  is  the  intensity  of  field  between  two  plane  condenser 
plates  which  are  ^  cm.  apart  and  differ  in  potential  by  200  C.G.S. 
electrostatic  units? 
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Fio.  282.  —  An  electric  charge  passing  along 
a  coiled  wire  magnetizes  a  sewing  needle. 


BLBCTRIC   CURRENTS 

366.  Electricity  has  been  frequently  spoken  of  as  flowing  from 
one  end  of  a  conductor  to  another,  and  as  redistributing  itself  on 
a  conductor.     In  the  Leyden  jar  discharge,  electricity  is  spoken 

^  of   as  oscillating  from  one 

I  coating  to  the  other.     Row- 

^  ^      land  succeeded  in  impress- 

ing a  speed  of  100  ft./sec. 
upon  an  electric  charge. 

In  all  these  cases  where 
electricity  is  put  into  motion 
the  phenomenon  is  spoken 
of  as  an  electric  current,  and  the  conductor  along  which  the  elec- 
tricity moves,  or  with  which  it  moves,  becomes  endowed  with  two 
very  remarkable  properties,  namely  :  — 

(i)  Every  part  of  the  conductor  is  surrounded  with  a  magnetic 
field,  i.e.  every  part  of  the  conductor  affects  a  magnetic  needle 
when  brought  near  it. 

(ii)  Heat  is  developed  in  every  part  of  the  conductor  through 
which  the  current  flows. 

Any  wire  exhibiting  these  two  properties  is  said  to  have  an 
electric  current  flowing  through  it.  Thus  if  a  Leyden  jar  be  dis- 
charged through  a  spiral  of  copper  wire,  as  indicated  in  Fig.  282, 
one  finds  that  at  the  instant  of  discharge  this  little  coil  of  copper 
wire  acquires  the  ability  to  magnetize  a  sewing  needle  placed 
inside  of  it. 

An  even  simpler  illustration  of  the  current  to  be  obtained  from 
a  charged    body  is  indicated  in  Fig.  283.     Here  the  two  wires 
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of  a  current-indicator  —  called  a  galvanometer  —  are  connected 
one  to  the  soleplate,  the  other  to  the  carrier  of  a  Volta  electro- 
phorus. 

The  galvanometer  consists  merely  of  a  coil  of  wire  with  a  sus- 
pended magnet  at  the  center  or  of  a  magnet  with  a  suspended  coil 
of  wire  between  its  poles.  Either  device  will  indicate  the  presence 
of  a  magnetic  field  about  the  coil  of  wire. 

In  trying  the  experiment  it  is  convenient  to  follow  these  five 
steps :  — 

(i)  Charge  the  electrophorus  by  friction. 

(ii)  Connect  the  soleplate  to  one  terminal  of  the  galvanom- 
eter. 

(iii)  Place  the  carrier,  by  means  of  its  handle,  upon  the  plate. 
The  carrier  now  contains  two  charges  as  shown  in  Fig.  264,  p.  397. 
The  negative  charge,  on  top,  is  free  to  run  oflf ;  the  positive  charge 
on  the  underside  is 
held  bound  by  the 
negatively      charged 


ebonite  plate. 


+  4-4-4-4- 
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(iv)  Now   connect   r 
the   second   terminal 

of  the   galvanometer       Fio.  283.  —  Showing  the  current  which  ia  produced 
to   the   carrier.      The  when  an  electrophorua  is  discharged. 

negative  charge  passes  to  the  soleplate,  via  the  galvanometer, 
and  produces  a  deflection  in  the  galvanometer. 

(v)  Now  lift  the  carrier  oflf  the  plate,  keeping  the  galvanometer 
terminal  attached  to  it.  The  positive  charge  on  the  carrier  now 
becomes  free  and  flows  oflT  through  the  galvanometer,  producing 
a  deflection  in  the  opposite  sense. 

This  experiment  serves  merely  to  illustrate  the  connection  be- 
tween the  subject  we  have  just  left  and  the  one  we  are  just  ap- 
proaching. The  first  great  step  in  the  science  of  electric  currents 
was  taken  by  the  man  who  first  showed  us  how  to  produce  a  per- 
manent flow  of  electricity,  a  continuous,  as  distinguished  from  an 
intermittent  or  impulsive,  current.  This  man  was  he  whose 
acquaintance  we  have  already  made  as  the  inventor  of  the  elec- 
trophorus. 
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Fig.  284.  —  Circtiit  made  up  entirely  of  con- 
due  ton  of  the  first  class. 


The  Production  of  Electric  Currents 

366.  There  are  three  principal  methods  of  producmg  electric 
currents.     In  chronological  order,  these  are:  — 

(i)  The  method  of  Galvani  and  Volta,  discovered  by  Galvani 
at  Bologna  in  1786,  perfected  by  Volta  at  Pavia  in  1799. 

(ii)  The  method  of  See- 
beck  —  thermoelectric  cur- 
rents—  discovered  in  1821. 
(iii)  The  method  of  Fara- 
day, employing  magnets, 
discovered  in  1831. 
In  this  chapter  we  shall 
consider  only  the  first  two  of  these  methods,  postponing  the 
third  until  we  take  up  the  subject  of  electromagnetism  of  which 
it  is  the  very  foundation. 

The  Voltaic  CeU 

367.  At  the  very  close  of  the  eighteenth  centiuy  it  was  dis- 
covered by  the  Italian  physicist  Volta  that  all  conductors  of 
electricity  can  be  divided  into  two  classes.  This  division  is  based 
upon  the  following  experiments :  — 

If  w'e  make  a  closed  circuit  out  of  several  different  metals,  i.e. 
if  we  make  an  endless  chain 

in  which  each  link  is  com-    (  '  ^^a 

posed  of  a  different  simple 
substance,    such    as    zinc, 

copper,    or    iron,    vie    see    i         ^;^^_^  Q  •"iJJJ"**" 

that  no  electric  current  is 
produced.    All   substances 

which  when  joined  together    ^^"'  ^^''*'  —  Combination  of  conductors  of  first 
,  and  second  class  producing  a  current. 

at  the  same   temperature 

in  any  order,  as  in  Fig.  284,   produce  no   current,  are  called 

conductors  of  the  first  class. 

Volta,  found,  how^ever,  that  if  into  a  circuit  such  as  the  above 
he  introduced  one  link  composed  of  a  nun  pound  substance,  such 
as  a  solution  of  table  salt  or  dilute  sulphuric  acid  or  copper  sul- 
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phate,  he  then  always  obtained  an  electric  current.  Coaduc- 
tois  of  this  kind,  which  Volta  called  conductors  of  the  second 
class,  always  undergo  chemical  decomposition  when  introduced 
into  a  circuit  containing  two  different  metals  and  always  yield  a 
current.  The  modern  name  for  a  conductor  of  the  second  class 
is  electrolyte,  i.e.  any  substance 
which  is  decomposed  when  a 
current  passes  through  it.  Con- 
ductors of  the  first  class  practi- 
cally include  only  carbon  and 
the  various  metals. 

368.  It  has  been  found  1^ 
experiment  that  no  two  con- 
ductors when  joined  together 
will  produce  a  current  bo  long 
as  they  are  at  the  same  tem- 
perature.    We  may  use  any  of 

the  three  combinations  indicated  in  Fig.  286,  but  no  current  will 
thus  be  obtained.  But  three  ot  more  conductors  in  series,  each 
conductor  being  made  of  a  different  substance,  and  not  all  belong- 
ing to  the  same  class  will  always  give  a  current.  Any  such  com- 
bination is  called  a  Voltaic  cell. 

One  of  the  simplest  of  these  cells  is  made  up  as  follows :  take 
a  strip  of  sheet  copper,  say  one  centimeter  by 
ten ;  solder  it,  end  to  end,  to  a  similar  strip 
of  zinc.  Take  a  small  beaker  of  dilute  sul- 
phuric acid,  say  one  part  strong  sulphuric  acid 
to  ten  parts  of  water.  Complete  the  circuit 
by  bending  the  copper-zinc  strip  into  a 
U-shape  and  dipping  the  ends  into  the  acid, 
as  shown  in  Fig.  287.  Bubbles  of  gas  are 
""  Voi'iaiTccu''"^"'  ffv^n  off  from  each  metal,  but  much  more 
freely  from  the  copper. 
Here  the  zinc  and  copper  are  conductors  of  the  first  class, 
the  dilute  sulphuric  acid  is  a  conductor  of  the  second  class.  The 
acid  undergoes  decomposition  because  the  oxygen  of  the  water 
has  a  greater  affinity  for  the  zinc  than  for  hydrogen.     The  zinc  is 
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said  to  be  ''eaten  up"  by  the  acid.    Zinc  sulphate  is  formed 
and  dissolved  in  the  solution  which  becomes  less  and  less  acid. 

If  the  copper  or  zinc  is  cut  at  any  point  outside  of  the  solution 
and  if  a  galvanometer  be  inserted,  it  will  be  found  that  an  electric 
current  flows  from  the  copper  to  the  zinc  as  long  as  this  chemical 
action  continues. 


Some  Definitions 

369.  Closed  circuit.  A  series  of  conductors  joined  end  to  end 
so  as  to  form  an  endless  chain  is  said  to  be  a  closed  circuit.     It 

may  or  may  not  have  an  electric  current  passing  thrcfugh  it. 

Open  circuit.  When  a  closed 
circuit  is  cut  or  interrupted  at  any 
pointy.it  is  then  called  an  open 
circuit. 

Poles.  If  there  be  a  Voltaic  cell 
in  the  circuit,  the  two  ends  thus 
left  free  by  opening  the  circuit  are 
called  the  poles  of  the  cell.  The 
pole  which  is '  connected  with  the 
copper  plate,  or  with  the  plate 
whose  electrical  behavior  is  like 
that  of  copper  toward  zinc,  is 
called  the  positive  pole.  That 
pole  which  is  connected  with  the  zinc  plate,  or  with  the  plate 
whose  electrical  behavior  is  like  that  of  zinc  toward  copper,  is 
called  the  negative  pole. 

Electrodes.  We  have  already  seen  that  at  least  one  member 
in  the  chain  of  conductors  which  makes  up  the  circuit  of  a  Vol- 
taic cell  must  be  an  electrolyte,  practically  always  a  solution. 
The  two  conductors  which  connect  with  this  liquid  are  called 
electrodes. 

The  electrode  by  which  the  current  enters  the  electrolyse  is 
called  the  anode ;  and  that  electrode  by  which  the  current  leaves 
the  electrolyte  is  called  the  cathode.  In  the  typical  cell  which 
we  have  just  studied  the  zinc  plate  is  the  anode  and  the  copper 
plate  the  cathode.     Etymology  of  these  two  words?     Very  often 
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a  current  from  some  outside  source  is  passed  through  a  cell  con- 
taining an  electrolyte;  in  such  a  case  both  electrodes  may  be 
made  of  the  same  substance. 

Battery.  Two  or  more  Voltaic  cells  connected  together  are 
called  a  battery. 

The  eight  definitions  just  given  are  so  frequently  and  so  con- 
tinually used  in  all  departments  of  electrical  science,  that  the 
student  should  master  them  here  and  now,  once  for  all. 

370.  Direction  of  Current.  When  the  circuit  is  closed  by  a 
wire  joining  the 
positive  and  neg- 
ative poles,  the 
direction  of  the 
current  in  this 
wire  is  said,  by 
universal  agree- 
ment, to  be  from 
the  positive  to  the 
negative  pole.  We 
may  hereafter, 
therefore,  speak  of 
the  current  as 
leaving  the  posi- 
tive   pole   and   en-    Fio.  289.  —  Illustrating  the  reason  for  calling  the  coppet* 

tering  the  negative  pole  of  a  ceU  positive, 

pole.  It  may  be  shown  by  the  following  beautiful  experi- 
ment, due  to  Volta,  that  the  direction  of  the  current  as  above 
defined  is  the  direction  in  which  the  positive  electrification  may 
be  considered  to  travel.  As  a  matter  of  fact  there  is  no  evi- 
dence whatever  for  thinking  that  positive  electricity  ever  does 
travel  through  a  wire  or  through  any  t)ther  body.  Experiment 
indicates  that  it  is  the  motion  of  the  negatively  charged  electrons 
which  produces  those  effects  which  we  ascribe  to  an  electric  cur- 
rent. The  direction  of  an  electric  current  is  then  just  the  opposite 
of  that  in  which  the  electrons  travel. 

Volta's  experiment  was  as  follows :  Take  an  adjustable  parallel 
plate  condenser  such  as  that  shown  in  Fig.  289  and  join  the  posi- 
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tive  pole  of  a  Voltaic  cell  to  one  plate,  the  negative  pole  to  the 
other  plate.  Connect  one  pole,  say  the  negative,  to  earth  also. 
Place  an  electric  key  between  the  copper  pole  and  the  movable 
plate  of  the  condenser.  Then,  if  an  electroscope  be  joined  to  the 
movable  plate,  it  will  be  observed  that  this  plate  always  acquires 
a  positive  charge  when  the  key  is  depressed.  In  order  to  make 
the  charge  as  large  as  possible  the  condenser  plates  should  be 
brought  very  close  together  before  the  key  .is  depressed  (in  order 
to  increase  the  capacity  of  the  system)  and  then  separated  after 
the  key  has  been  released.  In  like  manner,  it  is  found  that  when 
the  poles  of  the  cell  are  reversed,  the  charge  on  the  electroscope  is 
also  reversed.* 

Electromotive  Force  of  the  Voltaic  Cell 

371.  Anything  which  can  move  electricity  from  one  place  to 
another  is  called  an  electromotive  force,  a  long  word  which  we 
shall  sometimes  contract  into  E.M.F.  One  method  of  moving 
electricity  from  one  point  to  another  is  to  produce  a  difference  of 
potential  between  these  points;  just  as  one  can  start  a  flow  of 
water  between  two  points  by  producing  a  difference  of  water 
level  between  those  points. 

As  we  shall  see  presently  (§  420)  difference  of  potential  is  not 
the  only  kind  of  electromotive  force  we  meet  in  nature. 

In  the  Voltaic  cell  it  is  evident  that  some  kind  of  E.M.F.  is 
continually  at  work,  else  the  current  would  cease ;  and  experiment 
shows  that  between  the  poles  of  such  a  cell  there  exists  a  differ- 
ence of  potential.  There  appears  to  be  a  definite  and  measurable 
difference  of  potential  produced  by  the  contact  of  any  conductor 
with  an  electrolyte ;  and  the  amount  of  this  difference  of  potential 
appears  to  be  characteristic  and  different  for  each  metal  im- 
mersed in  the  electrol>i;e.  The  whole  question  of  these  contact 
differences  of  potential  is  an  extremely  complicated  and  difficult 

*  In  demonstrating  this  phenomenon,  it  is  important  to  remember  that 
if  the  two  shellacked  surfaces  of  the  condenser  plates  come  into  contact 
they  are  almost  certain  to  produce  troublesome  electrification.  Three 
tiny  bits  of  paper  pasted  on  one  disk,  120°  apart,  will  prevent  this  con- 
tact without  seriously  diminishing  the  capacity  of  the  condenser. 
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one.  Some  diflferenees  of  opinion  still  exist  among  scholars. 
But  this  much  at  least  appears  to  be  clear,  that  a  strip  of  copper, 
partly  immersed  in  a  dilute   solution  of       ^  g 

sulphuric  acid,  stands  at  a  higher  poten- 
tial than  a  strip  of  zinc  partly  immersed 
in  the  same  acid.  Part  of  this  difference 
of  potential  occurs  at  the  surface  between 
the  zinc  and  the  electrolyte;  practically 
all  of  the  remainder  is  located  in  the  sur- 
face between  the  electrolyte  and  the  cop- 
per. Now  these  three  substances  consti- 
tute the  typical  Voltaic  cell;  and  hence 
when  the  poles  of  such  a  cell  are  joined  by 
a  conducting  wire,   the  end  of   this  wire 

which  is  connected  to  the  copper  pole  fio.  290.  —  Analogue  of  an 
will  be  maintained  at  a  higher  potential  ^^^^  circuit, 

than  the  end  connected  with  the  zinc  pole.  Consequently  the 
current  flows  from  the  copper  pole  to  the  zinc  pole,  outside  of 
the  cell;    and  from  the  zinc  electrode  to  the  copper  electrode 

inside  the  cell.  This  process  continues  as 
long  as  the  chemical  action  between  the  zinc 
and  the  electrolyte  is  kept  up. 
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372.   Very   helpful  is   the  following   hy- 
draulic analogy  devised  by  Sir  Oliver  Lodge. 
He  likens  a  Voltaic  cell  to  two  tall  vessels 
of   water,    connected    at    the    bottom    by 
means  of  a  pipe  in  which  there  is  at  work 
a  water  pump,  such  as  the  propeller  blades 
W^^   shown  in  Fig.  290.    The  pump  is  driven  by 
♦     a  weight,  W,  and  will  lift  the  water  in  the 
Fig.  291.  —  Analogue  of  a  tank.  A,  Until  the  difference  of  level  between 

closed  circuit.  ^  i   n  •         .  i  i       i  •  i 

A  and  B  furnishes  a  back  pressure  just  equal 
to  the  forward  pressure  of  the  pump.  The  difference  of  pressure 
here  represents  a  hydro-motive  force  just  as  the  difference  of 
potential  in  the  cell  represents  an  electro-motive  force. 
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Now  imagine  the  tanks  A  and  jB  to  be  connected  by  a 
pipe  as  indicated  in  Fig.  291.  It  is  evident  that  the  levd  in  A 
will  fall  to  some  extent  and  that  a  current  of  water  wiU  be  main- 
tained in  the  cross-tube  as  long  as  the  pump  works.  So  in  the  case 
of  the  cell,  as  soon  as  the  poles  are  joined  by  a  conductor,  their 
potential  di£Ference  diminishes  slightly  and  a  current  of  electricity 
is  maintained  as  long  as  there  is  any  zinc  unconsumed  in  the  add. 

Just  as  the  work  done  by  Lodge's  pump  is  at  the  expense  of  the 
potential  energy  of  its  driving  weight,  so  the  work  done  by  a 
voltaic  cell  is  at  the  expense  of  the  chemical  energy  of  the  cdL 

SoBCE  Practical  Fobms  of  the  Voltaic  Cell 

S7S.  1.  The  Gravity  Cell.  This  cell  is  composed  of  a  coippct 
plate  immersed  in  a  saturated  solution  of  copper  sulphate,  and 

a  zinc  plate  immersed  in  a  solution  qH  sine 
-  sulphate,  generally  arranged  essentially  as 
indicated  m  Fig.  292. 

The  copper  sulphate  is  somewhat  denstf 
than  zinc  sulphate,  and  hence  remains  in  the 
lower  half  of  the  jar,  while  the  zinc  sulphate, 
when  carefully  poured  in,  floats  on  top. 
Hence  the  name,  **  gravity  "  cell. 

One  of  the  chief  merits  of  this  cell  is,  that 
so  long  as  the  circuit  is  open  there  is  not 
much  waste  of  material  taking  place  in  the 
cell.  When,  however,  the  circuit  is  closed 
and  the  electric  current  begins  to  flow,  we  observe  that  the  zinc 
plate  grows  smaller,  that  the  copper  sulphate  groWs  less  and  less, 
while  the  zinc  sulphate  increases  and  the  copper  electrode  be- 
comes covered  with  a  coating  of  fresh  metallic  copper. 

In  the  shorthand  of  chemistry  these  phenomena  are  described  quantita- 
tively as  follows :  — 

Zn  -h  ZnS04  -f  CUSO4  +  Cu  =  2  ZnS04  -f  2  Cu. 

The  metallic  zinc  has  disappeared ;  the  metallic  copper  has  increased,  at 
the  expense  of  the  copper  sulphate.  Accordingly,  if  such  a  battery  is  to 
furnish  a  current  continuously,  it  must  now  and  then  be  supplied  with  a 
new  zinc  plate  and  with  a  fresh  solution  of  copper  sulphate. 


FiQ.  292.  — A  gravity 
ceU. 
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The  source  of  energy  is  here  evidently  the  zinc,  which  is  oxi- 
dized —  "  burned  "  if  you  Uke  —  to  form  zinc  sulphate. 

This  celt  b  well  adapted  to  work  in  which  small  currents  are 
needed  very  frequently  or  for  a  long  while  at  a  time. 

374.  2.  The  Leclanch£  Cell.  In  this  cell  the  two  conductors 
of  the  first  class  are  zinc  and  carbon ;  the  electrolyte  is  a  solu- 
tion of  ammonium  chloride,  sometimes  called  "  sal  ammoniac." 
With  the  carbon  is  mixed  some  dioxide  of  manganese,  and  both 
are  held  in  a  porous  jar  or  small  canvas  bag.  The  current  easily 
passes  through  the  pores  of  the  jar  or  the  meshes  of  the  bag.  The 
carbon  plate  here  evidently  corresponds  to  the  copper  plate  of 
the  gravity  cell.     Here  again  the  zinc  is  used  ^^  _ 

up  whenever  the  poles  are  joined  and  the 
current  flows.  The  sal  ammoniac  also  dimin- 
ishes. Accordingly,  from  time  to  time,  the 
zinc  and  sal  ammoniac  must  be  renewed. 

The  student  has  probably  already  asked 
himself  why  the  oxide  of  manganese  is  mixed 
with  the  carbon.  The  answer  is  found  in  the 
fact  that,  if  carbon  alone  is  used,  the  carbon 
becomes  covered  with  a  layer  of  hydrogen  gas 
soon  after  the  circuit  is  closed ;  for  the  ammo-  Fio.  203.  —  A  Le- 
nium  chloride  (NH^Cl)  breaks  up,  giving  off  ctoncbicell. 

ammonia  (NHj)  and  depositing  free  hydrogen  (H)  at  the  carbon 
electrode.     The  chlorine  unites  with  the  zinc. 

This  coating  of  hydrogen  makes  the  carbon  plate  cease  to 
act  as  a  carbon  plate  and  to  behave  like  a  metallic  plate;  it 
also  offers  more  resistance  than  carbon  to  the  passage  of  the 
current.  This  phenomenon  is  called  polarization,  which  may  be 
defined  as  the  establishment  of  an  E.M.F.  in  a  direction  opposite 
to  that  fumished  by  the  cell. 

The  effectiveness  of  a  cell  is  always  diminished  when  polari- 
zation occurs.  The  manganese  dioxide,  however,  uses  up  the 
hydrogen  and  keeps  the  carbon  plate  clean.  The  purpose  of  the 
manganese  dioxide  Is,  then,  to  prevent  polarization.  It  does  this 
by  furnishing  oxygen  which  unites  with  the  hydrogen  to  form 
water ;  and  once  in  union  with  oxygen  the  hydrogen  is  harmlesa. 
2g 
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In  the  language  of  chemistry,  the  action  of  the  TifmlanffM  eell  is  da- 
scribed  as  follows :  — 

Zn  +  2  NH4CI  +  2  MnOt  -  ZnQs  +  2  NEd  +  MnA  +  HdO. 

This  same  equation  also  describes  ^diat  goes  on  in  the  acMsilled  "diy 
cell''  of  which  some  50  million  a  year  are  used  in  the  United  Statea. 

The  Leclancfa6  cell  is  excellently  adapted  to  f  umiahing  a  cur- 
rent for  a  small  time,  or  for  intermittent  use,  as  in  tbe  case  of  a 
door  bell  or  call  bell.  It  will  remain  on  open  circuit  with  still  less 
waste  than  occurs  in  the  gravity  cell. 

876.  3.  The  Storage  Cell.  In  this  cell  the  dectrodes  are  ot 
lead  and  lead  peroxide,  respectively;    the  electrolyte  is  dOute 

sulphuric  acid.  The  lead  plate 
is  the  negative  one;  the  lead 
oxide  is  the  positive  one. 
When  the  circuit  is  dosed,  the 
lead  peroxide  plate  gives  up  a 
part  of  its  oxygen,  while  the 
lead  plate,  the  negative  dee- 
trode,  becomes  oxidized,  until 
finally  the  two  electrodes  be- 
come very  much  alike,  and  the 
current  therefore  becomes  less 
and  less,  other  things  being  the  same.  The  battery  is  now  said  to 
be  discharged.  For,  as  we  have  already  seen  (§  368),  two  elec- 
trodes which  are  alike  never  give  a  current  when  immersed  in 
any  one  electrolyte. 

But  in  order  to  put  the  cell  again  in  good  working  shape,  it 
is  necessary  only  to  pass  an  electric  current  through  the  cell  in 
a  direction  opposite  to  that  obtained  when  the  cell  was  in  use. 
This  process  of  regeneration  is  known  as  charging.  The  charg- 
ing simply  restores  the  oxygen  to  the  positive  plate,  and  removes 
the  oxygen  from  the  negative  plate,  leaving  it  spongy  metallic 
lead.  When  the  cell  is  used  as  an  electric  generator,  the  pro« 
cess  is  known  as  discharging. 

The  following  two  features  distinguish  the  storage  battery 
from  most  other  Voltaic  cells :  — 


Fia.  294.  —  A  storage  cell. 
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(a)  The  fact  that  the  plates  are  prepared,  i.e.  made  chem- 
ically different,  by  electrical  means. 

(6)  The  fact  that  they  are  capable  of  yielding  currents  which 
kre  enormous  compared  with  those  from  other  forms  of  batteries. 

The  chemical  behavior  of  the  lead  storage  cell  is  essentially  as  follows :  -^ 
(i)  During  the  charge,  at  the  anode  or  "positive  grid," 

PbS04  +804+2  H2O  =  PbO,  +  2  HjSO*. 
(ii)    During  the  charge,  at  the  cathode  or  "  negative  grid/' 

PbS04  +  ii,  =  Pb  +  H,S04. 

+ 
The  ion  SO4  of  the  first  equation  and  the  ion  Hj  of  the  second  result  from 

the  decomposition  of  the  sulphuric  acid  by  the  charging  current. 

(iii)  During  the  discharge,  we  have  at  the  positive  plate, 

PbO,  +  HiSO*  +  Hi  =  PbSO*  +  2  H,0. 
(iv)  During  the  discharge,  at  the  negative  plate, 

Pb  +  SO4  =  PbSO*. 

Observe  that  while  the  effect  of  the  charging  current  is  to  deliver  hydro- 
gen at  the  negative  plate,  the  effect  of  the  discharging  current  is  to  produce 
hydrogen  at  the  positive  plate. 

Edison  has  recently  devised  a  storage  cell  in  which  the  anode  is  spongy 
iron,  the  cathode  nickel  peroxide,  and  the  electrolyte  caustic  potash. 

In  charging,  the  iron  salt  is  reduced ;  in  discharging,  oxidized. 

A  storage  cell  is  often  spoken  of  as  an  accumulator,  not  be- 
cause it  stores  up  electricity  but  because  it  stores  up  chemical 
energy,  just  as  the  mainspring  of  your  watch  stores  up  mechan- 
ical energy  in  order  to  give  it  out  again  as  needed. 

It  is  this  type  of  cell  which  is  employed  in  practically  all  electric 
vehicles  for  propidsion  and  in  all  gas  cars  for  starting  and  lighting. 

376.  4.  The  Standard  Cell.  There  is  one  cell  which  is  dis- 
tinguished above  all  others  for  producing  an  extraordinarily  con- 
stant E.M.F.  So  independent  is  its  E.M.F.  of  all  local  conditions 
and  changes  of  many  kinds  that  it  is  now  used  the  world  over  as 
a  standard  by  which  to  measure  other  E.M.F.s.  The  elements 
and  construction  of  this  cell  are  both  shown  in  Fig.  295.  The 
positive  electrode  is  mercury  in  mercurous  sulphate,  the  negative 
is  cadmium  amalgam  in  cadmium  sulphate.    This  cell  was  invented 
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and  patented  by  Edward  Weston  of  Newark,  N.J.,  but  many  ol 
the  idettM  involved  in  it  had  been  already  developed  by 
(ylark  and  Lord  Uayleigh  in  England.    By  following  the  s] 

(  cations  prescribed  by  the  last  Intematioiial 
Electrical  Conference  (London,  1908)  it  is 
I)()ssible  for  two  individuals,  using  different 
material,  to  set  up  Weston  cells  whose 
E.M.F.s  do  not  differ  by  more  than  two 
or  three  parts  in  100,000. 

It  will  be  observed  that  all  four  forms 

of  cells  just  described  have  this  one  com- 

Fiu.  JM.     Wonion  normal  uion  feature,  viz.,  they  consist  of  two  differ- 

*"'***•  ent  conductors  of  the  first  class,  joined  in 

sorirs  with  ono  or  more  different  conductors  of  the  second  class. 

Ilnving  loarntHi  how  to  produce  electric  currents,  we  pass  now 

to  a  q\iiintitativo  study  of  them. 

T\\\\  Mkasi'kkmknt  of  Electric  Currents 

S7T«  Unit  ol  electromotiye  force.  In  the  preceding  diapter 
\^r  K\inu\l  that  a  diffortMuv  of  pi>tential  between  two  points  is 

moasurx\l.  iti  oKvtri^stinio  iir.its.  by  the  work  required  to  carrj' 
u\rit  {\^>iti\o  v!\arcx'  frv^:n  oviO  of  thoM^  '^vMnt^  to  the  other.  Unit 
di^Trrx'tuY  v^t  is^:ov.:i;ii  wov.I.i  :V.oy.  exist  {x'twt>en  two  points  when 
iMu^  er>:  of  work  is  nv^i.inxi  tv^  vwrry  ur.i:  oharce  from  one  point 
To  the  other 

The  v""Axt\Al  v.v.i:  '  of  :v:e-.:iA*.  .vi'^erer..^?  en:r4o\Td  in  the 
n^e*^;;-^'"":;-.:  y,  vV.r-^-.tx  x  ;■,;—;-:  :\.-.::'.;.  ^tr  ^^  Iatit  as  the 
r.>   ,;;. :  *;>:  .ic-r/'cx'.       .  "..>  v-a.:  .<..  •/  .:  -:  r.  M.F  -j'  c^ujed  the 

w 
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a  standard  of  voltage,  and  its  E.M.F.  has  been  found  to  be  1.0183 
volts  at  20*'  C. 

378.  The  galvanometer.  As  a  preliminary  to  the  measure- 
ment of  currents,  it  is  essential  to  understand  the  kind  of  magnetic 
field  with  which  every  electric  current  is  surrounded. 

This  magnetic  field  is  such  that,  if  the  wire  convening  the  cur- 
rent be  placed  parallel  to  a  compass  needle,  the  needle  will  be 
deflected  so  that  it  will  not  remain  parallel  to  the  wire.  This  is 
the  fundamental  discovery  made  by  the  Danish  physicist  Oersted, 
in  1820.  Such  an  instrument  is  the  one  most  commonly  used  to 
detect  the  presence  of  a 
current,  and  is  called  a 
galvanometer.*  Almost 
immediately  after  a  cur- 
rent ceases  to  flow  in  the 
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wire,    the    magnetic  field     Fiq.  296.  —  A  galvanoscope  in  which  the  magnet 

about  the  wire  ceases  to  ^  movable,  while  the  wire  conveying  the  cur- 

,      ,  .  rent  Lb  fixed. 

exist,  and   the   wire   no 

longer  affects  the  compass  needle.  But  practically  as  soon  as  the 
current  begins  to  flow  the  needle  tends  to  set  itself  at  right  angles 
to  the  direction  of  the  current.  This  type  of  current  indicator  is 
therefore  called  a  **  moving  magnet  "  galvanometer. 

But  if  the  compass  needle  is  fixed  and  the  wire  movable,  then 
the  mre  tends  to  set  itself  at  right  angles  to  the  compass  needle. 
The  student  will  observe  that  this  is  merely  another  instance  of 
the  great  general  fact  that  action  and  reaction  are  equal  and 
opposite. 

In  practice  a  compass  needle  is  not  so  convenient  as  the  U- 
shaped  magnet  shown  in  Fig.  297.  The  movable  wire  is  a  coil 
which  can  rotate  about  a  vertical  axis.  This  device,  first  used 
by  Kelvin  and  D'Arsonval,  is  called  a  *'  moving  coil  "  galva- 
nometer. 

Consider  any  closed  electric  circuit,  i,e.  a  series  of  conductors, 
joined  end  to  end  so  as  to  form  a  closed  path. 

*  The  first  galvanometer  was  a  freshly  prepared  frog's  leg,  whioh 
twitched  whenever  a  current  passed  along  the  sciatic  nerve  and  muscles  of 
the  hind  log. 
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(i)  The  |i  iiM  i|ili  flC  the  mofiag  nugnet  gitfUMKiieter,  flm,  li 
tturt  wlmmcr  m  electric  cuirent  flows  lliiuii|h  "V  ^""'ft.  ft 


so  that  die  createst  pooiUe 

ouniber  oc  its  Ines  of  focce 

win  pass  tfanagh  flw  dtctnt; 

ill  While  die  principle  of 

eter  is  that  the  portian  of 
the  orcuit  wiiich  is  iiMnshlfi 
sets  itself  ahr^s  ao  as  to 


hnes  of  fane  fnMn  the  maif- 
net.  In  either  case,  the 
eleciric 

its  pnsrtice  by  producine  a  rotation.    i.f.  t 

ment. 

From  what  precede:?,  it  will  he  dear  that  each  ot  these  two 

tonns  ot  eal\~aDoiDeter  in<!:ca;es  a  current  by  the  fact  that,  in 

^Derd.  the  c-irreEt  exerts  &  iirTlr.z  m-.'rEer.:  or.  the  maimet. 

or.  what  aiE'_'.ir.:.?  t'^  the  ?A:r.t-  thir.i:. 

the  maznei  exer"^  &  t:— "-g  nii  nit-r.i 

upon  a  Mr:  .'  the  i-irv .lit  ^-vr.-.ejir^ 

the  current. 

The  a<ivi::-:*«:  it-^.ier.t  ■aill  ■ii?-X'"."e: 

Decid^e  ai,'i  th*  ^:■:■^"I^.^  iv:'  ;?  tiirrer. 
a  special  ■:»«■  :■:'  the  ^e'ersl  rrir.oipii 
that  &  i»iy  at  ne^t  ter.-i?  to  move 
icOi  a   pp."?:!;.:.:;    where    it?    >-er.::ii 

379-   Biot  and  Savart's  Law.     The      r^^  .-^  —  :__5-^-»i£=«Bi<>t 
<ie5e:te»i  vv^-rar:  ,ne*»iie   ■ :'  CVrstei  _-, .     s.. 

was  ;.:jTii-i  L^to  a  mea;-.:rti;j  ir.r:rJ~T:;;  th^,-.:i:h  the  laK-rof  two 
Frtrjih  phyii-j.-.j.  Biol  a- :  ^A-.3^t. 

t.  tie  ^Eje  year  in  whioh  Oer^ie-i  :-.-:;-i  thit  a  liurrcnt  will 
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deflect  a  magnet,  Biot  and  Savart  showed  that,  in  the  ease  of  a 
very  long  straight  wire, 

(i)  The  magnetic  field  at  any  point  about  the  wire  varies  in- 
versely as  the  distance  r  of  that  point  from  the  wire.     See  Fig.  298. 

(ii)  The  intensity  R  of  this  magnetic  field  varies  directly  as  the 
current  strength  i. 

(iii)  The  direction  of  the  current  and  the  direction  of  the  lines 
of  force  are  related  as  the  direction  of  translation  and  rotation 
in  a  right-handed  screw.     See  Fig.  298. 

The  facts  are  known  as  Biot  and  Savart's  Law  and  may  be  sum- 
marized by  writing 

r%         rrl        Biot  and  Savart'a  -rv       ^aa 

R=  K-,  Law.  Eq.  144 

r 

where  K  is  merely  a  constant  of  proportionality,  the  value  of 
which,  if  we  use  the  C.G.S.  system  of  units,  turns  out  to  be  **  2." 

380.  Case  of  a  plane  circular  circuit.  But  for  experimental 
purposes  a  much  more  convenient  form  of  circuit  is  one  where 
the  wire  is  bent  into  the  form  of  a  circle. 
In  this  case,  it  can  be  shown,  by  the  ap- 
paratus indicated  in  Fig.  299,  that 

(i)  the  magnetic  field  R  at  the  center  of 
the  circle  varies  directly  as  the  current 
strength  in*  the  wire. 

(ii)  The  magnetic  field  at  the  center  of 
the  circle  varies  inversely  as  the  radius  of 
the  circle. 

(iii)  The  direction  of  the  field  at  the  center      Fio.  299.  —  Poynting's 
of  the  circle  and  the  direction  of  the  current  appara  ua. 

in  the  wire  are  related  in  the  manner  of  the  right-handed  screw. 

These  facts  are  illustrated  by  Poynting  as  follows:  Wind  on 
a  frame  three  circles  of  insulated  wire  such  as  those  marked  1, 
2,  and  3  in  Fig.  299.  Make  the  radii  of  "  2  "  and  *'  3  "  just  twice 
that  of  **  1.''  If  the  same  current  be  passed  through  each  of  the 
three  circles,  but  so  that  the  sense  of  the  current  in  the  small 
circle  is  opposed  to  that  in  the  two  larger  circles,  then  there  will 
be  no  effect  upon  the  magnetic  needle  suspended  at  the  center. 
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For  the  larger  radius  of  the  outer  circle  is  just  compensated  fay 
the  fact  that  there  is  here  just  twice  as  hrgt  a  current  acting  upon 
the  needle.  Let  us  denote  the  current  by  i,  the  magnetic  field 
at  the  center  of  the  coil  by  R,  and  the  radius  of  the  drde  by  r, 
then  a  summary  of  the  above  facts  becomes 

r 

Now  it  has  been  agreed  by  the  scientific  world  to  give  this  coin 
stant  k  an  arbitrary  value  of  2  r,  and  then  call  this  the  defining 
equation  for  the  electric  current,  namely,  — 

D       ^  Tt         Defininc  eouMioii  i?^    'iAti 

^  "  ~-      forcurrentiSnmittL        ™1-  ^^ 

Definition  of  Unit  Current 

381.  The  Ampire.  It  has  been  found  most  convenient  to  use 
Eq.  145  for  the  definition  of  current.  This  is  equivalent  to  sajying 
that  unit  current  is  one  which  when  passing  about  a  drda  of  unit 
radius  will  produce  at  the  center  of  the  circle  a  magnetic  flftid  of 
intensity  2  r.  When  the  centimeter,  gram,  and  second  are  used 
as  fundamental  units,  this  current  is  called  the  **  electromagnetic 
C.G.S.  unit  of  current/'  or  more  briefly  the  E.M.  unit  of  current. 

The  ampdre,  which  is  the  practical  unit  of  current,  is  one  tenth 
of  the  C.G.S.  unit. 

382.  The  standard  current.  Just  as  the  Weston  cell  is  used 
for  a  concrete  standard  of  electromotive  force,  so  it  has  been 
found  convenient  to  have  a  concrete  standard  of  current.  This 
standard  is  called  the  **  international  ampere  "  and  has  been 
specified  by  the  International  Electrical  Congress  at  London  in 
1908  to  be  a  current  which  when  passed  through  a  solution  of 
silver  nitrate  will  deposit  silver  on  the  cathode  at  the  rate  of 
0.001 1 1800  of  a  gram  per  second.  This  description  of  the  standard 
ciurent  will  be  clear  to  the  student  after  he  has  mastered  Fara- 
day's Laws  of  Electrolysis.    See  §  402. 

The  international  ampere  is  the  unit  employed  by  engineers 
in  all  countries.  Switchboard  instruments  and  other  commercial 
meters  which  we  shall  take  up  later  are  everywhere  graduated 
in  multiples  or  submultiples  of  this  unit. 


ELECTRIC  CURRENTS  441 

Ohm's  Law 

383.  Assuming  that  the  student  is  now  more  or  less  familiar 
with  the  manner  in  which  currents  and  electromotive  forces  are 
measured,  let  us  consider  a  partic- 
ular case  where  a  definite  and 
measurable  electromotive  force  E 
is  producing  a  definite  and  measur- 
able current  i  in  a  circuit  such,  say, 
as   that   represented   m   l^ig.  300.  p^^  30^ 

The   following  query   now   arises. 

How  does  the  strength  of  the  current  i  in  any  circuit  depend 
upon  the  electromotive  force  in  that  circuit? 

The  answer  to  this  question  is  contained  in  the  discovery  of 
the  German  physicist  Ohm,  in  1827,  namely,  for  a  large  class  of 
bodies,  the  current  varies  directly  as  the  total  E.M.F.  in  the 
curcmt.  For  this  class  of  bodies  the  ratio  of  the  E.M.F.  to  the 
current  is  a  constant  for  any  given  circuit.    This  general  fact  is 

j| j^  known  as  Ohm's   Law;    and  the 

constant  ratio  of  E.M.F.  to  ciu*- 
rent  is  called  the  electrical  resist- 
ance of  the  circuit. 

a,  o 

FiQ.  301.  — Ohm's  Law  applied  to  a       Evcn  in  the  casc  of  bodies  such 
portion  of  a  current.  ^s  conducting  gascs  where  the  ratio 

of  E.M.F.  to  current  is  not  constant,  this  ratio  at  any  instant  is 
called  the  resistance  at  that  instant. 

I^t  us  denote  this  resistance  by  R,  then  we  may  obtain  an 
algebraic  expression  for  Ohm's  Law  by  writing 

/^  Ohm's  Law,  defin- 

— -  =  iJ.  ing  equation  for  Eq.  146 

I  resistance. 

But  if,  instead  of  considering  the  entire  circuit,  we  consider 
only  a  portion  of  it,  such  as  that  between  the  points  a  and  6 
(Fig.  301),  then  it  is  found  that  Ohm's  Law  holds  in  the  same 
way  for  this  portion  of  the  circuit  as  for  the  whole  circuit,  always 
provided  there  is  between  a  and  b  nothing  of  the  nature  of  a  battery  or 
dynamOy  i.e.  no  source  of  electromotive  force. 
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The  Unit  of  Resistance.     The  Ohm 


3B1.  To  obtain  the  unit  of  resistance  one  employs  the  same 
method  which  is  used  in  the  other  departments  of  physics, 
name!y,  takes  the  defining  equation  and  gives  the  other  i 
ables  such  values  as  will  make  the  desired  quantity  unity.  Tho) 
in  Eq.  I4(i,  if  we  make  F.  =  i  =  I,  then  fl  =  1.  A  circuit  i 
therefore  said  to  contain  one  unit  of  resistance  when  one  i 
of  E.M.F.  will  produce  in  it  one  unit  of  current. 


Ftu,  302.  —  A 


The  electromagnetic   C.G.S.    unit   of  resistance  thus  del 
is  entirely  too  small  for  laboratory  use  and  hence  a  practici 
unit,  one  thousand  million  times  as  large,  was  adopted  by  thfrS 
British  Association  in  1861,  and  afterward  ratified  by  an  Interi-fl 
national  Congress  at  Paris.    This  practical  unit  is  called  an  "  ohm.'*'] 

1  Ohm  =  10*  electromagnetic  C.G.S.  units  of  resistance. 

Expressed  in  the  practical  system  of  units,  Ohm's  Law  n 
becomes :  — 

Klertrovwt  i  re  force  in  volts 


Current  in  amperes  - 


BesisiaTtce  in  ohms 
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StaTidard  of  Resistance 
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386.  By  international  conventiiin  agreed  upon  in  London  in 
1908,  the  "  international  ohm  "  is  represented  sufficiently  well 
by  the  resistance  of  a  column  of  mercury  of  uniform  cross  section 
at  0°  C,  when  its  length  is  11)0.300  centimeters  and  its  mass  is 
14.4521  grams.  When  a  wire  is  said  to  have  a  resistance  of  three 
ohms  it  is  meant  that  a  given  E.M.F.  applied  to  the  ends  of  this 
wire  will  produce  exactly  one  third  as  much  current  aa  when  the 
same  E.M.F.  is  applied  to  the  above  described  mercury  column. 


Most  standards  of  resistance  are  now  made  of  manganin  wire 
coiled  on  a  metal  cjlinder  from  which  the  wire  is  insulated  by  silk 
and  shellac.  The  advantage  of  manganin  is  that  it  changes  its 
resistance  scarcely  at  all  when  the  temperature  varies.  See  Fig. 
302. 

386.  Resistance  Roxes.  In  the  laboratory  there  la  constant  de- 
mand for  a  set  of  resistances  which  will  enable  one  quickly  to  put 
into  a  circuit  any  number  of  ohms,  within  the  limits  of  the  set, 
which  he  may  wish.  For  this  purpose,  units  of  resistance  are 
wound  on  spools ;  these  spools  are  mounted  on  the  under  side  of 
a  hard  rubber  plate;  on  the  upper  aide  of  this  same  plate  are 
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various  diab  by  the  rotation  of  whidi  one  can  join  up  vety  quid^y 
as  many  ohms  as  he  wishes,  just  as  he  wouM  pick  out  from  a  set 
of  weights  any  desired  mass  for  use  on  the  pan  of  a  halanee,  See 
Fig.  303. 

Digression  on  ike  VoUaie  CM 

S87.  FaU  of  Potential.  With  Ohm's  Law  in  mind  it  wffl  be 
profitable  to  reconsider  for  a  moment  the  f aD  of  potential  in  a  cir- 
cuit containing  a  voltaic  cell.  It  is  practically  impossible  to  meas- 
ure the  contact  difference  of  potential  of  two  substances  alone. 

But  it  is  now  generally 
assumed  that  the  seat 
of  E.M.R  in  a  cdl  is 
located  at  the  two  sur- 
faces of  separation  be- 
tween   the    electrolyte 

Fio.  304.  —  Repiewntinc  the  faU  of  potential  in  a     and  the  tWO  clectiodes. 

battery  dreuit.  pjg,  304  jg  intended  to 

represent  the  case  of  an  ordinary  gravity  cell.    Here  the  potentials 

are  plotted  as  a  function  of  the  resistance.  Let  the  ordinate  of  the 
point  A  represent  the  potential  of  the  zinc  electrode;  AB  will 
represent  the  rise  of  potential  in  passing  from  the  zinc  to  the  zinc 
sulphate  solution.  The  difference  between  the  ordinates  of  B 
and  C  will  measure  the  fall  of  potential  in  passing  through  the 
electrolyte ;  CD  is  the  rise  in  potential  in  passing  from  the  solu- 
tion to  the  copper  electrode ;  while  DF  is  the  fall  of  potential  in 
passing  through  the  external  resistance  R. 

If  we  denote  the  resistance  of  the  cell  itself  —  the  so-called 
internal  resistance  —  by  r,  and  the  current  by  i,  then 

.  _  Potential  Difference  DF  _  Potential  Difference  A  H 
*"  R  "  R  +  r 

^  E.M.F.  of  cell 
R  +  r 

The  potential  difference  A  H  which  is  obtained  by  prolonging 
DE  backwards  until  it  intersects  A  B  produced  is  the  E.M.F.  of 
the  cell.    Note  that  DF,  which  is  called  the  terminal  potential 
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diflference,  is  always  less  than  the  E.M.P.  of  the  cell,  except  when 
the  circuit  is  open.  The  resistance  is  then  infinite  and  the  two 
are  equal.  The  current,  it  will  be  observed,  is  numerically  equal 
to  the  tangent  of  the  angle  0  in  the  diagram. 

388.  Grouping  of  Cells.  In  order  to  obtain  higher  voltages 
than  are  given  by  single  cells,  one  joins  the  zinc  of  one  cell  to  the 
copper  of  another,  and  so  on,  as  shown    , 

in  Fig.  305.     If  all  the  cells  are  joined   

up  in  tandem  as  indicated  they  are 
said  to  be  in  series.    In  this  case  the       ^''*-  ^^' "  ^"«  ^  ■•'^• 
internal  resistances  are  added  as  well  as  the  E.M.F.s.    Hence  n 
cells,  each    furnishing  E  volts,  will  give  a  current  i  defined  by 
the  following  equation 

nE 


%  = 


nr  +  R 


Eq.  147 


The  second  principal  method  of  joining  cells  is  to  connect  all  the 
zinc  poles  to  one  end  of  the  external  resistance  i?,  and  all  the 

copper  poles  to  the  other  end  of  R. 
This    arrangement  simply  makes 
one  big  cell  out  of  the  n  separate 
cells.    The  internal  resistance  of  the 
Fio.  306. -CeiiB  in  parallel.       combination   is  Only  l/n  that  of  a 

single  cell ;   but  the  E.M.F.  is  exactly  the  same  as  that  of  a  single 
cell.    Applying  Ohm's  Law,  one  obtains  for  the  current. 


I  = 


E 


nE 


^+R 
n 


r  +  nR 


Eq.  148 


Ohm's  Law  {continued) 

389.  The  International  Volt.  Returning  from  this  digression, 
it  is  interesting  to  note  that  while  Ohm's  Law  has  been  used 
(§  384)  to  define  resistance  in  the  electromagnetic  C.G.S.  system 
of  units,  it  is  employed  quite  differently  in  the  practical  inter- 
national units.  For  by  convention  of  the  International  Electrical 
Congress  in  Ix)ndon  in  1908,  the  ohm  and  the  ampere  are  taken  as 
the  first  and  second  primary  standards  respectively;    and  the 


OALVANOMEIBII 


446  GENERAL  PHYSICS 

irUemcUiondl  voU  is  defined  as  '*  the  electrical  pressure  wkieh  when 
eteadUy  applied  to  a  conductor  whose  resistance  is  one  iniemational 
ohm  wUl  produce  a  current  of  one  international  ampere**  This  is 
the  quantity  which  we  have  already  seen  to  be  represented  by 
tJW  of  the  E.M.F.  of  the  Weston  cell. 

Resistivity 

390.  Having  discovered  that  the  ratio  between  E.M.F.  and 
current  is  a  constant  for  any  given  circuit,  we  now  proceed  to 
inquire  what  physical  features  of  a  circuit  determine  its  resist- 
ance. Upon  what  physical  properties  of  a  circuit  does  it8  re- 
sistance depend? 
The  most  direct 
experimental  an- 
swer is  obtained, 
^^^^^  perhaps,  by  tak- 

L  V  Cu.No.SO       anMEii  •  ■         "^  « 

Cu.No.24-Cu.No.2VCu.No.30£-u.Nor302  PARALLEL     No^  Ulg  a  CUXnUt   SUCh 

B         C         D         E         F         G     A,  as  that  shown  in 

Fig.  307. 

Pass  through 
this  circuit  a  small 
steady  (current  from  any  source.  Now  since  it  has  been  shown 
by  Faraday  that  the  current  /  is  the  same  in  every  part  of  the 
circuit,  and  since  E  =  //?,  it  is  clear  that  we  may  study  the  varia- 
tions of  /{  by  observing  the  variations  of  E,  To  measure  the 
E.M.F.  between  any  two  points  such  as  C  and  7)  on  this  circuit, 
one  has  only  to  attach  to  these  points  the  terminals  of  a  sensitive 
galvanometer  whose  resistance  is  high  compared  with  that  portion 
of  the  battery  circuit  which  lies  between  C  and  D,  A  branch 
circuit  such  as  that  from  C  to  D  via  the  galvanometer  is  gen- 
erally called  a  "  shunt.'* 

To  each  pair  of  points  on  the  main  circuit  will  correspond  a  cer- 
tain deflection  of  the  galvanometer,  and  this  deflection  will  measure 
(in  arbitrary  scale  divisions)  the  E.M.F.  between  that  pair  of  points. 
The  length  of  each  section  in  Fig.  307  is  the  same;  that  is, 
the  linear  distance  between  each  junction  and  its  next  door  neigh- 
bor is  constant. 


FiQ.  307.  —  Illustrating  Ohm's  Law. 
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!  it  is  observed  that  the  E.M.F.  between  B  and  C  is  just 

;  that  between  A  and  B,  No.  24  wire  having  just  twice  as 

1  cross  section  as  No.  27.     This  illustrates  the  general  fact 

t  the  resistance  between  any  two  piMnts  on  a  conductor  varies 

nely  as  the  area  of  the  cross  section  (A  the  ctmductor. 

rule  may  again  be  verified  by  measuring  the  E.M.F. 

jreen  tlie  points  C  and  D,  which  are  connected  by  No.  30 

wliii'h  has  just  half  the  cross  section  of  No.  27.     Here  also 

I  fouiiil  tliat  the  deflection  corresponding  to  the  interval  CD 

^sl  twice  that  due  to  BC. 

t.sure  the  potential  difference  between  C  and  E',  it 
I  be  fuuiiil  just  twice  that  between  C  and  D,  which  illustrate^ 
I  general  Fact  that  for  any  uniform  conductor  the  resistance 

B  directly  as  the  length, 
^e  la.st  sed.ion  of  the  wire,  that  between  F  and  G,  is  the  same 
ngtli  and  cross  section  and  is  carrying  the  same  current  as 
I  section  CD.  But  the  material  is  different,  the  chemical 
Msitiun  of  the  wire  is  not  the  same.  Comparing  the  defiec^ 
\  between  F  and  G  with  that  between  C  and  D,  the  former  is 
to  be  many  times  greater;  from  which  one  may  infer 
,  other  tilings  being  equal,  the  resistance  of  German  sUver 
iiy  times  greater  than  that  of  copper;  and  in  general, 
t  the  resistance  of  any  conductor  depends  upon  the  chemical 

sition  of  the  substance  from  which  it  is  made. 

Ilis  property  of  a  conductor  which  determines  how  its  resiat- 

}  depends  upon  its  chemical  comptsition  is  called  its  "  retyt- 

''  a  quantity  which  we  may  denote  by  p  and  may  measi^ 

ows :  —  ! 

t  the  cross  section  of  a  wire  be  s,  and  its  length  I.    We  majr 

a  summarize  the  preceding  results  by  writing 


Rxl, 

Rxp. 

ice  if  3cfi-and  R  —  k^,  where  A;  is  a  proportionality  constant 


448  OBNBRAL  PHYSICS 

But  it  has  been  agreed  to  call  the  reaistivity  of  a  subfltanoe 
unity  when  its  length,  cross  section,  and  resistance  are  each  unitgr, 
from  whidi  it  follows  that  k  is  idways  unity,  and  heooe 


R-^-  "ssiaas!^   Bq.i4» 


The  raalstivitjr  —  or,  as  it  is  frequently  called,  specific  resist- 
ance —  of  any  substance  la  therefore  numerically  equal  to  Hw 
resistance  iniohms  between  two  ofipoaite  ftioea  of  a  centtnieler 
cube  of  that  substance. 

The  conductivity  of  any  substance  is  defined  as  the  leclpmcal 
of  its  resistivity.  In  like  manner  the  conductance  of  a  bod|y  is 
defined  as  the  recqirocal  of  its  resistance. 

Indeed,  it  has  been  adopted  as  a  general  principle  in  ekctrieal  no- 
menclature that  specific  properties,  properties  of  substuioes  as  distinguiahed 
from  bodies,  shall  be  denoted  by  nouns  ending  in  -Uy;  lAdie  properties 
wliich  belong  only  to  particular  bodies  shall  be  described  by  nouns  ending 
in  '•once.  The  advantage  of  this  is  that  terms  such  as  "  impedance  "  and 
"  inductance/'  wliich  may  be  unfamiliar  to  the  reader,  cany  on  thdr  face 
a  part  of  their  meaning. 

Measurement  of  Resistance 

391.  Wheatstone's  Bridge.  In  1833,  S.  H.  Christie  devised 
an  Instrument  by  means  of  which  one  can  easily  and  accurately 

measure  a  resistance  by  comparing  it 
with  a  known  resistance.  The  device 
is  now  known  as  Wheatstone's  Bridge, 
partly  because  Wheatstone  employed 
it  in  his  researches  and  partly  because 
^O  he  improved  it. 

The  instrument  consists  essentially 
of  six  conductors  joining  four  points, 
Fio.  308.  — The  w^heatstone      A,  B,  C,  D,  in  such  a  way  that  when 
Bridge,  invented  by  Chriatie.      ^  voltaic  cell  is  placed  in  onc  branch, 

say  AC,  and  there  is  no  current  produced  in  another  branch  BD, 
we  are  enabled  to  determine  the  value  of  the  resistance  in  one  of 
the  remaining  branches,  say  AD, 
In  Fig.  308,  let  E  denote  a  voltaic  cell  and  G  a  galvanometer. 
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The  branches  Ri,  R2,  Q,  and  X  are  called  the  arms  of  the  bridge. 
We  shall  suppose  X  to  be  the  unknown  resistance  and  shall  as- 
sume that  the  other  three  arms  are  so  adjusted  that  no  current 
is  passing  through  the  bridge,  BD;  then  the  current  in  Ri  will 
be  the  same  as  that  in  R2 ;  also  the  current  in  X  will  be  identical 
with  that  in  Q.  The  absence  of  current  in  G  shows  that  B  and  D 
are  each  at  the  same  potential;  let  us  denote  this  potential  by 
V,  Then  if  F^  denote  the  potential  of  the  point  A,  Vc  the  po- 
tential of  the  point  C,  we  may  express  this  equality  of  currents 
by  writing :  — 


V^-V_V-Vc 

Rl             Ri 

and                               V,-V^V-V, 

^           Q 

« 

Whence,  by  division, 

l-^'' '=(!>■ 

£q.  U9bis 

From  this  equation  one  easily  obtains  the  value  of  X 

as  soon  as 

TO 

he  knows  Q  and  the  ratio  — ^.    The  two  arms  Ri  and  R2  are 

known  as  the  ratio  coils, 

392.  Variation  of  Resistance  with  Temperature.  As  a  matter 
of  fact  the  resistance  of  any  conductor  depends  more  or  less  upon 
its  temperature.  This  fact  is,  indeed,  the  basis  of  one  of  the  best 
methods  of  measuring  moderately  high  temperatures,  namely,  the 
electrical  resistance  thermometer,  suggested  by  Siemens,  per- 
fected by  Callendar.    See  §  259,  above. 

Practically  all  metals  decrease  in  resistivity  as  their  tempera- 
tures fall.  But  the  resistivity  of  carbon  and  of  all  electrolytes 
increases  as  the  temperature  falls. 

One  of  the  most  remarkable  discoveries  of  recent  times  is  that 
made  by  H.  Kamerlingh-Onnes  in  his  celebrated  Cryogenic  Lab- 
oratory at  Leyden.  Here  he  found  that  at  the  temperature  of 
boiling  helium,  —  269°  C,  the  resistivities  of  certain  metals, 
among  them  mercury,  tin,  and  lead,  fall  to  less  than  one  millionth 
part  of  their  values  at  the  temperatiu^  of  melting  ice. 
2q 
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The  resistance  of  a  lead  conductor  under  these  oonditknis  is 
so  minute  that  a  current  induced  in  a  coil  of  lead  wire  will  persist 
for  hours  with  almost  no  diminution.  Metals  in  this  condition 
are  called  super-conductof  a. 

The  slight  variation  of  resistance  which  a  bismuth  wire  auffets 
when  placed  in  a  magnetic  field  has  proven  to  be  inoportant  in 
the  measurement  of  dynamo  fields ;  but  this  must  be  left  for  the 
advanced  student. 

893.  Electrical  and  Thermal  Conductivity.  In  1853,  two  Ger^ 
man  physicists,  Wiedemann  and  Franz,  discovered  that  {»  pure 
metab,  the  ratio  of  the  thermal  to  the  electrical  conductivity 
is  a  constant  at  any  one  temperature,  and  later  researdies 
have  shown  that  this  ratio  increases  directly  as  the  absolute 
temperature. 

This  parallelism  between  heat  conduction  and  electric  condue- 
tion  —  known  as  the  WiedemannF-Franz  Law  —  remained  unex- 
plained for  nearly  half  a  century,  when  in  1900  Drude  showed 
that  both  these  processes  are  harmonized  by  the  electron  theory. 
H.  A.  Lorentz  puts  the  matter  as  follows:  ''The  fundamental 
idea  of  the  modem  theory  of  the  thermic  and  electric  properties 
of  metals  is  that  the  free  electrons  in  these  bodies  partake  of  the 
heat-motion  of  the  molecules  of  ordinary  matter,  travelling  in  all 
directions  with  such  velocities  that  the  mean  kinetic  energy  of 
each  of  them  is  equal  to  that  of  a  gaseous  molecule  at  the  same 
temperature. 

"If  we  further  suppose  the  electrons  to  strike  over  and  over 
again  against  metallic  atoms,  so  that  they  describe  irregular 
zig-zag  lines,  we  can  make  clear  to  ourselves  the  reason  that 
metals  are  at  the  same  time  good  conductors  of  heat  and  of  elec- 
tricity, and  that,  as  a  general  rule,  in  the  series  of  the  metals,  the 
two  conductivities  change  in  nearly  the  same  ratio.  The  larger 
the  number  of  free  electrons,  and  the  longer  the  time  that  elapses 
between  two  encounters,  the  greater  will  be  the  conductivity  for 
heat  as  well  as  that  for  electricity.'*  Theory  of  Electrons  (1909), 
p.  10. 
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Table  of  Resistivitieb 


Substance 

RXAISTANCB  AT  0*C.  OF  A  WlBK 

1  CM.  Long  1  cii*.  in  Sbction 

RSSISTANCB  AT  0*C.  OW  A 

WiRX  1  Foot  Long  and  i^ 
Inch  in  Diambtui 

Aluminium 

2.94  X  10-*  ohms 

17.69  ohmR 

Antimony 

40.5    X  10-*  ohmH 

243.8    ohms 

Bismuth 

119.0    X  10~«  ohms 

716.5    ohms 

German  silver 

16-40  X  10-«  ohms 

96-240  ohms 

Gold  annealed 

2.42  X  10"*  ohms 

14.57  ohms 

Copper  annealed 

1.59  X  10-«  ohms 

9.57  ohms 

Copper  hard  drawn 

1.78  X  10-»  ohms 

10.71  ohms 

Iron 

9-15  X  10-«  ohms 

54-90  ohms 

Manganin 

42.05  X  10"«  ohms 

253.14  ohms 

Mercury 

95.8    X  10-«  ohms 

576.7    ohms 

Platinum 

11.0    X  10-«  ohms 

66.2    ohms 

Silver 

1.6    X  10-«  ohms 

9.7    ohms 

Tungsten 

5.      X  10"*  ohms 

30.1     ohms 

From  Kate  and  Labt'b  Tables. 

Definition  of  the  ELECTROBiAGNETic  Unit  of  Quantity 

394.  Quantities  of  electricity  are  measured  just  as  we  should 
measure  a  quantity  of  water  delivered  by  a  stream  of  known 
strength  in  a  given  time.    Hence 

q^it  Eq.  150 

becomes  the  defining  equation  for  electrical  quantity  Q.  If  a 
lyeyden  jar  is  charged  by  a  current  i  flowing  for  a  time  t,  the  charge 
Q  on  the  jar  is  it. 

The  practical  unit  of  quantity  is  called  the  coulomb,  and  is 
defined  as  the  quantity  of  electricity  transferred  by  a  current  of 
one  ampere  in  one  second. 

The  Electrobiagnetic  Untt  of  Capaciit 

395.  The  capacity  of  a  condenser  having  already  been  defined 
(§  356)  as  the  ratio  of  its  charge  Q  to  the  potential  difference  E 
between  its  plates,  v^ne  has 

Hence  the  so-called  "  practical "  unit  of  capacity  is  that  of  a 
condenser  charged  to  a  potential  of  one  volt  by  one  coulomb  of 

electricity. 
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In  honor  of  Faiaday  this  miit  of  aipmAy  b  f  lltJ  the  "fawd 
hot  it  b  cntiretjr  too  hrgt  for  hborrtoty  |impooM^  aad 
standard  condensers  which  are  made  tor  the  pupona  ol 
ing  capacities  are  genend^'  gradoated  in  tetins  of  a  vnift 
one  millionth  of  a  fanul  and  is  called  a  "  microfiuad." 
a  third  of  a  microfanul  b  used  becaose  thb  iipwjuig  mppnor 
matdy  the  capacity  of  a  mile  of  Atlantic  Cable. 


368.  A  CTPTCPt  of  one  annpfie  and  an  E3t  J,  of  50  Toitsare  w^phad  to 
feed  an  ineftDdaeent  lamp.    Whal  b  the  resbtanee  of  the  lamp  in  ohms? 

M9.  A  LeclancM  cdl  b  used  to  ring  a  door  belL    The  ffblennti 
of  the  wire  in  the  bell  b  2  ohms,  the  resbtance  of  the  line  b  i  an  ohm, 

and  the  resbtance  of  the  cell  b  1  ohm.    TIm 
^^y^  E.M.F.  of  the  cdl  b  1.5  Tolts.    What  emrent 

^""^"^^"^^  i!^      will  be  ivoduced  when  the  circmt  b  doaed? 
/  ^      «^  Aat.  0.429  amne 


V« -il_^    11 


370.  The  E.M.F.  of  a  sini^  gm^fty  eeD  b 

volts;  the  resbtaneeof  eaeheeBbSohms. 

Fio.  309.  1^  three  of  these  cdb  be  joined  np  in  series  as 

indicated  in  Fig.  310,  and  the  poles  of  the  bat- 
tery be  connected  bv  a  resistance  of  1  ohm,  what  current  will  flow  in 
the  circuit  ?  An9.  0.33  ampere. 

371.   A  telegraph  sounder  has  a  resistance  of  70  ohms,  and  it  requires 
a  current  of  0.2  ampere  to  work  it.     Will  20  gra\*ity  cells  such  as  de- 


FiG.  311. 

scribed  in  the  preceding  example  be  sufficient?     Will  40  ceUs  suffice? 
Be  able  to  describe  your  reasons  at  the  blackboard. 

372.  Two  wires  Ri  and  R^,  alike  in  all  respects,  and  having  each  a 
resistance  of  20  ohms,  are  joined  ''  in  parallel  '*  as  shown  in  Fig.  311. 
What  is  the  sum  of  their  resistance,  i.e.  what  is  the  resistance  of  that 
part  of  the  circuit  which  lies  between  the  points  A  and  B  ?  Use  equa- 
tion for  resbtance  given  in  {  390,  \nz., 

R  -^ 
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One  might  imagine  the  two  wires  fused  into  one  of  equal  length ;  the 
numerical  value  of  8  would  then  be  doubled,  but  as  an  electrical  con- 
ductor the  large  wire  would  be  equivalent  to  the  two  smaller  ones. 

373.  What  is  the  total  resistance  of  the  two  wires  Ri  and  R^  when 
joined  '^  in  series  "  as  indicated  in  Fig.  312? 

374.  A  gravity  cell  of  1.1  volts  is  joined  up  in  opposition  to  a  storage 
cell  of  2.1   volts,    I.e.   their   positive 

poles  are   connected.      What  is  the      J^-^yvvvvvs/v^^v-^-^wVVvJtvwwJL 
resultant  E.M.F.  of  the  two  cells?  f  j 

Ans.    1  volt.      ^  U  ^ 

376.    Three  gravity  cells,  each  hav-  p^^  2^2 

ing  a  resistance  of  3  ohms  and  an 

E.M.F.  of  1.1  volts,  are  joined  "  in  parallel  "  as  indicated  in  Fig.  313, 
and  then  connected  to  a  coil  of  wire  having  a  resistance  of  8  ohms. 
Find  the  current  in  the  coil.  How  much  current  passes  through  each 
cell?  An«.   0.122  ampere;  0.041  ampere. 

376.  Siemens  proposed  a  unit  of  resistance  equivalent  to  that  of 
a  column  of  mercury  1  m.  in  length  and  1  mm.'  in  cross  section.  Find 
the  value  of  this  unit  in  terms  of  the  ohm. 

377.  What  magnetic  field  will  be  produced  at  the  center  of  a  circle 
of  wire  conveying  a  current  of  2  amperes,  when  the  radius  of  the  circle 
is  9  cm.? 

378.  Which  will  affect  a  magnetic  needle  at  the  center  more  strongly, 
a  current  8  amperes  in  a  circle  of  8  cm.  or  a  current  of  100  amperes  in  a 
circle  of  1  m.  radius? 

379.  A  room  is  illuminated  by  40  incandescent  lamps  joined  up  in 
parallel.  Each  lamp  has  a  resistance  of  200  ohms  when  hot  and  re- 
quires a  voltage  of  110.     Find  the  current  necessary  to  light  the  room. 

380.  Taking  the  resistivity  of  copper 
as  1.6  X  10^,  find  the  resistance  of  a  pair 
of  copper  wires  whose  diameter  is  3  mm. 
and  whose  joint  length  is  40  m. 

381.  A  storage  cell  whose  resistance 
is  x\r  ohm  and  whose  electromotive  force 
is  2  volts  sends  a  current  through  a  wire 

R  -  soHMt  q£  3  ohms  joined  in  series  with  a  wire  of 

'°    ^  ■  }  an  ohm.     Find  the  potential  difference 

between  the  terminals  of  each  of  the  two  wires. 

382.  The  E.M.F.  of. a  gravity  cell  on  open  circuit  is  1.12  volts.  But 
when  the  circuit  is  closed  with  an  external  resistance  of  20  ohms,  the 
voltage  between  the  terminals  of  the  cell  drops  to  1.00.  Find  the 
internal  resistance  of  the  cell. 

383.  Ten  cells  are  arranged  so  as  to  have  five  in  series  and  two  of 
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thsM  Htin  In  parallel.    The  E.M.F.  ot  each  oeQ  la  IJi  i 
lesiatanee  1  ohm.    Find  the  E.M,F.  and  reautanee  ot  the  o 

SB4.  The  terminala  of  a  cell  are  joined  by  three  parallel  -w 
renstancea  are  rj,  t^,  t^  reapectlvely.    Prove  that  the  e 
through  the  cell  will  be  dietributed  among  these  throe  flondneton  in- 
versely  as  their  resistances. 

886.  An  overhead  trolley  line  has  a  reeistance  of  half  an  olim  par 
mile.  The  oars  running  are  taking  126  amperes  from  the  line :  but  a& 
these  care  are  more  than  2  miles  away  from  the  power-honae.  Find  the 
drop  in  voltage  between  the  power  station  and  a  point  on  the  line  one 
mile  away. 


896.  Among  the  most  important  effects  of  an  dectric  CDnent 
must  be  reckoned  that  by  whidi  skates  are  plated  with  nidd, 
spoons  with  silver ;  for  this  is  the  same  process  by  which  anull 
amounts  of  gold  and  sUver  are  separated  from  large  amounts  of 
cof^r  in  the  great  copper  refineries.  All  of  these  are  '"-tfinffw 
of  the  general  fact,  largely  established  by  Sir  Humphry  Davy, 
that  when  a  cur-' 
rent  is  passed 
through  a  solu- 
tion, that  solu- 
tion b,  in  general, 
broken  up  into 
two  other  sub- 
stances. 

In  the  first 
year  of  the  nine- 
teenth century,  the  same  year  in  which  Volta  described  the  vol- 
taic cell,  it  was  found  by  Carlisle  and  Xicholson  that  a  current 
pas^ng  through  water  breaks  the  water  up  into  hydrogen  and 
oxygen.  Hydrogen  is  given  off  at  the  cathode  and  oxygen  at  the 
anode. 

A  clear  grasp  of  the  following  six  experiments  b  perhaps  as 
short  a  route  as  any  to  an  understanding  of  this  process,  which  b 
called  electrolysb. 
397.   Experiment  1.  —  In  order  to  pass  a  current  through  water 
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it  is  necessary  to  dissolve  some  salt  or  acid  in  it  to  make  the 
liquid  a  good  conductor.  The  most  convenient  substance  to  add 
is  10  or  15  per  cent  of  strong  sulphuric  acid. 

Take  a  Wolff's  bottle  half  full  of  the  dilute  acid;  through 
two  of  the  holes  in  the  bottle  insert  two  strips  of  sheet  platinum 
soldered  to  copper  wires,  as  indicated  in  Fig.  314 ;  connect  these 
to  a  source  of  electromotive  force  which  will  send  five  to  ten 
amperes  through  the  acidulated  water.  Gas  will  be  given  oflf 
from  each  electrode,  and  the  mixture  may  be  collected  for  exami- 
nation by  attaching  one  end 
of  a  rubber  tube  to  the  re- 
maining neck  of  the  bottle, 
and  immersing  the  other  end 
of  the  tube  in  a  soap  solu- 
tion. The  escaping  gas  will 
thus  blow  a  series  of  soaj>- 
bubbles  which  may  be  ex- 
ploded by  a  lighted  taper; 
for  it  has  been  shown  that 
the  gases  are  evolved  in  just 
the  right  proportion  to  ex- 
pl(Kle,  without  leaving  be- 
hind any  oxygen  or  any 
hydrogen,  i.e,  the  propor- 
tions of  hydrogen  and  oxj*^- 
gen  present  are  chemically 
equivalent.  It  is  safer,  of 
course,  to  remove  the  glass  nozzle  from  the  soap  solution  before 
applying  the  taper. 

398.  Experiment  2.  —  By  using  a  U-tube  with  electrodes,  one 
sealed  into  each  branch,  the  gases  can  be  collected  before  they 
have  a  chance  to  mix.  If  the  arms  of  the  tube  are  graduated, 
one  can  measure  directly  the  volume  of  hydrogen  set  free,  and 
also  the  volume  of  oxygen.  Accurate  measurements  of  this 
kind  show  that  when  the  gases  are  collected  under  equal  pres- 
sures, the  volume  of  hydrogen  is  exactly  double  that  of  oxygen. 
But  chemists  tell  us  that  these  are  exactly  the  volumes  of  hydro- 
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Fig.  315.  —  Electrolysis  of  water,  in  which 
the  hydrogen  and  oxygen  are  collected  in 
separate  vessels. 
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Fio.  316.  —  Electrolysis  of  lead  acetate. 


gen  and  oxygen  that  unite  to  f onn  water,  and  that  the  dcoritgr  of 
oxygen  is  sixteen  times  as  great  as  that  <rf  hydrogen.    What  then 

will  be  the  maar  of  oxygen 
set  free  as  compared  with 
the  mass  ol  hydrogen? 

SW.  Expmmeni  3.  — 
Instead  of  addukted  water 
we  may  use  a  soluticm  of 
lead  acetate  as  an  deo- 
trolyte.  The  phenomenon 
is  most  conveniently  seen 
or  projected  when  the  solu- 
tion is  placed  in  a  flat 
vessel  such  as  is  reiMesented 
m  Fig.  316. 

If  we  use  a  pair  of  platinum  wires  as  electrodes,  it  will  be  seen 
that  the  lead  acetate,  which  is  a  clear  transparent  solution,  is 
broken  up  so  as  to  yield  dark  metallic  lead  at  the  negative  pole 
of  the  battery,  i.e.  at  the  same  pole  where  the  hydr(^[en  appeared 
in  the  preceding  experiment.  In  general,  hydrogen  and  all  the 
metals  behave  as  if  they  rode  through  the  electrolyte  on  the  cur- 
rent, i.e.  they  collect  at  the  same 

pole  at  which  the  current  leaves  • — 1 

the  electrolyte. 

400.  Experiment  4. — Moisten 
a  strip  of  filter  paper  with  a 
strong  solution  of  phenol 
phthalein  *  and  sodium  chloride, 
table  salt.     If  the  positive  pole 

of  a  battery  be  connected  with    Fio.   317  — Illuatrating    the   chemical 

one  end  of  the  strip,  the  negative        reactions    which    sometimea    occur 
,.,,,.  ^1  at  the  electrodes. 

pole  will,  when  drawn  over  the 

strip,  cause  an  electric  current  to  pass  along  the  strip,  for  the 

moistened  paper  is  a  conductor.    This  current  will  deposit  sodium 

*  This  is  a  substance  which  chemists  very  commonly  use  to  detect  the 
presence  of  an  alkali.  The  phenol  phthalein  is  colorless ;  but  a  drop  of  it 
in  an  alkaline  solution  will  yield  a  red  oolor. 


OATHOOE 
RED 


rT^T" 


ilj  >sss 


^$^?$^^^ 


ELECTRIC  CURRENTS 


457 


at  the  negative  electrode,  the  sodium  will  unite  with  the  water 
in  the  strip  and  produce  caustic  soda,  i.e.  a  strong  alkali,  which, 
in  the  presence  of  the  phenol  phthalein,  turns  a  brilliant  red. 
The  consequence  is  that  a  brilliant  red  line  may  be  traced 
when  the  negative  electrode  is  moved  over  the  strip  of  filter 
paper. 

A  more  easily  visible  method  of  demonstrating  this  phenome- 
non is  to  take  a  U-tube  as  shown  in  Fig.  317  and  provide  it  with 
a  pair  of  platinum  electrodes.  If  now  the  salt  solution  (NaCl)  be 
placed  in  this  tube  and  a  few  drops  of  phenol  phthalein  be  added, 
it  will  be  found  that  as  soon  as  the  current  begins  to  pass,  the 
solution  in  the  immediate  neighborhood  of  the  cathode  turns  red. 
This  indicates  the  presence  of  an  alkali  in  that  region  and  in  no 
other ;   in  other  words,  the 

metallic  sodium  which  the  f^'''/^^~ 

current  deposits  upon  the  y'     i      I         i 

cathode  unites  at  once 
with  the  water  to  form 
sodium  hydroxide.  The 
chlorine  which  is  set  free 
at  the  anode  dissolves  in 
the  water  and  forms  a 
bleaching  solution.  The 
result  of  this  is  that  when 
the  current  is  reversed  there  is  sufficient  chlorine  water  about 
what  is  now  the  cathode  to  immediately  bleach  out  the  red  due 
to  the  phenol  phthalein.  Accordingly  it  is  necessary  for  the  cur- 
rent to  flow  some  little  while  after  reversal  before  the  red  color 
remains  about  the  cathode, 

401.  Experiment  5.  —  If  we  immerse  two  copper  plates  in  a 
solution  of  copper  sulphate  and  pass  a  current  from  one  plate 
to  the  other,  the  mass  of  the  plate  by  which  the  current  enters 
will  diminish,  while  the  mass  of  the  plate  by  which  the  current 
leaves  will  grow  larger ;  but  the  copper  solution  remains  prac- 
tically unchanged.  By  accurately  weighing  the  plates  before 
and  after  the  passage  of  the  current,  and  noting  the  duration 
of  the  current,  one  can  determine  just  how  much  copper  any 


I.  318.  —  The  copper  coulometer. 
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given  current  will  deposit  in  one  second  of  time.  A  oell  flitod 
wUfa  electrodes  and  electrolyte  in  fliis  numner  Is  callad  a  con- 
kmieter  or  voltameter.  The  copper  thus  deposited  is  veiy  pure, 
and  this  process  is  now  largely  employed  for  refining  co|yper. 

402.  ExperimetU  6.  —  When  several  voltameters  are  con- 
nected in  series,  after  the  manner  shown  in  Fig.  319,  the  same 

current  will  pass  throu^  each 
of  them.  But  on  weighing  the 
electrodes  it  is  found  that  the 
amount  of  element  deposited 
upon  any  particuldr  electrode, 
by  a  given  current  flowing  for 
a  given  time,  varies  directly  as 

Fio.319.  — The  current  produces  cquiva-    the  Stomic  weight  crf    the  de- 

lent  decomposition  in  cells  contain-   mcnt  and  inversely  as  the  Vl^ 

i^UIerent  electrolytes  joined  up  in    Igncy  of  the  dement.     Thus  sfl- 

ver  is  univalent  and  has  an 
atomic  weight  of  108,  while  copper  is  bivalent  and  has  an  atomic 
weight  of  63.    Accordingly  in  the  arrangement  described  in  Fig.  319 

the  amount  of  silver  deposited  will  always  be  108/1  -8-  63/2,  or  a 
little  over  three  times  as  great  as  that  of  copper.  The  ratio  of 
the  atomic  weight  of  an  element  to  its  valency  is  generally  known 
as  its  **  chemical  equivalent/' 

Faraday  made  a  very  careful  study  of  many  phenomena  such 
as  we  have  just  been  considering,  and  he  summarized  his  results 
as  follows :  — 

Faraday's  Laws  of  Electrolysis 

First  Law 

The  amount  by  weight  (i.e.  the  mass)  of  an  electroljrte  which 
is  decomposed  by  an  electric  cturent  is  proportional  to  the  current 
flowing  and  to  the  time  during  which  it  flows. 

In  order  to  express  this  law  in  terms  of  algebra  let  us  denote 
by  i  the  current  in  amperes,  by  t  the  time  in  seconds,  and  by  m 
the  increase  in  mass  of  cathode  measured  in  grams.    Then 

m  =  eit,  Eq.  152 
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where  €  is  a  proportionality  constant  which  is  called  the  "  elec- 
trochemical eqtiivalent "  of  the  element  deposited. 

The  electrochemical  equivalent  e  is  numerically  equal  to  the 
mass  of  any  element  deposited  by  the  passage  of  one  coulomb  of 
electricity  through  the  electrolyte,  while  the  reciprocal  of  e  is  the 
amount  of  electricity  associated  with  one  gram  of  the  element 
in  question.  Thus  in  the  case  of  hydrogren,  if  we  denote  this 
quantity  of  electricity  passed  by  e,  we  have 

J?  ^  1  __  96540  coulombs 
m      €  gram 

Second  Law 

When  an  electroljrte,  or  a  series  of  electrolytes,  is  decomposed 
by  an  electric  current,  the  components  into  which  it  is  separated 
are  always  chemically  equivalent,  i.e.  they  are  set  free  in  just 
such  amounts  as  may  recombine  and  form  a  chemical  compound 
without  any  left-over  material. 

For  purposes  of  computation  it  is  often  convenient  to  put 
this  law^  in  terms  of  symbols  as  follows :  Let  subscripts  "  1  " 
and  "  2  "  refer  to  two  different  electrolytic  cells.  Then  if  atomic 
weights  be  denoted  by  m,  valencies  by  v,  and  electrochemical 
equivalents   by    c,    we   have 

h^mh.  Eq.  153 

€2      vhVi 

It  has  recently  been  shown  by  H.  A.  Wilson  that  these  two 
laws  hold  not  only  for  liquids  but  also  for  salts  in  the  state  of 
vapor  produced  by  heat. 

403.  Theory  of  Electrolysis.  This  experimental  evidence  seems, 
then,  to  indicate  that  there  is  associated  with  each  atom  of  matter 
a  certain  definite  charge  of  electricity  which  is  the  same  for  all 
atoms  of  the  same  valency  and  is  quite  independent  of  the  "  atomic 
weight."  The  charge  associated  with  each  unit  of  valency  would 
then  appear  to  be  a  natural  unit  of  electricity  —  an  "  atom  of 
electricity,"  as  suggested  by  Helmholtz.  The  atom  of  matter 
with  its  associated  charge  is  called  an  **  ion."  But  the  charge 
alone,  this  natural  electrical  unit,  is  called  an  "  electron,"  a  name 
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which  was  given  to  it  in  1891  by  the  Irish  physicist  Dr.  6.  Jdin- 
stone  Stoney. 

Numerous  experiments  have  shown  that  the  diarge  carried 
by  an  atom  of  unit  valency  is  precisely  the  same  as  the  diarge 
carried  by  those  electrons  which  are  produced  in  a  variety  of  other 
ways.  These  are  the  same  electrons  which  give  a  body  a  negar 
tive  charge  when  present  in  excess  and  which  render  a  body  posi- 
tively charged  when  present  in  less  than  the  normid  number. 
We  have  already  seen  that  an  electric  current  in  a  solid  conductor 
probably  consists  in  a  stream  of  these  electrons  moving  in  a  direc^ 
tion  opposite  the  E.M.F.  In  rarefied  gases,  we  shall  presently 
find  the  electrons  moving  entirely  alone,  quite  free  from  mfttter. 
But  in  electrolytes  they  travel  only  when  attached  to  mfttter. 
Some  of  the  atoms  have  an  excess  of  electrons;  they  are  called 
negative  ions  and  always  travel  against  the  current,  that  is, 
towards  the  anode.  Other  atoms  have  less  than  their  normal 
number  of  electrons;  they  are  called  positive  ions  and  always 
travel  with  the  current  towards  the  cathode. 


Table  of  Electrochemical  Equivalents 


SUBSTANCB 

Relative  Atomic 
Weight 

Valency 

Electrochemical  EQUiVAbKNT 
IN  Gbams  pbr  Coulomb 

Aluminium 

26.9 

3 

0.0000936 

Chlorine 

35.18 

1 

0.0003672 

Copper 

63.1 

1 

0.0006588 

Copper 

63.1 

2 

0.0003290 

Hydrogen 

1.000 

1 

0.0000104 

Iron 

55.5 

2 

0.0002895 

Iron 

55.5 

3 

0.0001930 

Oxygen 

15.88 

2 

0.0000829 

Silver 

107.12 

1 

0.001118 

Zino 

64.9 

2 

0.0003387 

From  the  Smithsonian  Tables^  Third  Edition,  p.  272. 

An  atom  from  which  a  single  electron  has  been  detached  is  to 
be  thought  of  as  a  univalent  positive  ion;  while  an  atom  which 
carries  one  extra  electron  is  probably  a  univalent  negative  ion. 
A  neutral  atom,  on  this  view,  is  one  consisting  of  a  number  of 
electrons  and  an  equul  amount  of  positive  charge  kept  in  equi- 
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librium  by  the  mutual  electrical  forces  acting  between  these  two 
kinds  of  charges.  The  electron  theory  thus  affords  us  a  simple 
explanation  of  both  of  Faraday's  laws  without  the  introduction 
of  any  hypothesis  not  already  in  use  in  other  Belds  of  electricity. 
When  the  E.M,  unit  of  current  —  10  amperes  —  is  employed, 
it  is  evident  that  each  value  in  the  last  column  of  the  above  table 
must  be  multiplied  by  10. 

Heating  Effects  of  Electric  Currents 
404.  In  these  days  every  one  is  familiar  with  the  fact  that 
when  an  electric  current  is  passed  through  a  tungsten  filament, 
the  temperature  of  the  filament  may  be  increased  to  such  a  point 
that  the  tungsten  becomes  white-hot.  Trolley  cars  are  heated 
by  electric  currents  passing  through  coils  of  wire.  Iron  chains 
are  now  made  by  welding  together  the  two  halves  of  each  link  by 
means  of  an  electric  current.  Heavy  steel  rails  are  welded  to- 
gether by  the  same  process.  In  the  manufacture  of  high  grade  tool 
steel  electric  furnaces  are  employed  which 
are  heated  exclusively  by  electric  currents. 

Between  the  years  1840  and  1843  the 
English  physicist  Dr.  Joule  made  a  very 
careful  study  of  the  heat  produced  by  an 
electric  current.  He  discovered  that  for  any 
one  piece  of  icire  the  amount  of  heat  produced 
by  any  current  depends  upon  two  things 
only;  — 

1.  Upon  the  amount  of  current  flowing, 
i.e.  upon  the  number  of  amperes,  and 

2.  Upon  the  time  during  which  it  flows. 
By  use  of  a  calorimeter  containing  a  coil 

of  wire,  it  was  shown  that  when  the  current  in  the  coil  of  wire 
was  doubled,  the  heat  was  developed  four  times  as  rapidly  as 
before ;  and  when  the  current  was  trebled,  the  heat  was  imparted 
to  the  water  nine  times  as  fast  as  before. 

But  if  any  particular  current  was  allowed  to  flow  first  for  five 
minutes,  then  for  ten  minutes,  it  was  found  that  the  amounts  of 
heat  (calories)  developed  in  these  two  intervals  were  in  the  ratio 


Fia.  320.  —  Calorimeter 

for  meamiring  the  rata 
at  which  heat  is  pro- 
duced by  an  electric 
current. 
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of  1 : 2.    And  Joule  found  that  in  general  he  oould  dbaoibe  the 
results  of  his  experiments  as  follows :  — 

JouUi'9  Laws  of  Heating 

1.  In  any  given  conductor,  the  heat  developed  taj  an  dectrie 
current  in  any  given  time  varies  directi^jr  as  tlie  aquare  of  llie 
current. 

2.  In  any  given  conductor^  the  heat  developed  taj  aqy  giveii 

^  tional  to  tlie  time   during 


which  tlie  current  flows. 
406.  Hitherto    we    have 

Fio.  321.  — Amount  of  heat  produced  by  an  been  considering  tlie  effect 
electric  current  depends  upon  length,  di-  q{  ^  current  UDOn  a  sinde 
ameter,  and  material  of  wire.  i  oi  « 

conductor.  Suppoee,  how- 
ever, we  take  a  series  of  different  conductors  and  join  them  end 
to  end,  and  pass  one  current  through  the  entire  diain.  yflSl  the 
heating  effect  be  the  same  on  each  link  of  the  chain?  An  experi- 
mental answer  to  this  question  may  be  obtained  as  follows :  — 
Join  together  four  wires  as  represented  in  Fig.  321,  where 

^fi  is  10  cm.  of  iron  wire ;  0.25  mm.  diam. 

BC  is  20  cm.  of  iron  wire ;  0.25  mm.  diam. 

CD  is  20  cm.  of  copper  wire ;  0.25  mm.  diam. 

DE  is  20  cm.  of  iron  wire ;  1.00  mm.  diam. 

Through  this  series  pass  a  current  sufficient  to  heat  the  part 
AB  red-hot.  This  will  require  about  four  amperes.  Observe, 
then,  — 

(1)  That  the  part  BC  (which  is  exactly  similar  to  AB  ex- 
cept in  length)  is  just  as  hot  as  AB,  and  consequently  is  giving 
off  twice  as  much  heat  as  ^  fi ; 

(2)  That  the  copper  wire  CD  (which  is  exactly  like  BC  except 
in  chemical  composition)  is  very  much  cooler  than  BC; 

(3)  That  DE  (which  is  exactly  like  BC  except  that  its  area 
of  cross  section  is  larger)  is  also  much  cooler  than  BC. 

From  experiments  of  this  kind,  in  which,  however,  all  the 
quantities  involved  were  accurately  measured.  Joule  concluded 
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that  the  amount  of  heat  which  any  given  current  develops  in 
any  conductor  in  a  given  time  depends  upon  the  following  three 
factors : — 

(1)  The  length  of  the  conductor,  the  amount  of  heat  being  directly 
proportional  to  the  length; 

(2)  The  chemical  composition,  i.e.  the  kind  of  material  of  which 
the  conductor  is  made;  thus  we  have  seen  that  the  iron  wire 
becomes  much  hotter  than  copper  wire  of  the  same  size ;  in  like 
manner  a  carbon  filament  becomes  much  hotter  than  an  iron 
wire  of  the  same  size,  other  things  being  equal.  In  a  chain  made 
of  alternate  links  of  silver  and  platinum  wire  each  of  the  same  size, 
a  current  will  heat  the  platinum  red-hot  while  the  silver  remains 
comparatively  cool. 

(3)  The  area  of  cross  section,  the  amount  of  heat  being  in- 
versely as  this  area.  For  this  reason  the  insurance  companies 
require  copper  wire  of  not  less  than  a  certain  diameter  to  be 
used  in  leading  a  current  to  a  given  number  of  incandescent 
lamps.  If  the  wire  be  too  small,  there  is  danger  of  its  getting  hot 
and  setting  fire  to  the  building. 

These  results  we  may  summarize  as  follows :  — 

Let  //  =  heat  measured  in  ergs  developed  by  any  current ; 
I  =  strength  of  current  in  C.G.S.  units ; 
t  =  duration  of  current  in  seconds ; 
/  =  length  of  the  conductor  in  centimeters ; 
s  =  area  of  cross  section  of  conductor  in  cm.'. 
p  =  B.  constant  depending  upon  the  material  of  which 
the  conductor  is  made. 

Then  the  most  careful  experiments  by  Joule  and  his  successors 
show  that 

H  =  p-iH  ergs,  Eq.  164 

s 

provided  the  constant  p  for  each  different  substance  has  the 
same  numerical  value  which  we  have  already  found  for  the  resis- 
tivity of  that  substance.    This  being  so,  the  factor  p-  is  simply 

s 
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the  resbtance  of  the  conductor.  See  Eq.  149.  Aoooidiiigiy 
Joule's  results  assume  the  form, 

H  =  RiH  ergs  -  ^  joules,      Joule's  Lnr.        Eq- 155 

where  the  resbtance  R  as  well  as  the  current  %  and  the  tiiiie  i  b 
measured  in  C.6.S.  units.  We  may,  therefore,  write  as  the  third 
and  last  of  Joule's  Laws,  — 

3.  In  any  conductor,  the  heat  developed  by  a  gfran  cmrent 
flowing  for  a  given  time  is  directi^jr  proportional  to  tlie  redstaiioa 
of  the  conductor. 

If,  however,  we  use  the  practical  units  and  measure  the  current 
in  amperes,  the  resbtance  in  ohms,  the  time  in  seconds,  and  the 
heat  in  calories,  then  we  have  the  following  laborat(^  equation : — 

H  =  0.24  RiH  calories.  Eq.  156 

In  the  laboratory  it  b  practicable  to  measure  any  three  of 
the  four  quantities  in  thb  equation,  so  that  we  can  employ  the 
equation  to  determine  the  remaining  quantity.  By  measuring 
H,  i,  and  t  we  may  thus  determine  R. 

The  whole  story  of  the  heating  effect  of  an  electric  current 
is  contained  in  the  above  equation,  whose  meaning  b  that  a 
current  of  one  ampere  flowing  through  a  resistance  of  o/ne  ohm 
develops  in  this  resistance  0.24  calorie  per  second. 

Other  Forms  of  Joule's  Laws 

406.  In  virtue  of  Ohm's  Law  it  is  clear  that  we  may  write 
Eq.  155  in  either  of  the  three  following  forms :  — 

H  =  i^Rt  =  iEt  =  -^t  ergs,  Eq.  157 

R 

where  E  is  the  E.M.F.  between  the  extremities  of  the  resist- 
ance R,  and  H  is  the  heat  developed  in  the  resistance  R.  The 
first  form  shows  us  that  when  i  is  a  constant,  H  ^ R;  the  last 

form  shows  that  when  £  is  a  constant,  II  oc--.     The  importance 

of  clearly  distinguishing  the  conditions  under  which  an  experi- 
ment is  performed  and  of  taking  account  of  them  in  our  equations 
will  be  seen  from  the  following :  — 
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Join  in  series  two  pieces  of  wire,  about  No.  36,  having  each 
approximately  the  same  length  and  diameter,  but  one  made  of 
copper,  the  other  of  iron.  If  now  a  current  be  passed  through 
these  two  wires,  the  value  of  i  will  be  the  same  for  each.  Hence 
H  ^  Ry  and  since  the  resistance  of  the  iron  is  much  greater  than 


Cu. 


he. 


CURRENT  •constant;   iron  milts 


FiQ.  322.  —  Interpretation  of 
Joule's  Law  under  different 
experimental  conditions. 


E.M.F.— constant;   copper  melts 


that  of  copper,  the  heat  is  localized  mainly  in  the  iron,  so  that 
as  the  current  is  increased  the  iron  is  the  first  to  become  red-hot 
and  fuse. 

When,  however,  these  two  wires  are  placed  in  parallel,  the 
current  is  no  longer  the  same  in  each ;  it  is  now  the  E.M.F.  that 

is  constant  as  we  pass  from  one  wire  to  the  other.     Hence  //  QC— , 

R 

and  we  may  now  expect  the  heat  to  be  concentrated  mainly  in 

the  good  conductor,  that  is,  in  the  copper.    As  the  current  is 

increased  this  expectation  is  justified,  for  we  now  observe  that 

the  copper  wire  is  the  first  to  get  hot  and  melt. 

In  the  laboratory  it  is  well  to  remember  this  principle;  for 
when  a  set  of  resistance  coils  is  joined  to  a  source  of  constant 
E.M.F.,  such  as  a  storage  battery,  the  low  resistances  are  apt 
to  be  burned  out  if  put  in  circuit  alone.  But  if  the  coils  are  joined 
to  a  source  of  constant  current,  it  is  the  high  resistances  which 
are  in  danger. 

407.  Definition  of  the  International  Watt.  The  watt  has  already 
(§  114)  been  defined  as  a  unit  of  power  equal  to  a,  joule  per  second. 
Electrical  engineers  commonly  measure  power  by  use  of  Eq.  157 
which  may  be  written 

Power  =  -'  =^  iE  watts, 
t 

where  //  is  measured  in  joules,  i  in  amperes,  and  E  in  volts. 
The  '*  international  watt "  is  defined  as  "  the  energy  expended 
2h 
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per  second  by  an  unvarying  electric  current  of  one  intemstkau] 
ampere  under  an  electrical  pressure  of  one  international  vcdt." 

It  is  important  for  the  student  to  note  that  the  watt  and  kUo- 
vxttt  are  units  of  power,  not  of  energy.  When  one  pays  his  dec- 
trie  light  bill  he  pays  for  so  many  kUowaU'hour*,  i^.  tot  electrical 
energy. 

SouE  Apflicationb  or  Joule'b  Law 
406.    The    Thermogalvatiomeier,     Joule's    equation    shows    us 
that,  since  the  amount  of  heat  developed  in  any  given  conducted 
depends  upon  the  square  of  the  current,  the  heating  effect  is  inde- 
pendent of  the  direction  of  the  current ;  the  en- 
ei^  transformed  into  heat  is  the  same  for  a  cui^ 
rent '+ 1  as  for  —  t.    Hence  the  heating  effect 
offers  an  excellent  method  for  measuring  alter- 
nating currents.    An  exquisite  illustration  of  this 
is  to  be  seen  in  the  thermogalvanometer  recently 
devised  by  the  English  physicist  Duddell  for  the 
measurement  of   small  alternating   currents.     A 
minute  closed  circuit  composed  of  one  piece  of 
~[     V~  bismuth  and  one  of  antimony  is  suspended  be- 

^       P  tween  the  poles  of  a  permanent  magnet  in  such 

' — ' — '     1^ — ' — '     a  position  as  to  include  as  few  lines  of  force  as 


Fro.  323.  —  Dud- 
dell's  thcrmo- 
BBlvauomeler. 


Just  below  the  lower  junction  of  the  bismuth 
and  antimony  is  placed  a  short  but  exceedingly 
fine  wire,  one  which  has  therefore  a  high  resist- 
ance. The  alternating  current  to  be  measured 
is  passed  through  this  wire  R,  Fig.  323.  A  cer- 
tain fraction  of  the  heat  generated  in  R  is  com- 
municated to  the  lower  junction  of  the  suspended  circuit  and  thus 
produces  a  thermoelectric  current,  and  causes  the  suspended  cir- 
cuit to  rotate  through  a  certain  angle  in  the  magnetic  field.  This 
deflection  is  read  off  by  means  of  a  mirror  m  attached  to  the 
suspension  fiber.  The  scale  is  calibratofi  by  passing  tiut)Ugh  the 
instrument  a  direct  current  of  known  intensity. 
409.    The  Incandescent  Lamp.     We  may  increase  the  heat  either 
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by  increasing  the  current  or  by  increasing  the  resistance.  Heat 
is  developed  wherever  resistance  of  any  kind  is  located.  It  is 
for  this  reason  that  long  slender  carbon  filaments  of  high  resist- 
ance are  used  in  incandescent  lamps.  The  heat  is  located  almost 
entirely  in  the  filament,  scarcely  at  all  in  the  wires  which  lead  the 
current  to  the  filament. 


LAMPS 


iXm  PRCMURC  MAIM 


ALTERNATINO 
DYhAMO 


FiQ.  324.  —  The  alternating  current  system. 


Note  also  that  it  is  the  heat,  not  the  electric  current,  which 
makes  the  filament  luminous.  If  the  carbon  filament  were 
raised  to  the  same  temperature  by  any  other  means,  it  would  be 
just  as  bright. 

Figures  324  and  325  indicate  the  manner  in  which  incandescent 
lamps  are  usually  connected  in  the  alternating  and  direct  current 
systems  respectively. 


MAIM 


URCCT  CURRENT 
OYhAMO 


in 


LAMft 


Fio.  325.  —  The  direct  current  system. 

The  carbon  filament  has  recently  been  replaced  by  one  of 
tungsten,  because  the  carbon  filament  cannot  be  heated  much 
above  2000°  C.  without  disintegration  which  blackens  the  bulb; 
the  tungsten  has  a  melting  point  of  approximately  3000**  C.  and 
can  be  worked  at  a  higher  temperature  than  carbon;  hence,  in 
accordance  with  Stefan's  Law,  radiates  more  powerfully.  A  60- 
watt  tungsten  lamp  when  used  on  a  100-volt  circuit  requires  about 
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0.6  ampere  and  has  a  life  of  something  like  1200  houn.  Sudi  a 
lamp  will  give  48  candle-power;  from  which  it  will  be  semi  that 
each  candle-power  calls  for  the  expenditure  of  1}  watts. 

It  has  lately  been  found  possible  to  push  the  tungsten  fiUin^nt 
to  a  still  higher  temperature  —  and  hence  higgler  effideiuy  — 
by  filling  the  bulb  with  nitrogen.  The  nitrogen  conducts  oonaid- 
erable  heat  from  the  filament ;  but  this  b  more  than  compensated 
for  by  the  increased  radiation  at  higher  temperature.  These 
"'  nitrogen-filled  "  lamps  as  they  are  called  produce  as  much  as 
1000  candle-power  on  an  expenditure  of  500  watts. 

410.  The  Arc  Lamp.  The  phenomenon  of  the  electric  arc, 
first  observed  by  Sir  Humphry  Davy  in  1800,  is  one  which  is 
exceedingly  complicated  and  even  yet  imperfectly  understood. 

This  much,  however,  seems  to  be  established;  when  two  car^ 
bon  rods  having  between  them  a  potential  difference  of  from  50 
to  100  volts  are  made  to  approach  each  other,  nothing  happens 
until  the  distance  between  them  is  less  than  that  of  a  thin  sheet 
of  paper,  such  a  perfect  nonconductor  is  ordinary  air.  But 
when  once  the  carbons  touch  each  other  and  the  current  bcs 
gins  to  flow,  an  enormous  amount  of  heat  and  a  temperature 
of  some  3500° C.  is  generated  right  at  the  point  of  contact; 
for  it  is  at  this  point  that  most  of  the  resistance  of  the  circuit  is 
located. 

Now  suppose  the  carbon  poles  to  be  slightly  separated  —  say 
by  I  inch.  If  the  air  between  the  poles  were  in  the  same  condi- 
tion as  before,  the  current  would  immediately  cease ;  as  a  matter 
of  fact  the  entire  region  between  the  poles  is  filled  with  ionized 
gases  and  has  now  become  a  good  conductor.  The  reason  for 
this  is  that  any  white-hot  body  will  give  off  both  positive  and 
negative  ions  in  great  quantity.  The  negatively  charged  electrons 
given  off  at  the  cathode  appear  to  bombard  the  anode  and  thus 
produce  an  intensely  hot  spot  called  the  "  crater." 

Most  of  the  light  from  the  carbon  arc  comes  from  this  positive 
crater.  The  essential  feature  of  the  arc  is  a  hot  cathode  and  as 
soon  as  the  current  reaches  a  value  too  small  to  keep  the  cathode 
hot  the  arc  becomes  unstable. 

The  ordinary  carbon  arc  requires  from  5  to  10  amperes,  and 
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a  voltage  of  from  45  to  60.  Such  an  arc  gives  between  one  and 
two  candles  per  watt. 

The  magnetite  arc  now  coming  into  wide  use  has  a  copper  anode 
opposed  to  a  cathode  made  of  black  oxides  of  iron  mixed  with 
some  titanium  oxide.  The  light  in  this  arc  does  not  come  from 
a  crater  but  from  the  intensely  brilliant  flame  —  the  arc  itself 
—  between  the  poles.  The  eflSciency  of  the  magnetite  arc  is 
considerably  higher  than  that  of  the  carbon  poles. 

The  mercury  arc  and  various  other  forms  must  be  left  for  ad- 
vanced study. 

The  Theory  of  Electric  Heating 

411.  Before  leaving  this  brief  outline  of  the  heating  effect  it 
is  well  for  the  student  to  see  that  Joule's  Law  follows  as  an  im- 
mediate consequence  of  Ohm's  Law  and  the  definition  of  poten- 
tial difference.     Joule  might 

therefore  have  predicted  his  ^ '  ■  m 

result,  which  as  a  matter  of 
fact  he  discovered  from  ex- 
periment. FiQ.  321.  —  Amount  of  heat  produced  by  an 

Consider   anv   electric  cir-         electric  current  depends  upon  length,  di- 
ameter, and  material  of  wire. 

cuit,  say  that  represented  in 

Fig.  32 L  Between  any  two  points  such  as  B  and  C  which  include 
betw  een  them  no  source  of  E.M.F.  there  is  a  difference  of  potential 
E  w  hich  is  given  by  Ohm's  Law,  namely,  E  =  iR,  where  R  b  the 
resistance  between  B  and  C.  If  the  current  i  flows  for  a  time  t,  a 
quantity  of  electricity  it  will  pass  from  B  to  C.  By  definition  of 
potential  difference,  E  (or  iR)  is  the  amount  of  work  done  in  carry- 
ing one  unit  of  electricity  from  B  to  C,  The  amount  of  work 
done  in  carrying  it  units  will  therefore  be  i'^Rt.  If  we  assume  that 
all  this  work  which  is  done  in  transferring  electricity  from  B  to  C 
is  spent  in  heating  the  conductor,  then  it  follows  that 

H  =  i^Rt, 

which  is  Joule's  Law.  Now  since  experiment  shows  that  this 
ecjuation  is  true,  we  have  good  reason  to  think  that  all  the  work 
of  the  battery  between  the  points  B  and  C  is  transformed  into  heat. 
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If  an  electrolytic  cell,  a  storage  battery,  or  an  dactric  motor 
be  inserted  into  the  circuit  between  B  and  C,  (Xun's  Law  no 
longer  holds  for  this  part  of  the  drcuit  where  the  work  of  the 
current  b  partly  spent  in  overcoming  the  counter  EJ!d.F*  of 
the  cell,  the  battery,  or  the  motor. 

Joule's  equation  thus  shows  us  that  with  any  given  eunent  the 
heat  will  be  distributed  throughout  the  circuit  in  exactly  the  same 
ratio  as  the  resistance.  It  b  for  thb  reason  that  in  incuidesoent 
electric  lamps  the  resbtance  of  the  circuit  b  concentrated  in  the 
carbon  filament  of  the  lamp.  An  ordinary  16-candle-power  110- 
volt  lamp  has  about  300  ohms  resbtance.  For  thb  same  reason 
fuse  wires  for  protecting  electric  circuits  are  made  of  a  nciaterial 
which  has  high  resbtivity  as  well  as  a  low  melting  point. 

Thermoelectric  Currents 

412.  In  addition  to  the  voltaic  cell  there  b  a  second  method  of 
producing  current  which  deserves  notice,  partly  on  account  of 
its  wide  application  in  science  and  partly  because  of  its  simplicity 
and  directness,  namely,  the  method  in  which  the  energy  of  the 
electric  current  is  obtained  directly  from  heat.  This  mode  of 
generating  electric  currents  was  discovered  by  Seebeck  and  re- 
ported to  the  Berlin  Academy  of  Sciences  in  1822.  We  have 
already  learned  that  the  essential  feature  of  a  Voltaic  cell  b  that 
it  will  maintain  at  a  different  potential  the  two  conductors  of  the 
first  class  which  have  their  respective  ends  immersed  in  a  con- 
ductor of  the  second  class.  It  has  also  been  noted  (§  367)  that, 
when  two  conductors  are  joined  together  so  as  to  form  a  circuit  at 
uniform  temperature,  whatever  tendency  there  is  at  one  junction 
to  produce  a  current  is  exactly  counterbalanced  by  an  opposite 
tendency  at  the  other  junction.    See  Fig.  286. 

But  Seebeck  discovered  that  when  one  of  these  junctions  is  at  a 
different  temperature  from  the  other,  the  equilibrium  is  destroyed 
and  a  direct  continuous  current  flows  in  the  circuit  so  long  as  ttiis 
difference  is  maintained.  From  this  phenomenon,  known  as 
the  Seebeck  effect,  it  appears  that  when  a  metal  is  heated,  its  elec- 
trical properties  are  changed  just  as  definitely  as  if  its  chemical 
composition  were  altered.    Not  only  so,  but  different  metals  are 
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differently  affected  by  the  same  change  of  temperature.  These 
thermoelectric  currents,  as  they  are  called,  are  in  general  very 
minute ;  but  the  modern  galvanometer  is  so  extraordinarily  sen- 
sitive that  even  these  small  effects  are  easily  observed  and  meas- 
ured. As  noted  above  (§  273)  the  thermocouple  is  already  a 
standard  instrument  for  measuring  temperatures.  The  reason 
for  this  is  that  the  strength  of  the  thermoelectric  current  depends, 
other  things  remaining  the  same,  upon  the  difference  of  temper- 
ature between  the  heated  and  the  cooled  junction. 

But  the  E.M.F.  in  a  circuit  of  this  kind  is  also  a  fimction  of  the 
mean  value  of  the  two  temperatures  at  the  junction,  giving  rise  to 
the  curious  phenomenon  of  inversion,  discovered  by  Gumming  in 
1823. 

The  important  fact  appears  to  be  that  at  any  single  jimction  a 
change  of  temperature  produces  a  change  of  potential  difference. 
And  the  important  constant  connected  with  any  particular 
couple  is  its  thermoelectric  power,  which  is  defined  as  the  rate  at 
which  this  potential  difference  changes  with  temperature. 

Since  the  differences  of  potential  produced  at  thermoelectric 
junctions  are  as  a  rule  very  small,  they  are  generally  expressed 
in  terms  of  microvolts,  i.e.  millionths  of  a  volt. 

In  1834,  Peltier,  a  French  watchmaker,  discovered  the  converse 
of  the  Seebeek  effect,  namely,  when  an  electric  current,  say  from 
a  voltaic  cell,  is  passed  through  a  jimction  of  two  dissimilar  metals 
the  junction  is  either  heated  or  cooled,  depending  upon  the  direc- 
tion of  the  current.    This  is  known  as  the  Peltier  effect. 

Problems 

387.  How  long  will  it  take  a  current  of  one  ampere  to  deposit  a 
gram  of  pure  silver?  Ans.    14  m.  55  sec. 

388.  An  ampere  is  10~*  C.G.S.  units;  a  volt  is  10*  C.G.S.  units. 
Find  the  heat  in  ergs  develope.d  by  a  current  of  one  ampere  flowing  for 
one  second  between  two  points  whose  potential  difference  is  one  volt. 

389.  How  much  power  in  watts  will  be  required  to  keep  up  a  current 
of  40  amperes  charging  a  storage  battery  at  55  volts? 

390.  The  resistance  of  a  50-volt  lamp  is  50  ohms.  How  much  heat 
in  joules  will  be  developed  in  the  fllament  in  10  seconds?  What  power 
in  watts  is  required  to  feed  such  a  lamp?  If  the  lamp  is  16-candle 
power,  how  many  watts  per  candle  power  are  required  ? 
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891.  How  many  amperes  will  be  required  to  deposit  0.75  gram  oi 
copper  in  2  hr.  7 

892.  Suppose  the  current  in  the  preceding  problem  to  be  furnished 
by  a  battery  of  gravity  cells.  How  much  sine  will  be  used  up  in  the 
battery  while  the  0.75  gram  of  copper  is  being  deposited? 

898.  A  chain  is  made  of  alternate  links  of  platinum  and  silver.  If 
the  links  are  identical  in  all  other  respects,  find  the  ratio  of  the  heat 
developed  in  two  adjacent  links. 

894.  What  weight  of  water  will  be  decomposed  by  a  current  of  10 
amperes  flowing  for  1  hr.7 

896.  Suppose  the  earth  is  used  as  the  return  wire  on  a  direct  current 
lighting  circuit.  If  the  ground  connection  is  made  by  use  of  two  iron 
plates,  and  if  100  lights  each  using  }  ampere  are  employed  for  4  hours 
each  day,  find  loss  of  weight  at  the  iron  anode  in  the  course  of  one  year. 

896.  A  dynamo  supplies  a  circuit  of  600  incandescent  lamps.  EJach 
lamp  requires  100  volts  and  i  ampere.  What  must  be  the  resistance 
of  the  leads  and  the  armature  in  order  that  the  energy  loss  in  them  shall 
amount  to  5%  of  the  total  electrical  output  of  the  machine? 

897.  A  waterfall  is  situated  10  mi.  from  a  certain  town  which  is 
lighted  by  electrical  energy  derived  from  this  fall.  The  power  required 
to  light  the  town  is  1 50  kilowatts.  Will  it  be  more  economical  to  trans- 
mit this  power,  using  1500  amperes  and  100  volts,  or  by  employing  a 
voltage  of  10,000  to  transmit  15  amperes?  Suppose  the  resistance  of 
10  miles  of  line  wire  to  be  40  ohms ;  compute  the  loss  on  the  line  in  these 
two  cases. 

398.  Taking  the  atomic  weight  of  silver  as  108  and  the  electro- 
chemical equivalent  of  hydrogen  as  0.0000104,  find  the  electrochemical 
equivalent  of  silver. 

399.  A  copper  wire  of  given  length  is  replaced  by  one  of  aluminium. 
What  cross  section  must  the  aluminium  wire  have  in  order  that  a  given 
current  will  produce  no  more  heat  in  it  than  in  the  copper? 

400.  Two  cells  are  joined  in  series  with  a  given  resistance  and  pro- 
duce a  current  of  1.5  amperes.  One  of  the  cells  is  now  reversed,  its 
poles  being  interchanged  with  their  previous  position.  The  current 
is  now  2  amperes.     Find  the  ratio  of  the  E.M.F.'s  of  the  two  cells. 
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tiality of  view  which  liberates  the  mind 
from  specialties." 
Lowell,  Harvard  AnniverBary  AddreaSf 

1886. 
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Fio.  326.  —  Iron  filings  arrange  themssi  ves 
in  rings  about  an  electric  current. 


CHAPTER  XI 

ELECTROMAGNETISM 

413.  First  Law  of  Electromagnetism.  The  reader  has  already 
used  a  galvanometer  for  the  detection  of  electric  currents  and  has 
learned  that  it  was  H.  C.  Oersted  who  discovered  the  first  connec- 
tion between  magnetism  and  electric  currents. 

In  order  to  briefly  review  the  magnetic  field  which  Oersted  found 
to  exist  about  every  electric 
current,  it  is  well  to  try  the  ex- 
periment illustrated  in  Fig.  326. 
A  current  is  passed  through 
a  bare  copper  wire  of  small 
diameter.      The    copper   wire 

should  be  just  large  enough  not  to  melt.  On  dipping  this  wire 
into  a  box  of  fine  iron  filings,  we  observe  that  the  filings,  which, 
by  induction,  become  temporary  magnets,  arrange  themselves  in 
circles  about  the  wire,  and  as  the  wire  is  lifted  out  these  rings 

of  filings  remain  clinging  about  it, 
as  indicated  in  Fig.  326.  But 
when  the  current  is  interrupted 
they  fall  off,  showing  that  these 
circular  lines  of  force  disappear 
with  the  current. 

The    magnetic    field    about    a 

straight  wire  conveying  a  current 

is  then  represented  by  a  series  of 

circles  drawn  about  the  wire  as 

center  and  in  planes  perpendicular 

to  the  wire,  as  illustrated  in  Fig.  327.     As  an  experimental  fact 

it  is  observed  that  the  direction  of  these  lines  of  force  is  related  to 

the  direction  of  the  current,  as  indicated  in  Fig.  327,  that  is,  in  the 
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Fig.  327.  —  Showing  right-handed 
screw  relation  between  current 
and  lines  of  force  due  to  that 
current. 
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right-handed  screw  relation.  But  this  is  exactly  the  state  of 
aflFairs  described  by  Biot  and  Savart's  Law,  which  takes  the  fol- 
lowing form  when  the  C.6.S.  unit  of  current  is  employed :  — 


H  =  2i. 


Eq.  158 


If  the  wire  be  bent  into  a  loop,  as  in  Fig.  328,  lines  of  fwoe  will 
pass  through  the  plane  of  the  loop  in  a  direction  perpendicular  to 

that  plane.  If  the  loop  be 
a  circular  one,  then  the  in- 
tensity of  the  magnetic  field 
at  the  center  of  the  loop  is 
2xi7r,  where  r  is  the  radius 
of  the  loop. 

414.  Suppose  now  that 
one  takes  a  positive  unit 
magnet  pole  and  carri^  it 
once  around  {i.e,  along)  one 
of  the  circular  lines  of  force  which  surround  a  long  straight  wire 
and  which  are  depicted  in  Fig.  327.  The  force  acting  upon  the 
unit  pole  will  be  numerically  equal  to  the  magnetic  intensity  H. 
If  the  work  done  in  taking  the  unit  pole  once  around  the  circuit 
be  indicated  by  W,  then, 


Fig.  328.  —  Lines  of  force  about  a  single  loop 
convoying  a  current. 


JF  =  27rr.— =47ri. 
r 


Eq.  159 


This  is  the  general  form  (although  here  demonstrated  only  for 
a  special  case)  of  the  great  principle  discovered  by  Oersted, 
namely,  the  electromagnetic  measure  of  any  current  is  the  work 
done  by  carr3ring  a  unit  magnet  pole  once  about  the  entire  cur- 
rent ;  and  the  amotmt  of  work  done  is  4  ir  times  the  strength  of 
the  current  inclosed  by  the  path  of  the  pole. 

This  summary  of  fact  is  known  as  the  First  I>aw  of  Electro- 
magnetism.  No  exception,  indeed,  has  ever  been  discovered 
to  the  general  principle  that  about  every  electric  current,  what- 
ever its  path,  there  are  linked  lines  of  magnetic  force  in  the  right- 
handed  screw  relation. 

For  the  illustrations  given  make  it  clear  that  the  field  about  an 
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Fig.  329.  —  Illuatrating  the 
right-handed  screw  rela- 
tion between  lines  of  force 
and  currents. 


electric  current  is  a  magnetic  circuit;  and  since  electric  circuits 
are  always  closed,  these  two  circuits  (the  magnetic  and  electric) 
are  always  linked.  One  might  define  the 
E.M.  unit  of  current  as  one  which  pro- 
duces in  a  magnetic  circuit  of  unit  length 
a  field  intensity  of  47r. 

This  definition  is  strictly  the  same  as 
that  given  above  (§  381). 

416.  Second  Law  of  Electromagnet- 
ism.  The  reader  has  already  seen  that 
the  region  about  a  magnet  is  endowed 
with  properties  totally  different  from 
other  portions  of  space.  This  magnetic 
field,  as  it  is  called,  does  not  appear  to  the  naked  eye  to  be  dif- 
ferent from  any  other  portion  of  space;  but  we  know  that 
it  is  different,  for  a  magnet  brought  into  such  a  field  behaves  in  a 
manner  peculiar  to  this  magnetic  field.  As  has  been  pointed  out, 
Faraday  described  such  a  magnetic  field  by  cont»eiving  it  to  be 
filled  with  lines  of  force  —  purely  imaginary  lines  —  drawn,  at 
each  point  in  the  field,  in  the  same  direction  in  which  the  axis  of  a 
magnet  would  set  itself  if  placed  at  that  point.  The  earth  itself 
being  a  great  magnet,  the  whole  of  the  space  inhabited  by  the 
human  race  is  a  magnetic  field.  In  these  fields  the  lines  are  dis- 
tributed just  far  enough  apart  to  make  the  number  which  pass 
through  tmit  area,  drawn  perpendicular  to  the  direction  of  the 
field,  numerically  eqtial  to  the  intensity  of  the  field. 

The  lines  of  force  which  describe  a 
magnetic  field  being  directed,  i.e.  vec- 
tor, quantities,  they  can  be  resolved 
into  components.  We  accordingly 
speak  of  the  vertical  component  and 
the  horizontal  component  of  the 
earth's  field,  as  represented  in  Fig.  330, 
where  T  represents  in  direction  and 
in  amount  the  total  magnetic  force 
of  the  earth  on  any  magnet  pole ;  V  the  vertical,  and  H  the 
horizontal  component. 


Fig.  330.  —  Resolution  of  the 
earth's  magnetic  field  into 
two  components. 
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The  total  number  of  lines  of  mAgnetic  force  passing  throng 
any  definite  surface  is  spoken  of  as  the  magjiOie  fivx  through  that 
surface.  Thus  if  a  single  magnet  pole  of  strength  m  be  sunmuiiled 
by  a  sphere  of  any  radius,  say  1  cm.,  the  magnetic  flux  through  this 
surface  is  4  rm. 

If  the  preceding  is  dear,  we  are  now  in  a  position  to  ccHisider 
the  beautifully  simple  method  by  which  Faraday,  in  the  autumn 
of  1831,  first  succeeded  in  producing  currents  without  the  use  of 
the  voltaic  cell  and  without  the  use  of  heat. 

Let  us  consider  any  closed  circuit  (say  a  piece  of  tsappa  wire 
bent  into  the  form  of  a  circle  or  square)  placed  in  a  magnetic 
field;  we  may  think  of  it  as  containing  or  inclosing  a  cratain 
number  of  lines  of  force,  just  as  a  fence  might  inclose  a  group  of 
trees. 

In  F^.  331  so.  lines  of  force  are  represented  as  being  imposed 
by  the  wire  orcle.  If  by  any  means  the  magnetic  field  were 
made  twice  as  strong,  we  shoidd 
represent  this  change  by  drawing 
the  lines  of  force  twice  as  dose 
together,  so  that  now  the  circle 
would  inclose  twelve  instead  of 
six  lines.  Or,  if  the  copper  circle 
were  carried  parallel  to  itself  to 
another  region  where  the  mag- 
netic field  is  not  so  strong,  then 
we  should  describe  this  change  by  drawing  fewer  lines  of  force 
through  the  circle. 

Faraday's  discovery  may  then  be  described  in  a  quantitative 
manner  as  follows:  When,  by  any  means  whatever,  the  total 
number  of  lines  of  force  passing  through  any  circuit  is  changed, 
an  electric  current  is  produced  in  that  circuit.  Such  a  current  is 
called  an  induced  current. 

This  statement  is  at  once  a  description  of  the  third  method  of 
producing  electric  currents  and  a  qualitative  expression  of  the 
Second  Law  of  Electromagnetism.  As  will  be  seen  later,  nearly 
all  our  electric  lighting  and  telephone  currents  are  produced  in 
this  way. 
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Fio.  332.  —  An  electric  current  pro- 
duced by  thrusting  lines  of  force 
through  a  circuit. 


Some  IllustrcUions  of  Induced  Currents 

416.  Experiment  1. — Connect  the  terminals  of  a  D' Arson val 
galvanometer  with  a  copper  wire,  so  that  with  the  suspended 
coil  a  closed  circuit  is  formed.  Take  a  single  loop  in  this  circuit, 
and  thrust  through  it  one  pole  of 
a  permanent  magnet.  Such  a 
magnet  carries  its  magnetic  field 
{i.e.  its  lines  of  force)  about  with 
it.  And  when  these  invisible  lines 
are  thrust  through  the  loop,  we 
observe  that  for  the  instant  a  cur- 
rent passes  in  the  galvanometer. 
See  Fig.  332.  Now  remove  these 
lines  by  removing  the  magnet ;  a 
current  passes,  but  now  in  the  op- 
posite direction.  Observe  that 
in  either  case  the  current  lasts 
only  so  long  as  the  motion  of  the  magnet  continues. 

417.  Experim£nt  2.  —  Now  support  the  magnet  on  some  con- 
venient stand,  and  slip  the  loop  of  wire  over  one  end  of  the  magnet. 
See  Fig.  333.     A  current  is  again  observed.    If  we  slip  the  coil 

off,  the  direction  of  the  cur- 
rent is  reversed. 

If  the  loop  of  wire  be 
slipped  on  and  off  quickly, 
a  current  will  be  produced 
which  flows  first  in  one  di- 
rection, then  in  the  other. 

(i)  A  current  which  changes 

its  direction  in  a  regular  and 

continuous  manner  is  called  an 

"  alternating  "  ciurent. 

(ii)   But  if  the  current,  during  certain  intervals  of  time,  ceases  entirely, 

it  is  said  to  be  '*  intermittent." 

(iii)  Currents  which  flow  continuously  in  one  direction  are  said  to  be 
"direct.'' 


Fig.  333.  —  An  electric  current  produced  by 
moving  a  coil  in  a  magnetic  field. 


From  these  two  experiments,  it  is  evident  that  it  makes  no 
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difference  whether  it  is  the  loop  of  wire  or  the  lines  of  force  thit 
are  moved.  Tlie  relative  motioa  of  the  wire  and  0ie  WMtpattc 
field  changeB  tiie  number  of  lines  of  force  lacloaed,  and  hanca 
produces  the  cuzrent 

418.  ExperimerU  3.  — Since  we  live  on  the  surface  of  a  large 
magnet,  it  becomes  interesting  to  see  how  we  must  more  a  doaed 
drcuit  in  the  earth's  magnetic  field  in  order  to  produce  on  electtk 
current. 

If  a  large  loop  of  wire  be  made  in  one  part  of  a  dosed  circuit 
containing  a  galvanometer,  we  have  only  to  hold  this  loop  alter- 
natdy  in  an  east-and-west  and  in  a  north-and-south  vertical 
plane.  When  the  plane  of  the  loop  is  vertical  and  north-and-south, 
no  magnetic  lines  from  the  earth  pass  through  it ;  they  pass  along 
each  side  of  it.  But  if  the  coil  be  suddenly  rotated  about  a  verti- 
cal axis  so  as  to  tie  in  an  east-and-west  plane,  the  earth's  lines  of 
force  will  thread  through  it,  and  we  observe  in  the  drcuit  an 
induced  current.  If  we  rotate  the  coil  of  wire  back  into  a  nortb- 
and-south  plane,  the  current  is  in  the  oppo»te  direction.  V  in 
eittier  of  ttie  p 
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ments  we  leave  tite  total 
length  of  wire  unchanged  and 
take  two  turns  of  wire  instead 
of  one,  the  deflection  of  the 
galvanometer  is  observed  to 
be  twice  as  great  as  before. 

If  a  coil  of  wire  which  lies 
Hat  on  the  table  (Fig.  334)  be 
quickly  turned  over,  the  lines 
maRnctic  Geld.  of  force    parsing    through    it 

will  be  changed  by  twice  the 
original  number.  For  if  in  the  first  case  there  were  JV  lines 
passing  through  in,  say,  a  positive  direction,  when  the  coil  is 
turned  over  there  will  be  A'  lines  passing  in  a  negative  direction,  i.e. 
the  change  will  be 

N  -  (-  A')  =  2  A'. 
419.    Experiment  4.  —  But  there  are  still  other  ways  in  which 
we  may  alter  the  number  of  lines  of  force  passing  through  a 


—  An  elertric  r 
by  capsisiiE  n  ooil  of  wire  ii 


ELECTROMAGNETISM  479 

circuit.  We  have  seen  that  a  wire  conveying  a  current  is  sur- 
rounded by  a  magnetic  field.  If  we  bring  a  loop  of  our  galva- 
nometer circuit  near  such  a  battery  current,  we  shall  find  that  the 
magnetic  lines  from  the  battery  current  will  in  general  thread 
through  the  galvanometer  circuit,  and  will  thus  produce  an  induced 
current.  In  Fig.  335  lines  of  force  marked  3,  4,  5,  and  6  each 
pass  through  the 
galvanometer  cir- 
cuit as  well  as  the  ■*""": 
battery  circuit. 
When  the  motion 
ceases  the  induced  its      i  oALVAHoi.iTw 

current  ceases.  Fio.  336.  —  An  electric  current  produced  in  a  loop  of 

j«      .  1        •  wire  by  making  or  breaking  a  battery  circuit  in  the 

It      instead     of  neighborhood  of  the  loop. 

bringing    the    loop 

and  the  battery  current  near  together,  we  simply  place  the  cir- 
cuits side  by  side  and  suddenly  open  or  close  the  battery  circuit, 
we  observe  in  each  case  an  induced  current  in  the  galvanometer 
circuit.  To  interrupt  or  break  the  battery  current  is  equivalent 
to  carrying  it  off  to  a  very  great  distance.  To  close  the  battery 
circuit  is  electrically  equivalent  to  bringing  it  suddenly  into  the 
neighborhood  of  the  galvanometer  circuit.  Indeed,  anything 
whicli  increases  the  battery  current  —  as,  for  instance,  shortening 
the  wire  in  the  circuit  —  is  equivalent  to  moving  it  nearer  to  the 
galvanometer  circuit ;  while  anything  which  diminishes  the  bat- 
tery current  has  the  effect  of  motion  away  from  the  other  circuit. 

The  Idea  of  Electromotive  Force 

420.  The  essential  feature  of  the  voltaic  cell  is  that  it  will 
maintain  a  difference  of  potential  either  between  its  terminals 
if  the  circuit  be  open,  or  between  any  two  points  on  a  circuit 
wliich  is  closed. 

But  Faraday  showed,  by  experiments  such  as  the  four  preced- 
ing, that,  without  touching  the  closed  battery  circuit,  it  is  possible 
to  exactly  counteract  this  potential  difference  and  make  the 
current  disappear  by  simply  thrusting  lines  of  magnetic  force 
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through  the  drcuit  in  the  proper  sense  and  at  the  propet  rate. 
He  introduction  of  the  lines  of  force  ia  ihtrelan  equivalent  to 
the  introduction  of  an  E.M.F. ;  the  effect  ia  in  each  case  to  make 
the  electric  current  flow ;  and  in  each  case  the  effect  is  said  to 
be  produced  by  an  "  electromotive  force,"  just  as  the  motion  of 
a  stream  of  water  might  be  said  to  be  due  to  a  "  hydromotive 
force."  And  just  as  in  the  case  of  a  basin  of  water  one  can  make 
the  water  flow  around  in  the  pan  by  dragging  a  towel  in  a  cirde 
over  the  bottom,  without  any  difference  of  level,  so  alao  in  the 
case  of  an  electric  circuit  one  can  make  the  current  flow,  without 
any  difference  of  electrostatic  potential,  by  merely  introduciDg 
lines  of  force.  In  other  words,  while  a  difference  of  electrostatic 
potential  always  acts  as  an  electromotive  force,  it  does  Tut  follow 
conversely  that  all  electromotive  forces  are  differences  of  dectro- 
static  potential.  Electromotive  force  is  the  more  general  term. 
Concerning  the  E.M.F.  which  is  innduced  by  nwgnetlc  induc- 
tion, the  three  following  experimental  facts  should  be  verified 
by  each  student  for  himself  in  the  laboratory :  — 

(i)  Other  things  being  the  same,  the  amount  of  E.M.F.  varies 
directly  as  the  number  of  lines,  say  N,  introduced  into  the  rircuit. 
(ii)  Other  things  remaining  the  same,  the  E.M.F.  varies  in- 
versely as  the  time  occupied  by  their  introduction. 

(iii)  To  produce  a  current  in  any  given  sense,  lines  of  force 
must  be  thrust  through  the  circuit  in 
a  sense  which  is  just  opposite  to  that 
of  the  lines  produced  by  this  current. 
Thus  in  Fig.  336  the  lines  of  force  due 
to  the  current  i  would  be  directed 
downward ;  and  hence  any  lines  of 
force  which  are  thrust  downward 
through  the  circuit  will  produce  an 
induced  current  which  is  opposite  in 

may  be  counterbalanced  by  .      -         i  i  i      .       • 

introducing  lines  of  force.  ^^^  ^o  I  and  may  be  made  to  just 
annul  the  battery  current  i. 

In  1845,  F.  E.  Neumann  formulated  these  facts  in  the  follow- 
ing simple  manner :  Let  Ni  and  Ni  denote  the  total  number  of 
lines  of  force  threading  any  given  circuit  at  the  instants  (i  and 
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fe  respectively,  and  k  a  constant  of  proportionality.  Then  for 
this  circuit 

EM.¥.=-k\^^^^^      N^rt^:"     Eq.160 

This  brief  expression,  which  says  that  the  E.M.F.  of  any  in- 
duced current  is  to  be  measured  by  the  rate  at  which  lines  of  force 
are  cut  by  that  circuit,  is  the  Second  Law  of  Electromagnetism. 

In  a  modified  form  it  is  also  the  engineer's  formula  for  com- 
puting the  E.M.F.  of  a  dynamo  which  he  is  designing.  The  nega- 
tive sign  means  that  the  sense  of  the  induced  E.M.F.  and  the 
sense  of  the  lines  thrust  through  the  circuit  are  related  as  the 
rotation  of  a  left-handed  nut  to  its  direction  of  travel  on  the 
screw. 

The  advanced  student  will  find  that  these  two  principles,  the 
first  and  second  laws  of  electromagnetism,  can  be  described  in  a 
general  and  quantitative  way  only  by  the  two  fundamental  equa- 
tions of  Max\vell.  Here,  however,  we  are  not  seeking  after  the 
utmost  generality,  but  rather  after  a  clear  grasp  of  a  few  special 
and  concrete  but  exceedingly  important  cases.  For  these  particu- 
lar cases  lead  naturally  to  a  clear  understanding  of  the  two  funda- 
mental principles. 

Unit  of  Electromotive  Force 

421.  The  Volt.  About  one  half  a  century  ago  it  was  agreed 
by  the  British  Association  for  the  Advancement  of  Science  and 
assented  to  by  the  remainder  of  the  scientific  world  that  we 
should  take  as  unit  E.M.F.  that  which  is  produced  in  any  closed 
circuit  when  it  cuts  one  line  of  force  per  second.  This  definition 
has  the  effect  of  making  A:  =  1  in  Eq.  160,  so  that  the  defining 
equation  for  E.M.F.  is 

E.M.F.  =  -  (^),  ^fSaT"*"""      Eq.  161 

where  N  is  the  number  of  lines  of  force  added  during  the  inter- 
val /.  We  have  already  learned  how  to  measure  the  number  of 
lines  passing  through  unit  area,  i.e.  the  intensity  H  ot  a,  mag- 
netic field ;   and  N  is,  of  course,  simply  the  product  of  H  by  an 

area. 
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This  unit  of  E.M.F.  is  called  the  electromagnetic  C.6£.  mat; 
more  briefly  the  E.M.  unit ;  but  it  is  entirely  too  small  for  prae- 
tical  purposes.  Hence  the  British  Association  agreed  to  adopt 
the  following  "  practical  unit/*  called  the  "  volt," 

The  '^volt "  is  defined  as  that  electromotbe  tone  which  h 
hiduced  in  any  closed  circuit  cutting  lines  of  magnietie  fosce  Mt 
the  rate  of  one  hundred  million  per  second. 

Or  in  terms  of  arithmetic,  — 

1  volt  -  10*  E.M.  units  of  E.M,P. 

This  "  practical "  unit  of  E.M.F.  has,  however,  been  superseded 
by  the  "  international  volt/'  adopted  by.  the  London  Congress  of 
1909  and  defined  as  follows :  The  itUemaHonal  toU  i$  thai  deetnad 
pressure  wkich  when  applied  steadily  to  a  condudor  whoae  resiatanos 
is  one  iniematumal  ohm  will  produce  a  current  of  one  tnfemaljbfial 
ampere. 

Standard  of  Electromotive  Force 

422.  In  order  to  measure  electromotive  forces  in  pratioe,  it 
remains  only  to  establish  a  standard  E.M.F.  with  which  others 

may  be  compared.  This  was  much  facilitated  by  the  invention 
and  perfection  of  the  Weston  cell,  which  when  prepared  according 
to  the  international  six»cifications  furnishes  }8i88  volts  at  20®  C. 
See  §§  870,  377,  and  389. 

Electrical  Measuring  Instruments 

423.  Electrical  measurement  is  almost  a  complete  and  inde- 
pendent science  by  itself,  so  well  established  are  its  standards 
and  methods.  Yet  the  entire  structure  is  built  essentially  upon 
two  fundamental  facts  of  electromagnetism,  one  of  which  connects 
the  E.M.F.  in  any  circuit  with  the  rate  at  which  the  magnetic 
field  in  this  circuit  is  varying,  while  the  other  connects  the  cur- 
rent strength  with  the  strength  of  the  magnetic  field  produced 
by  the  current. 

Most  instruments  for  measuring  voltage  and  current  strength 
are  based  directly  uj)on  the  Oersted  phenomenon.  But  this  first 
law  of  electromagnetism  can  be  formulated  in  several   ways. 
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Ampfere  described  the  fact  by  saying  that  any  closed  loop  of  wire 
conveying  a  current  —  say  a  voltaic  circuit  —  b  equivalent  to  a 
thin  disk  magnetized  normally  to  the  plane  of  the  disk,  and  having 
edges  which  coincide  with  the  electric  circuit.  A  disk  of  this 
kind  whose  lines  of  force  are  precisely  the  same  as  those  of  the 
circuit  is  called  an  equivalent  magnetic  shell.  The  strength  of 
such  a  shell  will,  of  course,  vary  directly  as  the  current  in  the 
circuit. 

From  this  point  of  view  a  portion  of  an  electric  circuit  which  is 
movable  will  set  itself  in  a  magnetic  field  just  as  the  equivalent 
magnetic  shell  would  do. 
Thus  if  a  coil  of  wire  be 
suspended  between  the  two 
poles  of  a  magnet  as  shown 
in  Fig,  337,  it  will  behave  as 
a  magnet  {with  its  north 
pole  on  the  face  of  the  coil 
turned  toward  the  reader) 
as  soon  as  a  current  is  passed 
through  it  in  the  direction 
indicated  by  the  arrow, 
Sucli  a  magnetic  shell  will 
at  once  twist  the  suspension 
wire  ami  turn  its  X  pole  so  as 
to  face,  as  nearly  as  possible, 
the  S  pole  of  the  permanent  magnet.  The  amount  of  rotation  in- 
dicates the  amount  of  the  current,  even  when,  as  in  large  deflec- 
tions, the  rotation  is  not  directly  proportional  to  the  current. 

^laxwell's  point  of  view  is  more  helpful,  and  the  student  is 
urged  to  master  it  and  adopt  it  at  once.  The  behavior  of  an 
electric  circuit  as  a  whole  or  of  any  portion  of  an  electric  circuit 
placed  in  a  magnetic  field  is  described  by  Maxwell  as  follows : 
Every  portion  of  the  circuit  is  acted  upon  by  a  mechanical  force 
urging  it  in  such  a  direction  as  to  make  it  inclose  tiie  largest 
possible  number  of  lines  of  force  in  the  right-handed  screw 
direction, 

Tlie  classical  method  of  illustrating  this  fact  is  to  float  a  small 


Fiu.  337.  —  A  galvBDoacopo  in  which  h  part 
of  the  wire  coDveying  the  current  is 
movable,  while  the  maBoet  is  fixed. 
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voltaic  cell  in  a  large  dish  of  water.  A  small  coil  of  copper  wir^ 
consisting  of  half  a  dozen  turns,  with  zinc  and  copper  plates  sol- 
dered to  its 


Fio.  338.  —  Movable  coil  rotcUet  so  as  to  include 
lines  passing  through  in  the  right-handed 
direction. 


terminals^  can  be  fitted, 
through  a  cork,  into  a 
small  and  rather  deep 
^ass  beaker,  as  shown  in 
Fig.  338. 

As  soon  as  the  glass  is 
half  filled  with  dilute  sul- 
phuric add  and  floated 
on  water  we  have  at  our 
disposal  a  current  in  a  circuit  which  is  free  to  move.  If  the 
floating  cell  is  inclined  to  be  unstable,  a  small  piece  of  sheet  lead 
laid  in  the  bottom  will  remedy  the  difficulty. 

Two  phenomena  are  observed  when  a  strong  bar  magnet  is 
brought  near  this  floating  coil,  viz. :  — 

(1)  If  the  N  pole  of  the  magnet  be  extended  toward  the  coil, 
the  circuit  will  always  rotate  so  as  to  present  that  face  in  which 
the   current  is    flowing   in    a  ^  y 

^ <^ 


'  ■ '  w 



^ .  -^^.._-^^.  A 

^ 


Fig.  339.  —  Movable  circuit  is  translaUd 
so  as  to  include  as  many  lines  of  force 
as  possible. 


clockwise  sense,  i,e.  the  soutli 
face  of  the  coil  is  attracted  bv 
the  north  pole  of  the  magnet. 

(2)  But  this  motion  of  ro- 
tation is  not  the  whole  of  the 
phenomenon.  For  if  the  mag- 
net be  held  in  a  fixed  position, 
end  on  in  front  of  the  coil,  it 

is  observed  that  the  coil  is  also  translated  as  a  whole,  moving  so 
as  to  include  more  lines  of  force. 

And,  in  general,  it  has  been  proved  that  an  electric  current  al- 
ways sets  itself  so  as  to  include  as  many  lines  of  force  as  pos- 
sible in  the  right-handed  screw  direction. 

A  slack  wire  of  gold  tinsel  carrying  a  current  shows  the  same 
tendency  to  wrap  itself  about  a  straight  magnet,  that  lines  of 
force  have  to  wrap  themselves  about  a  straight  wire  conveying  a 
current. 
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The  advanced  student  will  discover  that  this  general  electro- 
dynamical  principle  ia  merely  a  special  case  of  the  general  dy- 
namical principle  that  any  body  tends  to  move,  from  rest,  into 
such  a  position  as  to  make  its  potential  energy  a  minimum. 

424.  The  Moving  Coil  Galvanometer.  This  instrument,  shown 
in  Fig.  :j40,  is  the  one  which  I^rd  Kelvin  devised  in  1867  for 
receiving  messages  over  the  Atlantic  cable,   and   is  based  upon 


the  principle  wliich  we  liave  just  been  considering.  It  was  im- 
proved for  laboratory  use  by  D'Arsonval;  hence  this  type  of 
instrument  is  frequently  called  a  D'Arsonval  galvanometer. 

The  sensibility  of  this  device  almost  surpasses  belief.  Ameri- 
can makers  are  now  able  to  furnish  moving  coil  galvanometers 
that  measure  currents  less  than  one  thousandth  of  a  millionth  of 
an  ampere. 

425.  The  Weston  Voltmeter.  This  justly  celebrated  and 
widelj'  used  instrument  also  consists  essentially  of  the  magnet  and 
movable  coil.  Here,  however,  an  iron  core  is  placed  midway 
between  the  poles  of  the  magnet  and  the  light  movable  coil  is 
held  in  position  by  pivots  which  work  in  jeweled  bearings.  The 
flat  spiral  springs  which  hold  the  coil  in  its  zero-position  are  used 
also  to  introduce  and  lead  off  the  current.    See  Fig.  341. 
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In  smes  with  this  movable  coO  there  a  placed,  innde  the  cue 
(rf  the  voltmeter,  a  resistance  —  called  a  resistor  —  the  value  ei 
wbick  is  high  compared  with  the  resistance  existing  between  the 


Fw.  341.  — A  typicnl  \Vi 


two  points  wliose  potential  difTerencc  is  to  be  measured.  Let  us 
denote  by  li  the  coiistiuit  and  large  resistance  of  the  voltmeter 
itself,  and  by  r  the  resistance  of  the  source  of  the  E.M.F,  which 
is  to  be  measured.  If  we  denote  this  E.M.F.  by  E,  then  the 
current  i  thnmgh  the  movable  roil  will  be 


K 


}<A 


■ery  approximately, 


since  R  has  been  made  m  large  that  r  may  be  neglected  in 
comparison  with  it;  that  is,  the  indications  of  the  instrument 
are  directly  prop()rtionaI  to  E.  The  ptirtable  type  is  shown  in 
Fig,  342 ;  the  type  used  in  power  stations  is  essentially  the  same, 
only  here  they  are  permanentlj'  fastened  to  a  switchboard. 

A  mUliroltmeter  i.s  merely  a  voltmeter  of  higher  sensibility,  such 
that  the  divisions  on  the  scale  indicate  hundredths  or  thousandths 
or  ten-thousandths  of  a  volt. 
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426.  The  Weston  Ammeter.  It  is  evident  at  the  outset  that 
any  instrument  which  is  to  be  inserted  in  a  circuit  for  the  meas- 
urement of  current  must  have  a  re.si.'^tance  which  is  so  small  as 


not  to  appreciably  change  the  current  to  be  measured.  For  this 
reason  an  ammeter  13  made  up  of  a  short  thick  piece  of  wire  which 
has  a  millivoltmeter  shunted  about.  This  short  thick  conductor 
is  called  the  shunt.  Sometimes  it  is 
placed  inside  the  case  of  the  instru- 
ment —  as  in  portable  ammeters ; 
sometimes  it  is  placet!  a  number  of 
feet  away  from  the  moving  coil,  as  in 
the  case  of  power  station  ammeters ; 
in  either  case  the  whole  constitutes 
an  ammeter. 

Let  us  denote  by  <S  the  very  small 
resistance  of  the  shunt  and  R  the 
resistance  of  the  millivoltmeter.  Then  if  /  is  the  current  to  be 
measured,  IS  will  l>e  the  drop  in  potential  between  the  ends  of 
the  shunt  and  will  also  be  the  E.M.F.  acting  upon  the  millivolt- 


>.  —  The  ammptor. 
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meter.    See  Fig.  342  bis.    The  current  through  the  moving  ooO 
of  the  ammeter  is  then  i,  where^  by  Ohm's  LaW, 

.     SI 
*  =  ¥• 

But  S  and  R  are  here  each  constants  —  parts  of  the  ammeter. 

Hence  the  indications  on  the  dial^  which  are  determined  fagr 
t,  are  proportional  to  /,  the  main  current.  Such  a  device  is  called 
an  indicating  anmieter.  No  student  should  leave  this  subject 
until  it  is  perfectly  dear  to  him  that  current-measuring  devices 
of  this  type  are  voltmeters,  and  that  all  voltmeters  of  the  type 
described  in  the  preceding  section  are  current-measuring  devices. 

427.  The  Wattmeter.    We  have  ah-eady  (§  407)  seen  that  in 
order  to  measure  the  amount  of  power  absorbed  in  any  part  di 
a  circuit  —  say  in  an  arc-lamp  —  we  must  know  the  amperei 
passing  through  that  part  of  the  circuit  and  also  the  voUa  betweoi 
the  terminals  of  that  part.    Any  instrument  which  indicates  the 
product  of  amperes  and  voUs  indicates  potoer  and  is  called  a  miff- 
meier.    One  obtains  this  end  by  replacing  the  permanent  magnet 
of  the  Weston  voltmeter  by  a  pair  of  coils  of  heavy  wire,  through 
which  the  main,  or  "  load,"  current  is  passed.     In  the  magnetic 
field  produced  by  these  coils  is  mounted  the  movable  coil  of  a 
voltmeter.     If  now  the  coil  of  the  voltmeter,  including  its  high 
resistance   as   usual,  be   shunted   about   the  terminals  of   that 
part  of  the  circuit  in  which  the  power  is  to  be  measured ;    and  if 
the  heavy  coils  be  placed  in  series  with  this  part  of  the  circuit, 
then  the  indications  of  the  instrument  will  be  proportional  to  the 
currents  in  each  of  these  coils  —  and  hence  to  their  product. 
In  other  words  it  is  a  power-measuring  device,  and  is  called  an 
indicating  wattmeter. 

The  so-called  wattmeter  which  is  installed  in  private  resi- 
dences by  electric  lighting  companies  is  really  an  energy  meter, 
since  it  records  the  product  of  amperes  x  volis  X  hours.  It  is  a 
watt-hour  meter ;  often  called  a  recording  or  integrating  wattmeter. 

There  is  an  endless  variety  of  ammeters,  voltmeters,  etc.,  in- 
vented for  particular  purposes,  of  which  the  four  preceding  are 
merely  t>'pical. 
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Some  Applications  op  Electromagnetism 

The  Electromagnet 

428.  Promptly  after  Oersted's  great  discovery  in  1820,  it  was 
found  by  Davy  in  England  and  Arago  in  France  that  an  iron  core 
is  magnetized  when  placed  in  a  helix  of  wire  conveying  a  current. 
This  device,  which  enables  one  to  control  the  magnetism  of  the 
iron  core  by  controlling  the  current  in  the  helix,  was  called  by 
William  Sturgeon  an  electromagnet.  Professor  Joseph  Henry  of 
Princeton  College  first  showed  how  to  wind  the  helix  in  order  to 
produce  a  strong  magnetic  effect  at  the  end  of  a  long  line  of  wire, 
i.e.  at  a  distant  point, 
namely,  provide  the 
helix  with  a  large 
number  of  turns  of 
fine  wire. 

The      behavior     of      Fiq.  343.  —  Representing  the  key  at  the  sender's  end 

the    electromagnet    is  ^""^  l^,^  ^^^'^^^^  *<^  *^®  receiver's  end  of  the  tele. 

"  .  graph  une. 

well  illustrated  in  the 

ordinary  telegraph  sounder.  Here  the  operator  at  a  distant 
station  closes  the  circuit ;  the  electromagnet  furnishes  a  strong 
magnetic  field,  attracting  to  its  poles  a  small  piece  of  iron  A,  called 
an  "  armature.'*  This  armature  is  pivoted  at  B,  and  hence  can 
rotate  slightly  about  an  axis  through  B.  When  the  circuit  is 
closed  the  armature  hits  a  stop  which  gives  the  sharp  metallic 

click  familiar  to  every  one  who 
has  ever  been  in  a  telegraph 
oflSce.     When    the    circuit    is 
broken,  the  armature  is  pulled 
back  against  another   stop  by 
means  of  a  spiral  spring  S,    The 
details  of  the   "  sounder  "   are 
shown  in  Fig.  344. 
The  electric  door  bell,  which  makes  and  breaks  the  circuit  auto- 
matically, is  very  much  like  the  telegraph  sounder,  only  here 
when  the  circuit  is  first  closed,  by  pushing  the  button  at  K  (Fig. 
345),  the  current  runs  through  the  armature;   but  the  iron  core 


Fig.  344.  — The  telegraph  sounder. 


^ 
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FiQ.  345.  —  The  electric  door  beU. 
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of  the  magnet  immediately  becomes  magnetised;  -the  annatore 
is  pulled  away  from  the  metallic  stop  on  which  it  resbod,  and  the 

current  is  thus  inter- 
rapted ;  but  as  soon  as 
the  current  is  broken 
the  electromagnet  ceases 
to  attracty  the  annatore 
falls  1>ack  by  means  of 
a  spring  into  its  initial  position,  and  the  circuit  is  again  dosed. 

In  this  manner  the  armature  is  kept  in  continual  vibration, 
and  may  therefore  be  employed  as  a  bell  clapper,  the  bell  con- 
tinuing to  ring  so  long  as  the  push  button  is  held  down  at  K. 

The  Electric  Generator 

429.  By  an  electric  generator  is  meant  a  machine  which  can 
be  employed  to  transform  mechanical  energy  into  electrical  energy. 
The  fundamental  principle  of  all  such  machines  is>  of  course,  the 


B 


Fig.  346.  —  Faraday's  disk  machine,  tho  earliest  type  of  electromagnetic  generator. 


Second  Law  of  Electromagnetism,  and  the  earliest  form  of  gen- 
erator was  invented  by  the  man  who  discovered  this  law. 

Faraday's  machine  consisted  merely  of  a  copper  disk  mounted 
on  an  axle  so  as  to  rotate  between  the  two  poles  of  a  horseshoe 
magnet  as  shown  in  Fig.  340.  The  brushes  make  contact,  one 
at  the  periphery,  the  other  at  the  axle,  of  the  disk.  The  radius 
CP  is  continually  cutting  lines  of  force  in  such  a  direction  as  to 
produce  a  current  in  the  direction  indicated  by  the  arrow  on  the 
lead  wire. 

But  the  magnetic  field  given  by  a  permanent  magnet  of  this 
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kind  is  comparatively  weak,  and  the  E.M.F.  generated  is  therefore 
feeble. 

Some  thirty  years  after  the  invention  of  Faraday's  diak  it  was 
shown,  by  Wilde,  Siemens,  Wheatstone,  and  others,  how  an  elec- 
tric Renerator  might  be  made  to  furnbh  a  powerful  magnetic 
field  by  use  of  its  own  current.     The  method  is  as  follows. 

430.  The  Dynamo.  Consider  the  iron  core  of  the  electromagnet 
shown  in  Fig.  3-17.     It  will  always  exhibit  a  little  residual  mag- 

iifti-sm.     Consequently   if  a  

single  turn  of  wire  be 
mounted  on  an  axis  perpen- 
dicular to  the  lines  of  force 
which  run  from  the  north  to 
the  south  pole  of  this  mag- 
net, this  turn  of  wire  will,  on 
rotation,  alternately  include 
more  and  fewer  lines  of  force. 
Hence  this  loop  of  wire  will 
be  the  seat  of  an  E.M.F.  first 
in  one  sense,  then  in  another. 

The  rotating  coil  A, 
whether  it  consists  of  one 
turn  or  many  turns,  is  called 
the  armature. 

In  order  to  obtain  a  current  from  the  machine  which  shall  be 
constant  in  direction,  the  shaft  of  the  armature  is  provided  with 
a  split  ring  called  a  commutator.  If  there  b  but  one  turn  on  the 
armature  the  commutator  consists  of  two  parts  only,  as  shown  in 
Fig.  .'i47.  They  are  insulated  from  each  other  and  from  the 
shaft.  The  brushes  are  placed  in  such  a  position  that  they  shift 
from  <iiie  part  of  the  commutator  to  the  other  just  at  the  instant 
when  the  current  in  the  armature  changes  direction.  In  this 
manner  the  E.M.F.  in  the  external  circuit  is  always  kept  in  one 
scii.se ;  in  other  words,  one  brush  is  always  at  a  higher  potential 
tlian  the  other.  During  any  one  rotation  of  an  armature  carrying 
a  single  turn,  the  E.M.F,  would  twice  vary  from  zero  to  a  maxi- 
mum.    In  order  to  avoid  this  pulsation  the  armature  is  wound 


Fio.  347.  —  The  dynamo. 
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Fio.  348. — A  aerieft-wouiid 
dynamo. 


with  a  large  number  of  turns  distributed  in  all  aamuths  about  tl» 
iron  core  of  the  armature.  The  effect  of  this  is  to  give  a  steady 
E.M.F.  between  the  brushes.  The  effect  of  the  iron  core  is  to 
make  the  magnetic  field  stronger;  but  the  magnetic  field  would 
still  be  very  feeble  were  it  not  for  the  fact  that  a  part  of  the  cur- 
rent from  the  brushes  is  shunted  off  ^nH 
sent  around  the  iron  cores  of  the  fidd 
magnet.  It  is  this  abQity  of  excitiDg 
its  own  magnetism  that  gives  to  the 
machine  the  name  dynamo. 

This  magnetizing  current  may  be 
employed  in  any  one  of  three  different 
ways:  (i)  The  whole  of  the  cunoit 
may  be  led  around  the  field  magnet 
and  then  off  to  the  main  circuit,  as 
indicated  in  Fig.  348.  Such  machines 
are  said  to  be  series  wound;  (ii) 
Sometimes  only  a  part  of  the  current  is  diverted  from  the  armature 
to  excite  the  field.  Such  a  design  is  shown  in  Fig.  347.  Iliese 
machines  are  said  to 
be  shunt  icaund;  (iii) 
Both  the  shunt  and 
series  winding  may  be 
combined.  These  are 
known  as  compound 
wound  machines. 

Any  machine  of  this 
type  is  known  as  a  di- 
rect current  generator ; 
or  more  briefly  as  a 
D,C.  generator. 

431.  The  Alternator.  Sometimes  the  armature  of  a  generator 
is  not  provided  with  a  commutator;  but  has  instead  a  pair  of 
collector  rings  as  shown  in  Fig.  349.  Each  brush  is,  in  this  manner, 
permanently  connected  to  one  end  of  the  armature  coil ;  and 
since  the  current  in  the  armature  is  c*onstantly  changing  direction 
so  also  is  the  current  in  the  main  circuit.    Such  a  machine   is 


i^- 


Fiu.  349.  —  Collector  rings  of  alternating   current 

generator. 
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called  an  alternating  current  generator ,  or,  more  briefly  an  A,C. 
generator.  For  sake  of  simplicity,  the  field  in  Fig.  349  is  furnished 
by  a  permanent  magnet.  In  practice,  the  field  is  furnished  by  an 
electromagnet  excited  by  a  D.C.  generator.  Engineers  frequently 
find  it  more  convenient  to  rotate  this  field  magnet  and  allow  the 
armature  to  remain  stationary;  but  the  relative  motion  of  the 
two  remains  the  same. 

432.  Theory  of  the  Generator.  When  it  comes  to  a  quanti- 
tative consideration  of  the  dynamo,  the  engineering  principles 
upon  which  the  machine  is  designed  and  operated  are  nothing  less 
than  the  two  fundamental  equations  (159  and  160)  upon  which 
are  based  nearly  the  whole  of  electrical  science.  The  first  of  these 
describes  Oersted's  great  discovery ;  the  second,  Faraday's. 

Consider  any  single  straight  copper  wire  on  the  armature  of 
a  dynamo.  Suppose  it  to  lie  parallel  to  the  axis  of  rotation  so 
that  its  motion  as  w^ell  as  its  direction  is  nearly  everywhere  per- 
pendicular to  the  lines  of  force  —  magnetic  flux,  as  it  is  called 
—  which  run  from  one  pole  piece  to  the  other  through  the  arma- 
ture. Let  us  call  this  single  straight 
wire  an    ''  inductor  " ;  then  if 

L   =  length  of  the  inductor  in  centi- 
meters ; 
V  =  linear  velocity  of   inductor   in 
centimeters  per  second,  and 
//  =  intensity   of   magnetic   field  — 
lines  per  square  centimeter 
—  in  the  air  gap,  between 
pole  piece  and  armature, 
the  rate   at   which  the  inductor  cuts 

lines  of  force  will  be  HLV,  and  the  electromotive  force  E  gen- 
erated in  this  inductor  will  be 
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Fio.  350.  —  Three  factors 
which  determine  E.M.F. 
of  dynamo. 


E=  HLVX  10-«  volts. 


Eq.  162 


The  various  inductors  are  laid  on  the  armature  in  such  a  way 
that  all  their  electromotive  forces  are  added  together;  and  it  is 
the  sum  of  these  E.M.F. *s  which  makes  up  the  voltage  of  any 
particular  machine. 
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The  above  equation  gives  us  the  E.M.F.  of  the  dynamo  in 
of  its  speed  and  its  magnetic  field. 

We  next  proceed  to  derive  a  second  equation,  which  will  give 
us,  in  terms  of  the  current,  the  force  required  to  drive  the  inductor 
through  the  field. 

From  Joule's  Law  and  from  the  definition  of  E.M.F.  we  have 
already  learned  that  the  rate  at  which  a  current  does  work  between 
any  two  points  is  the  current  strength  i,  multiplied  by  the  E  JdJP. 
overcome  between  these  two  points.  Neglecting  friction,  the 
rate  of  work  —  the  power  —  which  must  be  exerted  upon  the 
inductor  is  therefore  iE.  But  we  also  know  from  mechanics  thai 
the  power  used  in  moving  any  body  is  the  product  of  the  force  F 
exerted  upon  the  body,  and  the  velocity  V  with  which  the  body  is 
moved. 

Hence  fy  =  iE, 

or,  substituting  for  E  its  value  from  Eq.  162,  we  have 

F  =  iHL  dynes 

as  the  mechanical  force  required  to  drive  the  inductor  through 
the  field.    If  i  be  measured  in  amperes  instead  of  C.G.S.  units, 

th^n  F  =  HLi  X  10-1  dynes,  Eq.  163 

which  is  the  second  fundamental  equation  of  the  dynamo. 

The  student  of  electric  engineering  will  find  that  in  practice  these 
equations  call  for  certain  corrections  and  modifications  dej>end- 
ing  upon  whether  the  inductors  are  bound  upon  a  ring  or  upon  a 
drum ;  but  he  will  also  find  that  they,  together  with  Ohm's  Law, 
cover  essentially  the  entire  electrical* theory  of  the  dynamo  and 
the  motor,  for  the  motor  is  merely  a  reversed  dynamo.  The  mag- 
netic behavior  of  iron  is  also  a  vital  factor  in  dynamo  design. 

The  Electric  Motor 

433.  The  electric  motor  is  a  device  for  transforming  electrical 
into  mechanical  energy.  Its  construction  rests  upon  the  same 
principles  which  are  fundamental  to  the  generator.  We  have 
already  seen  (§  423)  that  every  portion  of  a  circuit  conveying  a 
current  sets  itself  so  as  to  include  the  maximum  number  of  lines 
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of  force ;  and  we  have  just  found  (Eq.  163)  that  the  force  with 
which  a  straight  conductor  of  length  L,  carrying  a  current  of  i 
amperes,  tends  to  move  at  right  angles  across  a  field  of  strength 

Jl  T  ' 

II  is  dynes.    Accordingly  if  a  current  be  sent  through  an 

armature  coil  placed  in  the  field  of  an  electromagnet,  one  may 
expect  rotation  until  this  coil  includes  a  maximum  number  of 
lines  of  force,  in  the  right-handed  screw  direction ;  and  if,  when 
this  has  been  accomplished,  a  commutator  reverses  the  current 
through  this  armature  coil  then  the  rotation  will  be  continuous. 
When  the  armature  current  /,  and  the  field  strength  H  are  given  it 
is  easy  to  compute  the  torque  on  a  single  turn  of  the  armature 
winding  at  any  instant. 

One  interesting  feature  of  any  motor  is  the  fact  that  the  rota- 
tion of  its  own  armature  produces  an  E.M.F.  in  the  circuit 
tending  to  stop  the  flow  of  the  current  driving  the  motor. 
Let  us  denote  this  counter-E.M.F.,  as  it  is  called,  by  E ;  the  resist- 
ance of  the  armature  by  R  and  the  E.M.F.  impressed  at  the 
brushes  by  Ej.    Then,  at  any  instant, 

Ej=^  E  +  RL  Eq.  164 

In  practice,  R  is  generally  very  small ;  so  that  after  the  motor 
has  once  started  and  gotten  up  to  speed,  E  is  not  much  less  than 
Ej,  When  the  armature  is  not  rotating  there  is  no  counter- 
E.M.F.  Hence  in  order  to  save  the  armature  from  being 
*'  burned  '*  out  by  a  large  rush  of  current  at  starting,  it  is  cus- 
tomary to  put  in  series  a  resistance  which  is  gradually  removed  as 
the  motor  comes  up  to  speed. 

The  general  principle  that  an  efficient  dynamo  will  also  work 
as  an  efficient  motor,  if  supplied  with  current  —  the  principle  of 
reversibility  —  was  first  enunciated,  in  1864,  by  Pacinotti,  then 
Professor  of  Physics  in  the  University  of  Pisa. 

The  counter-E.M.F.  of  the  motor  is  a  fine  illustration  of 
Lenz/s  law  that  the  induced  current  is  always  in  such  a  direc- 
tion as  to  oppose  the  action  which  produces  it.  The  work 
spent  in  overcoming  this  opposition  maintains  the  induced  cur- 
rent. 
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The  Teiephoae 

434.  An  exceedingly  valuable  iUustration  of  detstromagiietK 

induction  is  found  in  the  telephone,  which  was  invented  hjr  Gn- 
ham  Bell  and  Elisha  Gray  in  1876. 

The  instrument  consists  merely  of  a  thin  iron  Aiajiirm^, 
underneath  which  is  supported  a  permanent  magnet,  carryiag  on 
the  end,  near  the  diaphragm,  a  helix  of  fine 
wire.  See  Fig.  351.  The  lines  of  foree  which 
spread  out  from  the  upper  end  of  the  magnet 
tend  to  pass  along  the  iron  disk  and  keep 
within  it  as  much  as  possible.  Connect  the 
two  ends  of  the  helix  to  a  moderatdy  sensitiTe 
D'Arsonval  galvanometer.  It  is  observed  that 
when  one  pushes  the  disk,  with  his  finger,  a 
little  nearer  to  the  end  of  the  magnet,  a  current 
shows  itself  on  the  galvanometer;  and  «4ien 
the  diaphragm  is  released  and  springs  bat^ 
into  its  position  of  equilibrium,  a  current  in 
the  opposite  direction  b  seen.  Evidently  the 
distribution  of  the  lines  of  force  which  pass 
through  the  helix  is,  in  each  case,  changed  in 
such  a  way  that  the  total  flux  through  the  helix  is  altered,  thus 
producing  an  E.M.F.  in  the  helix.  When  for  the  push  of  a  finger 
one  substitutes  the  vibrations  of  the  air  caused  by  the  human 
voice  he  has  tlie  "  Bell  transmitter,"  When  the  two  ends  of  the 
helix  are  connected  to  a  pair  of  line  wires  having  a  similar  tele- 
phone at  the  distant  end,  the  currents  induced  in  the  trans- 
mitter will  pass  through  the  helix  at  the  distant  end  and  will 
alternately  magnetize  and  demagnetize  —  to  some  extent  —  the 
magnet  at  the  receiving  end.  The  efTect  of  these  variations  in 
the  magnetism  of  the  receiving  telephone  is  to  set  into  vibration 
the  diaphragm  of  the  receiver  and  reproduce  the  voice  which  is 
talking  into  the  transmitter.  Such  v;as  the  early  telephone,  the 
transmitter  being  practically  an  alternating  current  dynamo,  the 
receiver  being  a  motor. 

la  1877,  it  was  discovered  by  Berliner  that  the  efficiency  of 
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the  transmitter  could  be  vastly  improved  by  allowing  the  vibra- 
tions of  the  diaphragm  to  merely  vary  the  resistance  of  a  bat- 
tery circuit.  The  battery  thus  furnishes  the  energy  for  the 
induced  current  and  the  voice  merely  controls  its  distribution. 
A  form  of  this  instrument,  which  is  due  to  Blake  and  which  has 
been  widely  used  in  the  United  States,  is  shown  in  Fig.  352.  The 
diaphragm  D  presses  a  small  platinum  point 
against  a  carbon  disk  C ;  this  diminishes  the  re- 
sistance and  hence  increases  the  current  in  a  local 
battery  circuit;  the  variations  of  the  local  cur- 
rent, acting  through  a  small  transformer  coil,  send 
out  over  the  line  the  induced  currents,  which  re- 
produce at  the  receiver  each  vibration  of  the 
transmitter  disk.  This  transmitter  is  essentially 
the  microphone  which  was  invented  by  the  Eng- 
lish electrician,  Hughes. 

The  essential  principle  which  the  world  owes  to  Graham  Bell 
and  to  Elisha  Gray  is  that  the  successful  reproduction  of  human 
HCEivn  speech  requires  a 
continuously  vary- 
ing, instead  of  an 
intermittent,  cur- 
rent. 

Long  distance 
telephony  is  a  re- 
cent achievement. 
Conversation  be- 
tween New  York  City  and  San  Francisco  dates  from  January, 
1915.  The  use  of  such  long  lines  in  telephony  has  been  made 
possible  largely  through  the  inventions  of  Professor  M,  I,  Pupin 
of  Columbia  University. 

The   Transformer 

436.  Take  an  iron  ring  such  as  that  shown  in  Fig.  354,  wrap 

it  with  two  coils  of  wire ;    pass  an  alternating  current  through 

one  of  them.    It  will  then  be  observed  —  perhaps  by  means  of 

an  incandescent  lamp  —  that  a  current  Is  passing  through  the 
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other  coil.    A  pair  of  electric  drctdti,  each 


magiMtle  drcol^  b 


tiie  oflwr  and  iuteriinked  witti  a  ( 

^^^^^  called  a  Btatle  tanwiBK 

^^^^^^^^^  Whenever    the    euiiwit  a 

^^^^g  ^lr\  the  circuit  P  is  made  torn;, 

p""^  J  ■  ^"73     "*  induced  cuzrent  appean 

^\M  M/"*~     inthedrcuitS.    Conyendy, 

^^^^   ^^m^  if    a    cuiTCTt    be    pasMd 

^^^^^^  throut^  the  drcutt  5  and 

Pk..  864.-A  ^tio  tniufon»r.  "^«  *°  ^*»y«  *  current  wffl 

be  induced  in  the  dtcuit  f  . 

An  instrument  of  this  kind  is  in  wide  uae  for  lighting  houses  1^ 

means  of  alternating  currents.    The  coil  P  consists,  in  this  case,   i 

of  many  turns  of  fine  wire,  while 

the  coil  S  consbts  of  a  few  turns 

of  heavy  wire.     The   result    is 

that  a  small  alternating  current 

of  high  pressure  passed  through 

f  induces  a  large  current  of  low 

pressure  in  S, 

Barring  a  slight  loss  of  energy 
in  heating  the  iron  core,  the 
power  delivered  to  the  trans- 
former by  one  cireuit  is  equal  to  ihi»  shape, 
that  taken  up  by  the  other  cir- 
cuit. Hence  if  Kf  and  V.^  denote  the  viiltages  in  the  windings  and 
ip  and  i^  the  corresponding  currents  we  may  write  approximatelv, 

Kpif.  =  KJs,  Eq.  165 

which  means  that  the  currents  in  tlie  two  windings  are  inverselj' 
proportional  to  the  voltages  in  these  windings.  The  two  wind- 
ings are  generally  called  "  high-tensiiin  "  and  "  low-tenston." 
\Vhen  the  high  tension  side  is  connected  to  the  source  of  power 
■  the  instrument  is  said  to  be  a  step-down  transformer ;  and  when 
the  low-tension  side  is  connected  t()  the  source  of  power  the 
device  is  employed  as  a  sUp-up  transformer.  For  lighting 
houses  by  alternating  currents,  it  is  the  step-down  transformo' 
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which  is  ordinarily  used,  the  power  being  supplied  at,  say,  2200 
volts  and  distributed  at  110  volts.  A  transformer  of  this  kind 
would  have  20  times  as  many  turns  on  the  high-tension  side  as  on 
the  low ;  for  since  the  magnetic  flux  is  practically  the  same  through 
both  coils  it  is  evident  that,  on  open  circuit,  the  ratio  of  the  volt- 
ages is  the  same  as  the  ratio  of  the  turns,  or 


Es_N, 


E.     N, 


£q.  166 


where  Ns  and  Np  represent  the  number  of  turns  in  the  respective 
windings.    The  rotary  converter  must  be  left  for  advanced  study. 

The  Induction  Coil 

436.  The  Primary  Induction  Coil.  We  have  just  learned  how 
an  alternating  E.M.F.  may  be  transformed  into  a  higher  or  lower 
voltage.  The  problem  of  transforming  a  low  direct  E.M.F., 
such  as  that  of  a  voltaic  cell,  into  a  high  alternating  and  inter- 
mittent E.M.F.  is  solved  by  means  of  the  induction  coil.  This 
device,  in  its  simplest  form,  consists  of  a  coil  of  wire  wound  upon 
a  compact  bundle  of  iron  wires.  When  this  coil  is  placed  in  series 
with  one  or  more  voltaic  cells  and  with  a  make-and-break  contact, 
sucli,  for  example,  as  that  used  in  the  ordinary  doorbell  circuit, 
we  have  a  primary  induction  coil  —  often  called  a  spark-coil. 
When  the  circuit  is  closed,  the  current  in  this  electromagnet  — 
for  that  is  what  it  really  is  —  rises  rather  slowly,  occupying  per- 
haps riij"  of  a  second,  because 
the  lines  of  force  which  are 
being  established  in  the  iron  | 
core  are  in  such  a  sense  as  ! 
to  create    a   counter-E.M.F. 

in  the  batterv  circuit.     But     ^  Y- — -jr, — i  I  / L-Ltimi 

u       ^u       •    '  V  •        ^11        ^  i^-^o-^H  B'  0  B' 

when  the  circuit  is  suddenly     ^     ^ra      ^-         i  t  u    t 

•^       Fio.  356.  —  Rise  and   fall  of  current  in  a 

broken,  the  lines  of  force  dis-  spark  coil. 

appear  with   great  rapidity, 

and  by  so  doing  produce  a  high  E.M.F.  in  the  same  sense  as  that 

of  the  battery.    The  curve  OA  in  Fig.  356  represents  the  rise, 

and  the  curve  AB  the  fall,  of  the  current.    At  the  instant  of 
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break,  the  wires  separate  and  leave  an  enonnoos 
just  at  the  spark-gap.    The  result  is  that  a  laige  pcirlion 
thb  high  induced  E.M.F.  is  located  in  the  qiariE-gap.    A  ki 
portion  of  the  energy  of  the  current  is  therefore  detivered 
thb  gap. 

Such  coils  are  used  for  purposes  of  ignition  in  gas  and  oil  i 
gines,  where  of  course  the  make-and-break  contact  must  be  plac 
in  the  end  of  the  cylinder.  Experience  shows  that  a  reliable  spi 
requires  the  expenditure  of  energy  amounting  to  rlir  of  a  joak 
the  spark-gap  at  each  break. 

437.  The  Secondary  Induction  Coil.  The  seoondaiy  inducti 
coil  differs  from  the  primary  only  in  having  two  separate  oq 


wound  on  an  iron  coo 
One  of  these  ccmtains  h 
a  few  turns  of  thick  wi 
and  is  placed  in  sericB  wi 
the  battery  and  interrupt 
It  is  called  "  the  piimtay 
The  other  ooi!,  which 
usually  very  long  and  ma 
of  comparatively  fine  wii 
is  known  as  "  the  secon 
ar>\"  This  secondary  is  so  long  that  it  is  wrapped  many  tina 
about  the  lines  of  force  which  pass  through  the  primary.  T 
result  is  that  when  the  primary  is  quickly  broken,  an  enormo 
number  of  lines  of  force  N  are  suddenly  removed  from  the  si 
ondary.  And  since  the  average  E.M.F.  induced  in  the  seconda 
is  given  by 


Fio.  357.  —  Diagram  of  secondary  induction 

coil. 


E.M.F.  =--, 

t 


Eq.  1 


it  is  clear  that  the  voltage  between  the  terminals  of  the  secon 
ary  may  become  enormous,  so  large,  indeed,  as  to  dischar 
through  even  a  five-foot  gap  of  air  or  other  insulator. 

It  will  be  evident  from  Neumann's  equation  (161)  that  it 
quite  as  important  to  make  t,  the  duration  of  break,  small  as 
is  to  make  N  large. 
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Accordingly,  for  the  purpose   of   reducing  i,  it   is  customary 
to  join  one  terminal   of  a  condenser  to  each  side  of  the  break 
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Fio.  3S8.  —  LoDgltudiiiBl  sectiun  of  indui 


in  the  primary  as  indicated   in    Fig.  357.    The  effect  of  this 
condenser  is  to  hasten  the  "  break  "  and  slow  up  the  "  make," 


by  receiving  the  charge 
which  would  otherwise 
pile  up  at  each  terminal 
of  the  primary  gap  and 
thu.s  prolong  the  primary 
current. 

The  simultaneous  varia- 
tions of  the  primary  and 
secondary  currents  are 
shown  in  Fig.  359.  Why 
does  the  sign  of  the  sec- 
ondary current  change, 
while  that  of  the  primary  is  always  in  one  direction? 

Electromagnetic  Waves 

438.   The   Oscillatory  Discharge.     It  was    first    observed    by 

Savary  in  1826,  that,  when  a  Leyden  jar  is  discharge<l  through  a 

coil  of  wire  so  as  to  magnetize  a  sewing  needle  placed  inside  the 

coil,  sometimes  the  needle  is  magnetized  in  one  way,  sometimes 


FiQ.  300.  —  lUuttrating  Henry's  ezperiment. 
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in  the  opposite  wayi  even  though  the  innor  coating  of  the  jir  be 
always  charged  with  electricity  of  the  same  aign  and  the  ooB 
connected  in  the  same  way.    See  Fig.  360. 

This  fact,  known  as  "  anomalous  magnetization/'  was  first  ex- 
plained by  Joseph  Henry,  m  1842,  by  supposing  that  the  chaige 

oscillated  from  one  ooatiog 
to  the  other,  but  became  a 
little  smaller  at  each  oadlb- 
tion.  According^  the  last 
dischai^  which  was  strong 
enough  to  reverse  the  mag- 
netization of  the  needle  was 
the  one  which  detemuned 
which  end  of  the  needle  would  be  the  north  pole  and  whidi 
the  south. 

Later  (1857)  Feddersen  examined  the  spark  of  a  Leyden  jar 
discharge  by  means  of  a  rotating  mirror,  such  as  that  which  is 
used  for  viewing  a  manometric  flame  (§  227),  only  turning  mudi 
more  rapidly,  and  found  that  in  this  mirror  the  image  of  the  spark 
looked  something  like  a  string  of  beads,  thus  furnishing  irresisti- 
ble evidence  that  the  spark  was,  under  his  conditions,  a  periodic 
])lienomenon.  The  oscillatory  discharge  has  recently  been  pho- 
tographed many  times. 

The  advanccMl  student  will  be  interested  in  following  Lord 
Kelvin's  beautiful  prediction  of  this  periodic  phenomenon,  made 
in  1855  before  Feddersen  had  proved  it  by  experiment.  For 
this  see  Eficy.  Brit.,  9th  Ed.,  art.  *' Electricity,"  p.  81.  Here 
Kelvin  proves,  what  has  since  been  verified  by  experiment,  that 
the  period  of  the  discharge  is 

r  =  2  ir\^-  =  2  TT  VZr,  Eq.  167 

where  C  is  the  capacity  of  the  jar  and  /.  a  quantity  which  rep- 
resents the  electrical  inertia  of  the  circuit  and  which  is  known 
as  self-inductance.  The  reciprocal  of  cajxicity  represents  there- 
fore, by  analogy  with  the  pendulum,  spiral  spring,  and  other 
vibrating  systems,   the  electrical  elasticity  of  the  circuit.     But 
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this  is  a  matter  which  can  be  cleared  up  only  by  more  advanced 
study. 

439.  Electrical  Resonance.  If  two  Leyden  jars  which  are 
alike  in  size  and  shape  30  as  to  have  practically  the  same  period  of 
oscillation  be  provided  each  with  a  wire  frame  such  as  that  shown 
in  Fig.  361,  then  one  of  them  can  be  set  into  electrical  vibration 
by  means  of  a  discharge 
at  the  other.  The  wire 
frame  serves  to  make 
the  period  definite  and 
the  same  for  each  jar. 

The  spark-gap  G  in 
the  circuit  B  is  very 
small,  say  §  millimeter; 
while  that  in  A  is  larger, 
say  i  inch.  When  the  spark  of  the  electric  machine  passes 
across  S,  a  periodic  disturbance  is  produced  in  A  which  sets  up 
surgings  of  electricity  in  B,  on  the  same  principle  that  one  pen- 
dulum will  set  into  motion  another  of  equal  period,  if  there  be 
any  elastic  connection  between  the  two. 

When  these  surgings  become  sufficiently  large,  the  charge 
"  slops  over,"  so  to  speak,  and  a  small  spark  b  seen  at  G.  The 
effect  of  the  discharge  in  the  first  jar  b  to  send  through  the  me- 
dium which  separates  the  jars  a  series  of  properly  timed  electrical 
impulses,  first  in  one  direction  and  then  in  the  other;  these  im- 
pulses separate  the  two  electricities  in  the  circuit  B  and  produce 
the  spark. 

440.  Electromagnetic  Waves.  Whenever  an  electric  charge 
surges  to  and  fro,  as  it  does  from  the  inner  to  the  outer  coating 
through  the  spark-gap  S,  in  Fig.  361,  we  have  a  varying  electric 
current.  The  current  flows  first  to  the  right,  then  to  the  left, 
through  the  gap  S ;  so  that  at  one  moment  the  inner  coating  is 
clmrgcd  positively ;  at  the  next  moment,  negatively.  But  when 
one  changes  the  charges  on  a  body  in  this  manner,  he  inevitably 
changes  the  ekctricaJ  forces  in  the  surrounding  medium  —  in  this 
case  the  air.  Not  only  so  but  when  the  current  from  one  part  of 
the  conductor  to  the  other  alternates  rapidly,  the  magnetic  field 
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Fio.  362.  —  Electric  and  mag- 
netic waves  generated  by  an 
oscillatory  circuit. 


in  the  surroundiiig  medium  also  akernates  impidly. 

shows  that  these  changes  in  the  electric  and  magnetic  fields  aie 

propagated  away  fran   the   cfcUiit 
oscillator  with  the  speed  ct  fight 

These  variations  of  clectrie  and 
magnetic  force  are  the  dectramagnetic 
waves  whose  properties  Clerk  MazwcB 
predicted  in  1864  from  a  mathemat- 
ical discussion  of  the  two  laws  of  eke- 
tromagnetbm ;  but  waves  of  this  Idnd 
were  first  produced  in  the  laboratoiy 
by  H.  Hertz  in  the  autumn  d  1888. 
In  Fig.  362,  the  shaded  portion  represents  an  electric  oscillator 

which  one  may  think  of  as  connected  with  the  traminals  of  aa 

induction  coil.    The  lines  of  magnetic  force  are  shown  in  sdid 

lines ;  those  of  electric  force  in  broken  lines.    These  two  together 

constitute  an  electromagnetic  wave.    The 

direction  of  propagation  at  any  point  is 

perpendicular    to    the    plane    containing 

both  electric  and  magnetic  forces.    The 

two  waves  shown  in  Fig.  362  are  traveling 

to  the  right ;  the  electrical  forces  are  ver- 
tical, the  magnetic,  horizontal.     The  form 

of  oscillator  here  represented  is  one  em- 

l)loyed  by  Hertz  in  his  early  work. 

441.  Wireless  Telegraphy.  The  man- 
ner in  which  electromagnetic  waves  have 
Imhmi  utilized  for  sending  messages  through 
space  will  be  clear  from  Fig.  363.  Here 
the  oscillator  is  a  long  vertical  wire  called 
the  antenna,  in  which  electric  oscillations 
are  startini  by  induction  from  a  neighbor- 
ing oscillatory  circuit.  The  spark  at  S  is 
productNi  by  depressing  the  key  at  A'.  With  each  spark,  a  train 
of  waves  leaves  the  aerial,  A,  traveling  in  all  directions,  except 
vertically,  with  the  speed  of  light. 

442.  The  Receiving  Apparatus.    When  electromagnetic  waves 
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Fio.  363.  —  Tranamitting 
apparatus.  A,  antenna ; 
C,  condenser ;  S,  q>ark ; 
p,  primary;  «,  aeoond- 
ary  of  osciUatory  cir- 
cuit. 
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impinge  upon  a  conductor,  such  as  the  aerial  represented  in  Fig. 
364,  they  set  up  oscillations  in  that  conductor  which  may  be 
detected  in  a  large  number  of  ways.  One  of  the  simplest  of  these 
detectors  is  a  metal  point  bearing  on  a  silicon  crys- 
tal. The  simplicity,  however,  is  in  the  construction 
rather  than  the  theory.  Suffice  it  to  say  that  such 
a  crystal  contact  permits  the  current  (which  oscil- 
lates up  and  down  in  the  aerial)  to  pass  in  one  direc- 
tion only. 

In  other  words,  it  blocks  one  part  of  the  alternat- 
ing current  and  sends  it  around  through  the  tele- 
phone T,  Each  train  of  incoming  waves  thus 
gives  an  impulse  to  the  diaphragm  of  the  telephone ; 
each  spark  at  the  sending  end  is  represented  by 
a  click  at  the  receiving  end. 

Wireless  telephony  is  a  fascinating  chapter  into 
which  we  cannot  here  enter;  the  principles  are 
precisely  those  which  we  have  just  been  consider- 
ing ;  the  receiving  apparatus  is  very  similar  to  that  used  in  teleg- 
raphy. But  in  the  case  of  wireless  telephony,  persistent,  instead 
of  intermittent,  trains  of  waves  are  used  at  the  sending  end. 
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Fio.  364.  — Re- 
ceiving appa- 
ratus. />,  crys- 
tal detector ; 
r,  telephone. 


The  Condvction  of  Electricity  through  Gases 

443.  When  a  current  from  an  induction  coil  or  other  source  of 
high  E.M.F.  is  made  to  pass  between  two  metal  points  a  spark 
ensues.  The  phenomena  which  attend  this  spark  are,  except  at 
its  very  starting,  almost  the  same  as  those  of  the  arc  which  we 
have  already  considered. 

If,  however,  the  two  metal  electrodes  have  been  fused  into  the 
ends  of  a  glass  tube  from  which  the  air  can  be  gradually  removed 
by  a  pump,  a  series  of  remarkable  phenomena  presents  itself. 
The  investigation  of  these  phenomena  has  led  to  the  most  far- 
reaching  and  radical  discoveries  made  in  physics  within 'the  last 
generation. 

As  a  type  of  the  discharge  which  occurs  in  a  vacuum  tube  of 
this  kind  we  may  consider  Fig.  365,  which  represents  the  appear- 
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ance  of  a  tube  when  the  preasure  is  in  the  nei^boriiood  oi  one  nuIB- 
meter  of  mercury.  About  the  cathode  is  a  non-luminous  nfftm 
called  the  CrtxJcea  Dark  Space.  In  front  of  thisa  seconddmrk  ngaa 
called  the  Faraday  Dark  Space.  The  positive  ""l""""  often  filb 
nearly  the  whole  tube  with  a  diffuse  pinkish  li^t  —  many  tima 
stratified.    As  the  exhaustion  of  the  tube  proceeds  the  dark  space 


Fio.  306.  —  Vacuum  tube  diaeluTge. 

of  Crookes  expands  and  fills  practically  the  entire  tube,  and  brings 
with  it  an  apple-green  fluorescence.  For  lighting  these  tubes 
there  is  nothing  superior  to  a  small  transformer  wound  so  as  to 
give  a  small  fraction  of  an  ampere  at  5000  volts. 

Among  the  dozens  of  important  phenomena  which  are  exhib- 
ited in  a  tube  of  this  kind,  the  most  fundamental  are  perhaps  the 
cath<Kle  rays  and  tlic  X-rays,  which  we  proceed  to  consider. 

444.  CaQiode  Rays.  Sir  William  Crookes,  the  eminent  English 
chemist,  showed  that  the  cathode  emits  some  sort  of  radiation. 
For  on  placing  any  body  (transparent  or  opaque)  between  the 
cathode  and  the  walls  of  the  tube  one  finds  a  geometrical  shadow 
of  this  obstacle  on  the  walls  of  the  tube.  Crookes  imagined  this 
radiation  to  consist  of  small  purticies  of  matter,  negatively  charged. 
He  thought  that  they  were  negati\ely  charged  because  these  rays 
are  deflecteii  by  a  magnet  in  the  same  direction  as  would  be  a 
current  of  positi^■c  electricity  flowing  through  the  tube  toward  the 
cathode.  Perrin,  in  Franee,  in  1895  demonstrated  conclusively 
that  the  radiation  fnim  the  cathode  is  negatively  charged.  This 
he  did  by  sealing  in  a  vacuum  tul>e  a  smnll  hollow  conductor  F. 
About  this  vessel  is  placed  a  hollow  metal  cylinder  A,  B,  D,  E, 
which  is  connected  to  earth  and  is  used  as  an  anode.  There  is  a 
small  opening  in  each  end  of  this  cylinder.  The  cathode  C  is 
shown  at  the  right-hand  end  of  the  figure.    Perrin  found  that, 
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when  by  means  of  a  magnet  they  deflected  the  rays  so  that  they 
struck  on  the  face  ED  of  the  anode,  the  electrometer  was  not 
affected ;   but  just  as  soon  as  the  rays  were  allowed  to  enter  the 
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Fig.  366.  —  Perrin's  experimciit. 


opening  in  ED  and  strike  the  vessel  F,  the  electrometer  indicated 
a  negative  charge.  The  name  of  Cathode  rays  ( Kathodenstrahlen) 
was  given  to  this  radiation  by  Goldstein  of  Berlin. 

445.  X-rays.  In  the  autumn  of  1895,  in  the  city  of  Wurzburg, 
Bavaria,  Professor  W.  K.  Rontgen  made  this  remarkable  dis- 
covery, namely,  that  whenever  cathode  rays  strike  matter  they 
produce  a  new  and  different  kind  of  radiation.  The  properties  of 
this  new  radiation  —  called  X-rays  because  their  nature  was  not 
understo(Kl  at  the  time  —  are  very  different  from  those  of  cathode 
rays.  Most  striking  of  all  is  their  extraordinary  ability  to  pene- 
trate opaque  bodies  of  very  considerable  thickness.  Hardly  less 
striking  is  their  ability,  on  passing  through  an  ordinary  noncon- 
ducting gas,  to  break  up 
this  gas  into  ions  and 
render  the  gas  a  con- 
ductor. X-rays  are  not 
deflected  by  a  magnet  as 
are  cathode  rays. 

For  the  actual  pro- 
duction of  these  rays  in 
the  laboratory  and  the 
hospital,  tubes  of  many  designs  have  been  invented.  The  one 
shown  in  Fig.  307  is  typical.  The  cathode  is  a  small  portion  of  a 
spherical  bowl.    This  shape  has  the  effect  of  concentrating  the 


Fiu.  307.  — The  X-ray  bulb. 


608  GENERAL  PHYSICS 

cathode  rajrs  on  the  target.  This  target  —  called  the  anHealhoi§ 
—  when  struck  by  cathode  rays  becomes  the  source  of  the  X-nys. 
Since  X-rajrs  not  only  ionize  the  gas  through  whidi  thqr  pass, 
but  also  affect  the  photographic  plate,  it  is  an  easy  matter  to 
record  on  a  plate  the  shadow  of  any  obstacle  placed  between  the 
anticathode  and  the  plate.  Such  a  record  is  called  a  radw/rapL 
Recent  experiments  on  the  passage  of  X-rays  through  cryBtab, 
by  Laue,  the  Braggs,  and  others  have  proved  that  these  rays 
consist  in  a  wave  motion  in  the  ether ;  their  wave  length  is  about 
nAnr  that  of  ordinary  light. 

The  Charge  cf  the  Eledrm 

416.  The  reader  of  this  and  the  three  preceding  diapters  can 
hardly  have  failed  to  observe  what  an  important  rdle  the  electron 
plays  in  the  explanation  of  all  electrical  and  magnetic  phenomena. 
The  idea  of  the  electron  is,  indeed,  the  most  unifying  conception 
ever  introduced  into  electrical  science.  The  value  of  this  de- 
mentary  charge  appears  to  be  one  of  the  fundamental  constants  of 
nature.  Experiment  shows  that  ions,  produced  in  the  greatest 
variety  of  ways,  each  carry  either  the  charge  of  a  single  electron 
or  some  simple  integral  multiple  of  this  charge. 

In  1909,  Professor  R.  A.  Millikan  of  the  University  of  Chicago 
devised  an  exceedingly  clever  method  for  measuring  the  charge 
carried  by  an  ion.  In  Science,  30  Sept.,  1910,  he  describes  his 
method  as  follows :  — 

"  A  cloud  of  fine  droplets  of  oil,  or  of  mercury,  or  of  some  other 
non-volatile  substance  is  blown  by  means  of  an  atomizer  over  a 
horizontal  air  condenser  and  a  few  of  the  droplets  in  this  cloud 
are  allowed  to  fall  through  a  pinhole  in  the  middle  of  the  upper 
plate  of  this  condenser  into  the  space  between  the  plates.  The 
pinhole  is  then  closed  for  the  sake  of  shutting  out  air  currents. 
The  condenser  used  consists,  in  most  of  the  experiments,  of  two 
heavy,  circular,  and  accurately  planed  brass  plates,  20  cm.  in 
diameter,  held  exactly  16  mm.  apart  by  means  of  three  small 
ebonite  posts.  The  plates  are  inclosed  and  the  temperature  con- 
trolled so  that  the  air  within  the  condenser  is  altogether  stagnant 
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The  droplet,  once  inside  the  condenser,  is  illuminated  through 
a  small  window  by  a  beam  from  an  arc  light,  so  that  it  appears 
in  the  field  of  view  of  the  observing  cathetometer  telescope  like 
a  bright  star  on  a  black  background.  This  star,  of  course,  falls 
under  the  action  of  gravity  toward  the  lower  plate,  but  before  it 
reaches  it,  an  electrical  field  of  strength  between  3000  volts  and 
8000  volts  per  centimeter  is  thrown  on  between  the  plates,  and, 
if  the  droplet  had  received  a  charge  of  the  proper  sign  and  strength 
as  it  was  blown  out  through  the  atomizer,  it  is  pulled  up  by  this 
field  against  gravity,  toward  the  upper  plate.  Before  it  strikes 
this  plate  the  field  is  thrown  off,  the  plates  short  circuited,  and  the 
time  required  by  the  drop  to  fall  under  gravity  the  distance 
corresponding  to  the  space  between  the  cross  hairs  of  the  observ- 
ing telescope  is  accurately  determined.  Then  the  rate  at  which 
the  droplet  moves  up  under  the  influence  of  the  field  is  measured 
by  timing  it  through  the  same  distance  when  the  field  is  on.  This 
operation  is  repeated  and  the  speeds  checked  an  indefinite  number 
of  times,  or  until  the  droplet  catches  an  ion  from  among  those 
which  exist  normally  in  air,  or  which  have  been  produced  in  the 
space  between  the  plates  by  any  of  the  usual  ionizing  agents  like 
radium  or  X-rays.  The  fact  that  an  ion  has  been  caught,  and 
the  exact  instant  at  which  the  event  happened  are  signaled  to 
the  observer  by  the  change  in  the  speed  of  the  droplet  under  the 
influence  of  the  field.  From  the  sign  and  magnitude  of  this  change 
in  speed,  taken  in  connection  with  the  constant  speed  under 
gravity,  the  sign  and  the  exact  value  of  the  charge  carried  by  the 
captured  ion  are  determined.  The  error  in  a  single  observation 
need  not  exceed  one  third  of  one  per  cent." 

Millikan's  next  step  is  to  derive  the  laboratory  equation. 

Let  m  denote  the  mass  of  one  of  these  droplets,  and  let  e  denote 
its  electric  charge.  If  we  call  Vi  the  limiting  speed  which  such  a 
drop  acquires  when  falling  freely  in  the  gravitational  field,  g, 
alone,  then  we  may  write 

Vi  =  kmgj 

where  A;  is  a  constant  of  proportionality;  for  experiment  shows 
that  the  limiting  speed  of  a  falling  drop  in  any  given  medium  b 
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proportional  to  the  force  acting  upon  it.  When  the  electricdl  field 
of  intensity,  F^  is  applied  the  drop  again  acquires  a  limiting  qieed 
in  '' falling  up/'  so  to  speak;  let  us  denote  this  speed  by  Vt. 
Then  one  may  write 

-  F,  =  k{mg  -  Fe). 

Between  these  two  equations  one  may  eliminate  k  and  solve  (or 
e,  thus  obtaining, 

..MiM.  HI,.I<B 

All  of  the  quantities  on  the  right-hand  side  of  this  equation  are 
easily  measured  except  the  mass,  m,  of  the  droplet.  In  order 
to  obtain  the  value  of  m,  or  rather  to  eliminate  it,  one  more  equar 
tion  is  necessary.  This  equation  is  furnished  by  a  theorem  estab- 
lished by  Stokes  in  1850.  This  theorem  expresses  the  limiting 
speed,  Vu  of  a  sphere  falling  under  gravity,  through  air  in  terms 
of  its  Tfiaas  and  density^  or  what  is  the  same  thing,  in  terms  of  its 
radivs  and  density.  By  use  of  Stokes'  equation,  each  quantity 
in  the  right-hand  member  of  Ekj.  168  is  either  directly  observed 
or  easily  computed. 

The  charge  of  the  electron  obtained  in  this  way  and  checked  by 
a  number  of  other  methods  turns  out  to  be 

e  =  4.77  X  10-10  E.S.  units. 

Knowing  e,  and  also  the  ratio  e/itio,  where  rrio  is  the  mass  of  the 
electron,  it  is  easy  to  compute  ttiq-    This  turns  out  to  be 

mo  =  9.01  X  10-28  gram, 

which  is  approximately  ^^Vir  of  the  mass  of  a  hydrogen  atom. 
The  value  of  e/rriQ  is  easily  obtained  from  the  deflection  of  cathode 
rays.  Other  considerations  lead  us  to  think  that  the  radius  of  an 
electron  is  1.87  X  IQ-^*  cm.,  while  the  radius  of  a  hydrogen  atom 
is  1.21  X  10"*  cm.  Some  one  has  suggested  that  the  size  of  the 
electron  is  therefore  to  the  size  of  the  hydrogen  atom  as  the  size 
of  a  fly  is  to  the  size  of  the  dome  on  St.  Paul's  in  London. 

It  should  be  clearly  understood  concerning  the  electron  that, 
apart  from  its  charge  of  electricity,  it  has  no  existence  and  no  nuu^. 
It  consists  of  the  smallest  known  charge  of  electricity  —  quite 
dissociated  from  ordinary  matter. 


ELECTROM  AGNETISM  51 1 

Summary 

447.  No  student  should  leave  the  subject  of  electricity  without 
a  clear  grasp  of  the  three  laws  of  nature  and  the  two  definitions 
which  are  expressed  symbolically  in  the  following  five  equations :  — 

W  =  4Ti.  Eq.  159 

£  =  -  -.  Eq.  161 

i  =  f .  Eq.  146 

R 

Q^it.  Eq.  150 

C  =  %'  Eq.  138 

In  these  equations  appear  five,  and  only  five,  unknown  quan- 
tities, namely,  the  electromotive  force  E,  the  current  i,  the 
resistance  /?,  the  quantity  Q,  and  the  capacity  C.  These  im- 
known  quantities  are  expressed  in  terms  of  the  three  known 
quantities,  namely,  the  time  <,  the  number  of  magnetic  lines 
A^  and  the  work  W,  By  elimination,  then,  one  is  enabled  to 
express  any  of  the  five  electrical  quantities  in  terms  of  known 
or  directly  measurable  quantities.  This  list  does  not  include  all 
the  fundamental  equations  of  electrical  science ;  but  it  does  rep- 
resent the  minimum  upon  which  one  can  construct  a  system  of 
electrical  measurement. 
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CHAPTER  XII 
UGHT 

416.  A  very  large  proportion  of  all  that  we  know  oonoeming 
the  external  world  is  obtained  from  an  examination  and  oooh 
parison  of  our  sensations  of  sight. 

As  under  the  head  of  Sound  we  considered  those  phei 


which  produce  the  sensation  of  hearing,  so  now,  under  the  head 
of  Light,  we  proceed  to  consider  those  phenomena  whixji  an 
recognized  by  our  visual  sense.  And  just  as  in  the  case  of  sound 
we  did  not  consider  either  the  physiological  or  psychological 
side  of  the  question,  so  here  ttie  discussion  is  limited  to  an  entonal 
physical  process  which  the  human  eye  inteipfets  as  V^t,  Then 
may  be  in  a  room  objects  to  be  seen,  also  an  eye  to  see  them ;  but 
until  radiant  energy  from  some  source  is  supplied  there  b  no 
seeing. 

449.  Following  the  method  used  in  previous  chapters  of  this 
volume,  we  shall  begin  and  end  with  a  study  of  some  of  the  fun- 
damental phenomena  of  light,  accompanying  the  discussion  with 
certain  definitions  and  applications,  hoping  thus  to  learn  some- 
thing of  modern  views  concerning  the  *'  nature  of  light." 

Of  these  fundamental  phenomena  the  following  seven  are 
selected  as  being  perhaps  the  more  important  for  our  purpose:  — 

I.   Rectilinear  Propagation. 
II.  Finite  Speed. 

III.  Evidence  that  light  is  a  wave  motion. 

IV.  Polarization. 
V.   Reflection. 

VI.  Refraction  and  Dispersion. 
VII.   Interference  and  Diffraction. 
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Neither  in  thought  nor  in  practice  are  these  phenomena  sep- 
arated by  water-tight  bulkheads.  On  the  contrary,  they  are, 
indeed,  intimately  connected,  from  which  it  follows  that  any 
grouping  of  facts  such  as  that  indicated  above  is  purely  a  matter 
of  convenience.  For  the  sake  of  orienting  ourselves  and  starting 
together,  we  shall  now  take  a  hasty  and  rather  qualitative  glance 
at  the  first  four  of  these  fundamental  facts,  and  shall  then  proceed 
to  take  up  the  other  three  in  a  more  quantitative  way. 

Same  Prelvmiruxry  Definiti^ 

450.  When  we  are  looking  at  the  various  objects  in  a  room, 
it  is  not  diflScult,  in  general,  to  select  those  which  we  might  still 
be  able  to  see  in  case  no  light  were  admitted  to  the  room  from 
the  outside.  If  the  room  were  completely  shut  off  from  any 
outside  light,  the  chairs  and  tables  in  it  would  become  quite 
invisible,  while  a  burning  match,  a  red-hot  coal  in  the  fireplace, 
a  lighted  gas  jet,  or  an  incandescent  lamp  would  each  illuminate 
the  room,  and  at  the  same  time  be  seen  by  its  own  light.  Bodies 
of  this  latter  class  which  shine  by  their  own  light  are  said  to  be 
''  self-ltmiinous  '' ;  while  bodies  of  the  former  class,  being  seen 
only  by  reflected  or  diffused  light,  are  described  as  "  non-lumi- 
nous.** Luminous  bodies  are  generally,  but  not  always,  hot. 
A  phosphoresc*ent  clock  face  is  easily  seen  at  night,  but  can  hardly 
be  called  a  hot  body.  The  student  who  recalls  his  daily  duties 
will  find  that  most  of  his  work  is  performed  by  the  aid  of  bor- 
rowed, or  diffused,  light.  For  instance,  you  are  now  reading  this 
page  by  light  which  is  reflected  from  the  white  paper  to  the  eye. 

Some  substances,  such  as  water,  air,  thin  layers  of  gelatine, 
many  kinds  of  glass,  and  some  crystals,  permit  us  to  see  with 
distinctness  other  objects  through  them.  But  there  are  other 
substances,  such  as  iron,  wood,  ink,  through  which  bodies  cannot 
ordinarily  be  seen.  Bodies  through  which  one  can  see  other 
objects  distinctly  are  said  to  be  ''  transparent " ;  bodies  through 
which  vision  is  impossible  are  said  to  be  ''  opaque."  But  every 
one  will  recall  certain  other  substances,  such  as  milk  in  thin 
layers,  thin  tissue  paper,  lightly  ground  glass,  even  ink  in  thin 
layers,  thin  shavings  of  wood,  through  each  of  which  objects  are 
2l 
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faintly  or  indistinctly  seen.  These  bodies  fonn  a  duB  infaar* 
mediate  between  transparent  and  opaque  bodies.  fhf1rgtanT.w 
which  transmit  some  light,  but  not  enou|^  for  distinct  irWoo,  sss 
said  to  be  ''  translucent" 

If  bodies  are  taken  in  layers  of  iNX>per  thickneasy  it  may  be 
easUy  shown  that  there  is  no  sharp  line  between  the  most  qpaqw 
and  the  most  transparent  substances.  For  metals,  8uch  as  gold 
and  silver,  which  are  very  dense  and  ordinarily  vety  opaque, 
become  translucent,  and  even  transparent,  when  taken  in  suffi- 
ciently thin  layers,  as  may  be  easily  shown  by  depositing  a  thin 
film  of  silver  on  glass ;  while,  on  the  contrary,  what  we  call  "  per* 
fectly  clear  "  water,  when  taken  in  sufficiently  thick  layers^  per* 
mits  almost  no  light  to  pass  through  it.  Thus  geografdierB  who 
have  studied  the  bottom  of  the  sea  have  found  that  those  parts 
of  the  ocean  which  lie  at  a  depth  of  several  kilometers  are  in  al- 
most complete  darkness.  No  substance  is  either  prafectly  trans- 
parent or  perfectly  opaque. 

Experiment  shows  that,  in  an  indosure,  where  all  bodies  are  at 
the  same  temperature  they  are  invisible,  regardless  of  whether  any 
particular  body  is  opaque  or  transparent.  The  sum  of  the  ra- 
diated, reflected,  and  transmitted  light  is  the  same  for  each  object 
No  outlines  will  therefore  show. 

I.    Light  moves  in  Straight  Lines 

461.  An  object  behind  an  opaque  screen  is  invisible  to  a  p^^ 
son  in  front  of  the  screen.  As  every  one  knows  from  experi- 
ence, the  reason  of  this  is  that  the  light  proceeding  from  any 
part  of,  say,  a  man  behind  the  tree  cannot  pass  through  the 
opaque  tree,  cannot  take  a  curved  path  around  the  tree,  and, 
therefore,  cannot  reach  the  eye  of  the  observer.  Evidence  of 
this  kind,  such  as  we  have  ail  been  collecting  since  early  child- 
hood, shows  us  that  if  light  does  not  travel  in  straight  lines,  it 
travels  in  lines  which  are  very  nearly  straight. 

One  of  the  simplest  illustrations  of  the  rectilinear  propaga- 
tion of  light  is  obtained  by  placing  a  naked  arc  light  in  front 
of  a  white  screen.  Intercept  the  light  which  falls  on  the  screen 
by  means  of  a  sheet  of  lead  foil,  placed  rather  close  in  front  of 
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the  arc.  If  now  this  sheet  of  foil  be  punctured  with  a  pin,  an 
inverted  image  of  the  arc  will  appear  upon  the  screen.  Each 
new  puncture  will  create  a  new  image.  The  image  thus  produced 
is,  as  regards  both  size  and  position,  what  we  should  expect  if  it 
had  been  traced  by  a  straight  line,  always  passing  through  the 
pinhole,  one  end  tracing  out  the  arc  while  the  other  end  traces 
out  the  image  on  the  screen. 

462.  But,  as  will  be  seen  from  the  following  experiment,  the 
statement  that  light  travels  in  straight  lines  is  not  quite  true  with- 
out modification. 

In  Fig.  368,  let  S  represent  a  tin  lamp  chimney  with  a  small  hole 
in  one  side.  If  a  flame,  Nemst  glower,  or  incandescent  filament 
be  placed  inside  this 
chimnev,  the  hole  in  the 
side  will  act  approxi- 
mately as  a  point 
source.  By  use  of  a 
lens,  an  image  of  this 
hole  may  be  focused 
upon  a  point  P  on  a 
white  screen. 

To  do   this  we   must    Fio.  308.  —  If  a  medium  is  not  homogeneous,  light 

place  the  spectacle  lens  ^^  ^*  ^^^^  **^"«*  '^  '"^  ■^"«**  *^^ 
so  that  the  straight  line  SP  passes  approximately  through  the  cen- 
ter of  the  lens.  Let  us  now  interpose  a  coin  somewhat  smaller  than 
the  lens  immediately  in  front  of  the  lens  so  that  the  straight  line 
passes  through  the  center  of  the  coin.  We  observe  that  this  coin 
does  not  prevent  all  the  light  from  the  liuninous  point  reaching  the 
point  P.  The  image  still  remains  at  the  point  P,  the  only  differ- 
ence being  that  it  is  now  not  quite  so  bright  as  before.  The  path  of 
the  light  from  the  source  to  the  point  P  is  no  longer  a  straight  line. 
All  the  light  which  forms  the  image  now  passes  around  the  edge 
of  the  coin,  as  shown  in  the  adjoining  figure.  But  the  reason  of 
this  is  ver>'  evident,  for  we  have  now  interposed  a  piece  of  glass 
in  the  path  of  the  light,  and,  indeed,  it  has  been  found  that,  in 
general,  when  light  has  to  pass  through  materials  of  different 
kinds,  it  does  not  travel  in  the  same  straight  line  through  them  all. 
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If  now  we  remove  the  spectacle  lens  and  allow  the  pemqr  to 
remain,  in  Fig.  369|  we  shall  find  that  the  coin  prevents  any  light 
from  the  source  reaching  the  hole  in  the  cardboard.  The  entire 
path  of  the  light  is  here  through  air  alone. 

Accordingly  we  may  say  that  when  the  medium  is  not  homiH 
geneous  light  does  not  travel  through  it  in  straight  lines. 

4B3.  But  there  are  certain  circumstances  in  which  light  does 
not  move  in  straight  lines,  even  when  the  medium  is  perfectly 
homogeneous.  If  a  luminous  object  be  viewed  through  a  veiy 
narrow  aperture,  it  will  in  general  be  foimd  that  the  image  is 
distorted.  This  experiment  is  most  easily  realized  perhaps  by 
viewing  a  bright  linear  source  of  light  through  a  single  cut  made 

with  a  penknife  in  a 
visiting   card.      As  a 
linear  source  one  can 
use  either  a  sin^e  slit 
in  the  tin  chimn^  of 
an  Argand  burner  or 
an  ordinary  incandes- 
cent lamp  filament,  or 
better  still  a  vertical 
Nernst   glower.      The 
slit  in  the  opaque   screen   should   be   held  very  close   in  front 
of  the  eye.     The  linear  source  appears  now  very  much  dimin- 
ished in  brightness,  but  very  much  wider  than  to  the  naked 
eye.    This  phenomenon  is  still  better  seen  if  we  substitute  for 
the  visiting   card   a  single   straight   cut   made   on   the   opaque 
film  of   an   ordinary   photographic   plate.    A  small    piece  of  a 
lantern-slide  or  silvered  mirror  is  best ;  for  it  is  difficult  to  cut 
a  slit  in  the  film  of  a  **  fast  '*  plate  without  making  the  edges 
ragged.    The  effect  of  a  small  aperture  on  a  bundle  of  rays  i>ass]ng 
through  it  is  then  to  spread  the  rays  out,  so  that  the  slit  S  (Fig. 
370)  appears  to  have  a  width  CD.    For  the  source  S  would  not 
appear  to  have  the  width  CD  unless  the  rays  were  spread  out. 
The  ray  PH,  prolonged  backward,  gives  us  one  edge  of  the  appar^ 
ent  slit;    the  ray  QK,  prolonged  backward,  gives  us  the  other. 
For  it  is  a  general  fact  that  we  appear  to  see  any  object,  not  in 
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the  direction  in  which  the  rays  leave  the  object,  but  in  the  direc- 
tion in  which  the  rays  enter  the  eye.  The  Hght  from  the  linear 
source  does  not,  therefore,  pass  in  straight  lines  through  the  small 
opening  HK, 

From  the  preceding  experiments,  it  is  evident  that  light  travels 
in  straight  lines :  — 

(i)  When  the  medium  is  homogeneous;   and 

(ii)  When  the   rays  opaqu. 

are   not  compelled  to     ^*-..^.  ***"  _...Py 

pass  through  any  very  '*-..  H 


small  openings.  ^..^- - kf      ''*•*-..., 

The    most    accurate    Q^  b 

evidence    for   this   gen-    Fio.  370.  —  A  luminous  line  appears  widened  when 

eral  conclusion  is,  how-  ^"'^  '^°^«^  ^  ""^"  ^p^^^' 

ever,  derived  from  the  computation  of  lenses,  mirrors,  and  other 
optical  instruments.  Predictions  which  rest  upon  the  assumption 
that  light  travels  in  straight  lines  through  homogeneous  media 
and  large  openings  have  always  been  verified  by  the  experimen- 
tal result. 

Photometry 

• 

454.  Photometry  is  the  science  and  art  of  measuring  the  rela- 
tive amounts  of  light  given  out  by  two  different  sources.  The 
purpose  is  to  compare  the  illuminating  powers  of  two  or  more 
sources.  This  purpose  is  accomplished  in  a  great  variety  of  ways 
all  of  which  are  based  upon  the  rectilinear  propagation  of  light. 

Imagine  any  point-source  of  light,  or  any  source  small  enough 
to  be  considered  as  a  point-source,  and  around  this  draw  a  spheri- 
cal surface  of  one  meter  radius.  A  perfectly  definite  amount  of 
light  will  fall  on  this  spherical  surface.  This  is  called  the  total 
luminous  flux  of  the  source  and  may  be  indicated  by  F.  The 
amount  of  luminous  flux  falling  upon  unit  area  of  any  body  at 
any  point  is  defined  as  the  illumination  at  that  point,  and  may  be 
indicated  by  E,  In  the  case  of  a  sphere  of  radius  r,  with  the 
source  at  the  center  of  the  sphere,  we  have  therefore 

E  =  -^.  Eq.  169 
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It  is  customary  to  write  /  for  the  quantity  F/^ir^  so  that  one 
obtains 


and 


F  -  4tL 


Eq.  170 
Eq.171 


The  quantity  /,  defined  by  Eq.  170,  is  known  as  the  tnteuii^  qf 
the  source.  Since  any  sphere  subtends  a  solid  an^  of  4r  at  its 
center,  it  follows  from  Eq.  171  that  the  intensity  of  any  aouroe 
which  radiates  uniformly  in  all  directions  b  measured  by  the 
amount  of  light  (t.e.  luminous  flux)  which  passes  out  throu^  unit 
solid  angle. 

It  b  dear  from  Eq.  170,  that  the  illumination  produfsed  at  aqj 
point  by  any  given  source  varies  inversely  as  the  square  of  the 

dbtance  of  that  point  from 
the  source.  This  is  known 
as  the  interse  square  dUimM 
law.  It  by  of  course,  a  mere 
consequence  of  the  recti- 
linear propagation  of  light, 
and  holds  for  all  kinds  of 
radiant  energy  whether  lu- 
minous or  not. 

It  must  not  be  forgotten 
that  only  a  small  portion  of 
the  radiant  energy  from  any 
artificial  source  is  perceived  by  us  as  light.  Thus  only  J  of  1  per 
cent  of  the  energy  radiated  by  an  incandescent  carbon  lamp 
reaches  us  as  light ;  most  of  its  radiation  is  invi^ble. 

466.  Rumford's  Photometer.  One  of  the  earliest,  easiest,  and 
most  practical  methods  of  comparing  the  intensity  of  one  source, 
A,  with  another,  B,  is  that  indicated  in  Fig.  371.  The  shadow 
of  an  obstacle,  0,  say  a  vertical  rod,  is  thrown  on  a  screen  simul- 
taneously by  both  sources.  The  positions  of  the  sources  are  ad- 
justed so  that  these  two  shadows,  a  and  b,  lie  in  immediate  juxta- 
position. Observe  that  the  shadow  a  is  illuminated  by  the  source 
^  ak>ne,  while  the  shadow  6  receives  light  from  the  source 


FiQ.  371.  —  The  Rumford  Photometer. 


LIGHT  519 

A  only.  Now  it  happens  that  the  human  eye  is  very  keen  in 
judging  when  two  illuminations  are  equal,  provided  each  illimii- 
nation  has  the  same  color.  Accordingly  the  distances  of  the  two 
sources  are  adjusted  until  each  gives  the  same  illumination  on 
the  screen. 

Let  /^  and  I^  denote  the  intensities  of  the  two  sources,  and  r^ 
and  r^  their  distances  from  the  screen ;  then  by  Eq.  170,  we  have 
in  the  case  of  equal  illiuninations 


L      -« 


Since  both  quantities  on  the  right  are  easily  measured,  we  have 
a  means  of  comparing  the  intensity  of  one  source  with  another 
which  is  taken  as  unity. 

Many  other  and  more  accurate  methods  than  this  of  Rim:iford's 
have  been  devised  by  Bunsen,  Swan,  Lmnmer  and  Brodhun,  Joly, 
Weber,  and  others;  but  they  all  employ  the  common  prin- 
ciple of  equating  illuminations.  Their  consideration,  together 
with  Lambert's  Cosine  Law,  must  be  left  for  the  advanced 
student. 

466.  Photometric  Units.  It  has  not  yet  been  found  practical 
to  measure  luminous  intensity  in  terms  of  C.G.S.  units.  Ac- 
cordingly France,  England,  and  America  have  by  international 
agreement  (1909)  adopted  an  arbitrary  standard  of  intensity  which 
is  known  as  the  intemaiional  candle.  The  international  candle  is 
p^Thaps  most  easily  realized  in  the  laboratory  by  use  of  a  Hefner 
lamp  which  bums  pure  amyl  acetate,  has  a  wick  of  definite  dimen- 
sions and  a  flame  of  definite  height.  This  standard  Hefner  lamp 
gives  0.90  international  candles.  Most  convenient  in  the  labora- 
tory is  an  incandescent  lamp  whose  candle-power  has  been  pre- 
viously determined  by  comparison  with  a  standard  flame.  Such 
lamps  must  be  used,  of  course,  with  the  prescribed  voltage  be- 
tween their  terminals. 

The  unit  of  luminous  flux  is  that  which  passes  out  from  one 
international  candle  in  a  cone  of  unit  solid  angle.  This  quantity 
of  light  is  called  a  lumen. 

The  metric  unit  of  Uluminaiion  is  that  produced  by  one  inter- 
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national  candle  at  a  distance  of  one  meter.     It  is 
called  a  meier<andlet  sometimes  a  lax. 

The  student  should  distinguish  very  carefully  beiweeu  Ike 
candle-power  of  a  lamp  and  the  electrical  powor  required  to 
operate  it ;  the  former  measures  the  ability  of  the  lamp  to  stiiiH 
ulate  the  retina  and  is  measured  in  tarns  of  an  arbitrmiy  anit» 
the  international  candle,  while  the  latter  is  oidinmry  medumicd 
power  and  is  measured  in  joules  per  second,  t^.  in  watts.  Hmcj 
are  totally  different  kinds  of  quantities. 

II.    Light  travels  with  Finite  Spked 

4B7.  Passing  now  to  the  second  fundamental  fact  of  opfdc^ 
it  is  not  surprising  that  the  ancients  should  have  considered 
the  velocity  of  light  as  infinite.    For  every  part  of  a  landscape 


Fio.  372.  —  Galileo's  plan  for  measuring  the  speed  of  lisht. 

illuminated  by  a  flash  of  light  is  seen  apparently  at  the  same 
instant  as  the  flash.  It  is  evident  that  if  light  did  not  travel 
at  an  enormous  speed,  this  would  not  be  the  case.  If,  for  in- 
stance, light  traveled  with  the  same  speed  as  sound,  it  would 
be  a  full  second  after  the  flash  of  lightning  before  we  could  see 
points  as  far  away  as  12(X)  feet ;  and  four  seconds  later  we  could 
see  points  a  mile  away.  It  was  such  evidence  as  this,  perhaps, 
that  led  the  ancients  to  think  that  light  traveled  with  an  infinite 
speed. 

458.  But  Galileo  suspected  that  the  velocity  of  light  was  not 
infinite,  and  proposed  to  measure  it  as  follows:  Two  ob- 
servers, each  provided  with  dark  lanterns,  were  to  be  stationed 
on  two  distant  hilltops  at  night.  When  the  first  observer,  at  A 
(Fig.  372),  sent  a  fiash  of  light  from  his  lantern,  the  second  ob- 
server, at  B,  was  to  make  a  similar  signal  as  soon  as  the  first  flash 
was  perceived.  The  interval  between  sending  the  first  signal 
and  receiving  the  answer  might  be  supposed  to  be  the  time  taken 
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by  the  light  in  making  one  round  trip  between  the  hills.  This 
experiment  was  tried  by  the  Florentine .  Academy,  in  1663,  be- 
tween Florence  and  Pistoia.  But  the  measures  were  not  satis- 
factory to  the  Academy  and  were  therefore  never  published  in 
their  proceedings.  We  now  know,  however,  that  the  time  lost 
by  the  second  observer  in  perceiving  the  first  flash  and  deciding 
to  send  a  return  signal  would  occupy  more  time  than  is  required 
for  light  to  make  a  trip  around  the  world. 

459.  But  the  following  most  ingenious  method  was  discovered 
and  tried  by  the  Danish  astronomer,  Ole  Roemer,  diu'ing  the  years 
1675-1676  at  the  Paris  Observatory. 
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Fio.  373.  —  Roemer's  method  for  measuring  the  speed  of  light. 

Jupiter  has  nine  moons.  One  of  these,  /o,  astronomers  call 
the  "  first  satellite."  Every  time  this  first  satellite,  which  we  shall 
denote  by  My  revolves  about  the  planet  which  we  shall  call  J,  it  is 
eclipsed  to  an  observer  on  the  earth,  i,e,  it  passes  into  the  shadow 
of  Jupiter,  as  indicated  m  Fig.  373.  Roemer  measiu*ed  the  period 
of  this  moon  very  carefully,  i.e.  determined  very  exactly  the 
average  interval  of  time  between  two  of  its  successive  eclipses. 
Knowing  this,  he  could  of  course  predict  the  time  of  futiu'e  eclipses. 
This  he  did ;  but  on  comparing  the  predicted  times  with  the  ob- 
served times,  he  found  that  whenever  the  earth  was  in  that  half 
of  its  orbit  next  to  Jupiter  ABC  (Fig.  373),  these  eclipses  occiu'red 
each  a  little  earlier  than  the  predicted  time.  But  when  the  earth 
was  in  that  half  of  its  orbit  away  from  Jupiter,  i.e.  in  the  half 
marked  ADCj  the  eclipses  were  each  a  little  tardy  in  their  appear- 
ance. And  in  particular  when  the  earth  was  at  the  point  5, 
nearest  to  Jupiter,  the  eclipse  occurred  about  eight  minutes 
earlier  than  the  predicted  time ;  while  at  D,  a  point  most  remote 
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from  Jujuter,  the  edipse  took  place  about  eigbt  wmitiirtwi  ]g|a 
From  this  Roemer  concluded  that  eight  minutes  is  the  time  le* 
quired  for  light  to  travel  from  the  point  B,  or  the  pcMnt  Z)»  to  the 
center  of  the  earth's  orbit,  t.e.  from  the  sun  to  the  earth.  This 
distance  is  154  million  kUometers.  Hence,  for  the  speed  of  Ij^ 
S  he  obtained  approximately  — 


S 


154  X  ly  meters 
498  seconds 


309  million  meters  per  aecond. 


This,  of  course,  is  the  rate  at  which  light  traveb  in  a  vacuum; 
for  the  region  between  the  earth  and  sun  is  {Mrobably  a  voy 
perfect  vacuum.    But  experience  shows  that  the  speed  m  air 

is  only  about  one  part  in 
four  thousand  less  than 
that  in  a  vacuum.  Such 
a  speed  as  this,  which 
would  carry  a  point  seven 
times  around  the  earth's 
equator  in  one  second,  is 
practically  beyond  the 
grasp  of  the  imagination. 
460.  Roemer's  measure- 
ments remained  uncon- 
firmed for  half  a  century, 


'//^yMz//myA 


m^///////mm/7/mmm^^^^ 
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Fig.  374.  — Aberration  of  a  raindrop.  until,    in    1729,     Bradley, 

then  Professor  of  Astronomy  at  Oxford,  discovered  that  each  of 
the  "  fixed  "  stars  during  the  course  of  a  year  appears  to  describe 
a  small  ellipse  in  the  sky.  This  he  explained  by  assuming  that 
the  apparent  position  of  a  star  depends  not  only  upon  its  actual 
direction  from  the  earth,  but  also  upon  the  velocity  of  light  and 
upon  the  velocity  of  the  observer.  The  matter  will  be  clear  to 
one  who  considers  how  he  would  have  to  hold  a  straight  tube 
in  order  that  raindrops  might  fall  axially  through  it  without 
touching  the  sides. 

Let  us  assume  that  the  rain  is  falling  vertically;  then  if  the 
observer  is  at  rest,  the  tube  must  be  held  vertical.  But  if  the 
observer  is  traveling  with  a  speed  t  in  any  direction,  the  bottom 
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of  the  tube  must  be  held  back  toward  the  observer  by  an  amount 
just  equal  to  the  distance  which  the  observer  would  travel  while 
the  raindrop  is  passing  through  the  tube. 

If  V  be  the  speed  of  the  raindrop  and  v  that  of  the  observer, 
it  will  be  clear  from  Fig.  374  that  the  angle  0  at  which  the  tube 
must  be  inclined  is  given  by 

lane  =  ^.  Eq.  172 

The  velocity  of  the  earth  in  its  orbit  about  the  sun  is  approxi- 
mately nineteen  miles  a  second.  This  stupendous  speed,  which 
would  carry  one  across  the  American  continent  in  less  than  three 
minutes,  is  the  speed  of  every  one  who  observes  a  star  from  the 
earth.  Accordingly,  if  we  imagine  the  path  of  the  raindrop  to  be 
replaced  by  a  ray  of  light  from  a  fixed  star,  and  the  tube  to  be 
replaced  by  a  telescope,  provided  with  cross  hairs  in  the  eyepiece, 
we  shall  have  all  the  conditions  for  observing  the  aberration  of 
light.  Bradley  found  that  in  looking  at  a  star  whose  rays  fall 
perpendicularly  upon  the  plane  of  the  earth's  orbit,  as  indicated 
in  Fig.  374,  he  had  to  incline  the  telescope  at  an  angle  of  20" 
with  the  mean  direction  of  the  star. 

Knowing  0  and  v,  it  became  a  simple  matter  to  substitute 
these  values  in  Eq.  172,  and  thus  determine  the  value  of  F,  that 
is,  the  speed  with  which  light  travels  down  the  tube  of  the  tele- 
scope. The  numbers  which  he  obtained  were  308,300,000  meters 
per  second.  The  velocity  of  light  thus  measiu'ed  by  Bradley  coin- 
cided so  nearly  with  the  value  obtained  by  Roemer  as  to  leave 
little  doubt  that  each  of  these  men  had  correctly  explained  the 
phenomena  which  they  observed. 

461.  More  than  a  century  elapsed  before  any  one  succeeded 
in  measuring  the  speed  of  light  along  a  path  confined  to  the  siu*- 
face  of  the  earth.  This  was  first  done  by  the  French  physicist 
Fizeau,  in  1848.  He  employed  essentially  the  method  suggested 
by  Galileo,  only,  instead  of  placing  a  second  observer  on  a  dis- 
tant hill,  he  placed  there  a  mirror  so  arranged  as  to  send  back 
to  the  first  observer  any  flashes  of  light  which  he  directed  upon  it. 

These  flashes  of  light  were  obtained  by  rapidly  rotating  a 
toothed  wheel  at  a  known  rate,  and  in  such  a  way  that  each  tooth 
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in  succession  mtercepted  a  beam  of  light  directed  sbemdBy  towank 
the  mirror.  Since  the  wheel  was  rotated  at  a  measured  nite^  the 
time  required  for  any  one  tooth  to  pass  from  its  present  poattioii 
to  the  position  occupied  by  its  predecessor  was  a  known  quantity. 
Call  this  T.  When  the  wheel  was  rotated  at  a  certain  criticti 
speed,  it  was  observed  that  while  the  beam  was  traveling  fron 
the  source  to  the  mirror  and  back  again  the  open  space  betwMD 
two  teeth  (through  which  the  beam  had  passed  out  to  the  mimr) 
had  been  replaced  by  the  succeeding  open  space,  so  that  an  ob- 
server looking  along  the  path  of  the  beam  would  see  the  reflected 
beam.  At  other  critical  speeds  the  reflected  beam  was  eclipsed  bj 
an  opaque  tooth,  so  that  the  observer  looking  in  the  direction  ol  the 
reflected  beam  saw  nothing. 

If  we  call  the  distance  from  the  wheel  to  the  mirror  L,  and 
denote  by  T  the  interval  between  two  successive  llAali^^  so 
timed  that  the  light  which  passes  out  jtui  in  front  qf  any  pu- 
ticular  tooth  is  reflected  back  jtut  after  that  tooth  has  pasBed, 
then  we  may  write,  for  the  speed  of  light :  — 

T  ' 

In  this  manner  Fizeau  obtained  a  value  of  315,000,000  meters 
per  second.  But  his  method  has  been  greatly  improved,  es- 
pecially by  Cornu  and  by  Michelson.  These  improvements, 
together  with  the  advantages  and  disadvantages  of  various 
methods,  are  clearly  set  forth  in  Edser's  Light  for  Students. 

The  best  of  these  modern  measurements  make  it  practically 
certain  that  the  velocity  of  light  does  not  differ  from  the  round 
number,  300  million  meters  per  second,  by  as  much  as  one  part 
in  three  thousand. 

III.    Light  is  a  Wave  Motion 

462.  We  have  already  seen  (§  208)  that  energy  is,  in  general, 
transmitted  in  one  of  two  ways,  viz.  either  by  currents  or  by 
waves.  From  the  time  of  Aristotle  until  the  time  of  Huygens. 
and  even  later,  men  believed  that  light  consisted  in  the  motion 
of  small  particles  —  corpuscles  —  emitted  either  fronoL  the  eye 
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or  from  the  luminous  body,  with  great  speed.  In  other  words, 
they  believed  light  to  be  propagated  by  currents  rather  than  waves. 

This  hypothesis  is,  indeed,  recommended  by  the  ease  with 
which  it  explains  the  rectilinear  propagation  of  light  through 
a  vacuum;  but  it  involves  other  difficulties  which,  as  we  shall 
presently  see,  are  insuperable.  Newton  made  a  masterly  at- 
tempt to  avoid  these  difficulties;  but  the  hypotheses  which  he 
was  compelled  to  introduce  led  to  consequences  which  contra- 
dicted the  experimental  facts. 

463.  The  first  decisive  evidence  which  led  men  to  consider 
light  a  wave  motion  was  given  by  Dr.  Thomas  Young  (1773- 
1829),  a  London  physician.  He  argued  that  if  light  is  a  wave 
motion,  we  ought  to 
be  able  to  add  two 
trains  of  light  waves 
together  and  produce 
darkness,  just  as 
(§  202)  we  add  to- 
gether   two   trains   of   ^'°'  ^^^'  —  Showing  how  diffraction  allows  two  rays 

.  to  interfere. 

waves  in  strings  and 

thereby  produce  rest.  If,  however,  light  consists  of  currents  of 
matter  emitted  by  the  luminous  body,  as  Newton  had  suggested, 
one  cannot  hope  to  obtain  darkness  by  adding  two  of  these  cur- 
rents together.  On  the  contrary,  the  two  currents  would  produce 
more  disturbance  than  either  one  alone,  i,e,  more  light  than  either 
one  alone. 

The  manner  in  which  Dr.  Young  added  two  rays  of  light  is 
very  simple  and  clear  to  any  one  who  has  examined  the  manner 
in  which  a  beam  of  light  is  flared  out  —  diffracted  —  on  passing 
through  a  narrow  aperture.  This  phenomenon  has  already  been 
described  in  §  453.  We  there  found  that  a  beam  of  light  on 
passing  through  a  small  slit  was  spread  out  into  a  wedge  of  light. 

This  spreading  apart  which  a  bundle  of  rays  experiences  on 
passing  through  a  narrow  aperture  is  called  diffraction. 

Imagine  now  two  slits,  instead  of  a  single  slit,  to  be  made  side 
by  side  in  the  opaque  screen,  each  will  furnish  a  cone  of  light, 
as  represented  in  Fig.  375.    These  two  cones,  AOA'  and  BO'B\ 
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will  overlap  in  the  region  between  B  and  A'.  An  qre  pkoed 
anywhere  in  thb  region  will  receive  upon  its  retina  two  diffeKnft 
series  of  disturbances,  one  from  0,  and  another  from  0\ 

Under  these  circumstances  one  sees  in  the  regum  between  B 
and  A'  an  image  of  the  opening  at  S ;  and  the  image  is  filled  widi 
an  alternation  of  bright  and  dark  bands.  Hiese  bands  are  synt' 
metrically  placed  on  each  side  of  a  brij^t  central  band. 

This  is  precisely  what  is  to  be  expected  (Dr.  Young  argued),  if 
light  consists  in  a  wave  motion.  If  from  any  point  in  the  r^gioa 
BA'  iht  respective  distances  of  the  two  openings  O  and  O'  dMer 
by  one  half  a  wave  length,  these  two  tndns  of  waves  anmd  one 
anoflier  and  produce  darkness;  but  at  any  other  pc»nt  what 
the  distances  differ  by  one  whole  wave  length,  or  any  whole  num- 
ber of  wave  lengths,  there  the  brightness  will  be  greater  than  that 
due  to  either  train  alone.  And  this  is  exactly  what  he  found  to 
be  the  fact.  Light  from  a  bright  point  shining  tfaroagli  two  small 
openings  in  a  card  behaves  like  water  waves  from  the  sea  roaUog 
through  two  small  openings  in  a  breakwater.  Two  trains  of 
waves  which  combine  with  each  other  to  produce  altematdy  hwglit 
and  dark  bands  in  this  manner  are  said  to  interfere ;  and  the  phe- 
nomenon which  is  called  interference  of  light  appears  to  be  strictly 
analogous  to  the  interference  of  waves  in  strings  and  of  waves 
in  air  which  we  have  already  observed  and  studied.  These  and 
other  similar  experiments  seem  to  fiu'nish  irrefutable  evidence 
for  thinking  light  to  be  a  wave  motion. 

IV.    Light  Waves  are  Transverse 

464.  We  have  already  learned  (§  200)  that  there  are  in  gen- 
eral two  fundamental  types  of  wave  motion,  namely,  trcmsvene 
and  longitudinal.  If  we  accept  the  evidence  which  has  just  been 
adduced  for  thinking  light  a  wave  motion,  the  next  pertinent 
inquiry  is,  are  these  light  waves  transverse  or  longitudinal! 
Are  they  similar  to  the  waves  which  run  along  a  stretched  clothes- 
line when  struck  with  a  stick,  or  do  they  resemble  sound  waves? 

To  answer  this  question  it  is  necessary  to  first  establish  » 
criterion  which  wall  distinguish  between  these  two  wave  types. 
Such  a  test  is  found  in  the  symmetry  which  accompanies  longi- 
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tudinal  waves  and  the  asymmetry  which  is  characteristic  of 
transverse  waves.  When  a  spherical  raindrop  b  viewed  cUang 
the  direction  of  its  path,  its  appearance  is  precisely  the  same  how- 
ever the  eye  or  the  raindrop  may  be  turned  about  its  path  as  an 
axis ;  so  also,  in  hearing  a  sound  the  same  sensation  is  produced 
however  the  ear  or  the  sounding  body  be  rotated  about  the  direc- 
tion of  the  sound  as  an  axis.  In  general,  a  longitudinal  wave  is 
symmetrical  about  its  direction  of  propagation. 

With  transverse  waves  such  as  those  in  a  stretched  string, 
the  matter  is  quite  otherwise.  Let  two  boys  stand  holding  a 
rope  stretched  between  them,  each  boy  holding  one  end.  If 
one  boy  shakes  his  end  of  the  rope  transversely  in  a  single  direc- 
tion it  is  an  easy  matter  for  the  other  boy  to  tell  what  this  direc- 
tion is  merely  from  the  wave  pulses  which  strike  his  hand.  In 
other  words,  the  waves  in  the  string  are  not  symmetrical  with 
res|>ect  to  the  direction  of  their  propagation,  i.e.  with  respect  to 
the  direction  of  the  string.  If  a  third  boy  were  to  stand  be- 
tween the  other  two  and  hold  a  slotted  board  so  as  to 
allow  the  string  to  pass  through  the  slot,,  the  vibrations  may 
or  may  not  be  stopped.  If  the  direction  of  the  slot  is  parallel 
to  the  motion  of  the  particles  of  the  rope,  the  vibrations  will 
pass  through  the  slot  undisturbed;  but  if  the  slot  is  held  per- 
pendicular to  the  motion  of  the  particles  of  the  rope,  the  vibra- 
tions will  at  once  be  stopped  in  that  part  of  the  rope  behind  the 
slot ;  no  waves  can  pass  through  the  slot. 

466.  In  1669  it  was  discovered  by  Bartholinus,  a  Danish 
philosopher,  that  a  single  ray  of  light  on  passing  through  a  crys- 
tal of  calcium  carbonate  (calcite)  is  split  up  into  two  separate 
rays  traveling  in  different  directions.  So  that  if  one  lays  a  piece 
of  transparent  calcite  over  an  ink  spot  on  a  piece  of  white  paper, 
he  will  in  general  see  two  images  of  the  spot.  This  phenomenon, 
which  is  called  double  refraction,  now  concerns  us  only  because 
a  few  years  later  Huygens  (162^1695)  discovered  that  each  of 
these  two  rays  refracted  by  the  calcine  exhibits  precisely  the 
phenomenon  which  we  have  seen  in  the  stretched  string.  In 
other  words  he  found  that,  on  looking  through  one  piece  of  calcite 
at  a  beam  of  light  which  had  just  passed  through  another  piece 
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of  calcite,  the  intensity  of  the  light  whidi  readies  tbe  tye  dqn 
very  much  upon  the  angukr  position  of  the  crystal  about  Ae 
of  light  as  an  axis.  The  ray  of  light  is  not  therefoie  aymmcli 
about  its  direction  of  im>pagation. 

466.  An  experiment  due  to  the  Frendi  pltysidst  Biot  il 
trates  this  fact  in  an  even  ampler  way.  Biot  diseovcwd  I 
tourmaline,  unlike  most  other  crystab,  gives  owJiy  a  su^fe 
fracted  ray,  the  second  ray  being  absorbed  by  the  ■"^fftHT^ft 
the  crystal.  When  light  is  passed  throu^  one  toonnaliiie  i 
then  examined  through  a  second  tourmaline,  it  is  found  that 
light  may  be  completely  extinguished  by  rotating  eitlier  toon 
line,  with  reference  to  the  other,  about  the  ray  as  an  aads  (see  1 

376).  HereagainU 
waves  ediibit  asg 
metry  with  reCera 
to  tfadr  diiectioa 
propagatioii. 

467.  Another  ifl 
tration  of  this  asg 
metiy  was  disoove 
in  1808  by  Malus,  a  French  army  officer,  who  found  that  U 
which  has  been  reflecteti  from  a  surface  of  water  or  from  gl 
or  from  any  polisheti  surface,  when  viewed  through  a  toun 
line,  has  its  intensity  changed  in  a  marked  manner  as  the  to 
maline  is  rotated  in  front  of  the  eye.  He  showed  also  that 
each  substance  there  is  a  certain  angle  at  which,  if  the  light 
reflected,  it  may  be  completely  extinguished  by  the  tounnali 
In  other  words  he  discovered  that  reflected  light  presents  this  sa 
lack  of  symmetry  which  had  already  been  obser\'ed  by  Huygi 
and  Biot  in  the  case  of  transmitteii  light. 

Malus  in  1811  introduced  the  word  ''  polarized  "  to  descri 
light  which  exhibits  different  properties  in  different  directions 
right  angles  to  the  line  of  propagation.  This  peculiar  asy 
metry  he  called  polarization.  Common  light,  such  for  instai 
as  that  by  which  you  are  reading  this  page,  does  not  poss 
this  peculiarity.  The  explanation  of  this  must  be  tal^n 
later. 


Fio.  376.  —  Biot*s  experiment  with  the  croied 

toiiniiAliiies. 
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As  might  have  been  predicted  from  Malus's  discovery,  polar- 
ization can  be  detected,  as  well  as  produced,  by  reflection.  This 
is  best  shown  perhaps  by  a  pair  of  glass  mirrors,  such  as  those 
drawn  in  Fig.  377.  The  incident  ray  is  so  directed  as  to  make 
an  angle  of  57°  with  the  normal  to  the  mirror.  In  the  left-hand 
figure  the  mirrors  are  parallel,  the  vertical  beam  is  polarized  by 
reflection  at  the  lower  mirror ;  the  upper  mirror  reflects  it  along 
the  direction  BC.  In  the  right-hand  figure  the  mirrors  are 
crossed,  i.e,  at  right  angles  to  each  other;  the  vertical  ray  is 
polarized  precisely  as  be- 
fore, but  the  upper  mir-  ^^j^^^^^C 
TOT  in  this  position  is 
unable  to  reflect  any  ray. 

468.  From  evidence 
such  as  the  foregoing  a 
brilliant  young  French 
engineer,  Fresnel,  was 
led  to  the  conclusion 
that  light  waves  are 
transverse.  For  more 
than  a  century  following  the  publication  of  Newton's  Optics,  in 
1704,  his  corpuscular  theory  had  held  undisputed  sway.  But 
between  the  years  1812  and  1826  Fresnel  produced  and  coordi- 
nated such  a  mass  of  cogent  evidence  for  thinking  that  light 
consists  of  transverse  waves  that  there  has  since  been  almost  as 
little  doubt  concerning  this  principle  as  concerning  any  of  the 
principles  of  ordinary  mechanics. 

Summarizing,  then,  we  may  consider  it  a  fact,  well  established 
by  such  evidence  as  the  f oiu*  fundamental  phenomena  just  studied, 
that  light  is  a  transverse  wave  motion  propagated  through  what  we 
sometimes  call  a  "  vacuum  '*  —  sometimes  the  "  free  ether  "  — 
with  a  velocity  closely  approximating  300  million  meters  per  second. 

Upon  this  assumption,  if  you  prefer,  and  with  this  general  view 

of  the  entire  subject,  we  proceed  to  examine  some  of  the  other 

fundamental  facts  of  optics.    As  will  be  seen  later,  many  of  the 

following  facts  might  have  been  deduced  as  mere  inferences  from 

the  four  which  precede. 
2ic 


Fio.  377.  —  Polarisation  produced  and  detected 

by  reflection. 
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V.    The  REFLEcnoN  or  Lnar 

r 

469.  We  have  just  been  consideriiig  the  bduivior  of  %hl 
when  it  has  a  free  path  m  which  to  traveL  Suppooe,  howem, 
a  beam  of  light  strikes  upon  some  body  lyin^  in  its  path. 

If  the  body  has  a  very  smooth  surface,  it  will  genenl^  hai^ 
pen  that  a  large  part  of  the  light  whidi  falls  upcm  it  from  usf 
direction  is  sent  off  in  some  one  other  direction.  Thb  b  called 
reflection.  If  the  body  is  a  rough  one,  sudi  as  ground  i^bss  or 
a  piece  of  newspaper,  the  light  whiidi  falls  upon  it  is  acattcted 
in  all  directions.  Such  light  is  said  to  be  dlffnaed;  and  the 
process  is  called  diffuse  reflecthm. 

But  some  of  the  light  which  is  incident  upon  a  body  will  pene- 
trate the  body ;  this  we  know  because  objects  can  be  seen  through 
all  substances  if  only  the  body  is  made  thin  enough  Tlie  rays 
which  pass  through  a  body  are  said  to  be  tranamitled.  TUs 
process  of  transmission  is,  however,  always  accompanied  by  some 
loss  of  light.    Light  which  is  lost  in  this  way  is  said  to  be  abaoflMd; 

and  the  process  is  csDed 
absoiptkm.  When  the  bod); 
is  so  thick  that  all  the  rays 
are  absorbed  the  body  is 
\  said  to  be  opaque. 


Reflection 

470.  The    simplest    and 
most    elegant     manner  of 

Fio.  378.  —  A  convenient  device  for  studying    studying    the     reflection    of 
the  laws  of  reflection.  i»   i  ^    •  i  .»        •  « 

light  IS  perhaps  the  follow- 
ing. A  cross  is  made  of  two  pieces  of  pine  wood  mortised  together, 
as  indicated  in  Fig.  378.  One  piece  is  slotted  so  as  to  receive  a 
strip  of  plate  glass  G, 

If  a  pin  or  an  incandescent  lamp  be  placed  at  P,  this  strip  of 
glass  will  act  as  a  mirror.  To  an  eye  placed  somewhere  in  front 
of  the  glass,  say  at  E,  the  image  of  the  pin  or  lamp  will  appear 
at  P'.  We  can  now  easily  place  a  second  pin  or  lamp  at  the  point 
P',  so  that  it  coincides  with  the  image  of  the  first  pin.     The  second 
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pin  at  P'  should  be  viewed  over  the  top  of  the  glass  strip.  The 
glass  strip  may  well  be  ground  or  greased  on  the  rear  surface  so 
that  the  reflection  from  the  first  surface  only  is  seen. 

The  first  pin  now  locates  the  position  of  an  object;  while  the 
second  pin  locates  the  position  of  its  image,  produced  by  a  plane 
mirror.  Concerning  this  image  it  is  important  to  note  the  four 
following  facts :  — 

1.  On  observing  this  image  from  various  points  of  view,  it  is 
seen  that  the  image  does 
not  change  position  as  the 
eye  changes  position.  The 
image  has  a  fixed  position 
in  space  quite  independent      v///////}////////i 


vS' 


of  the  observer. 

2.  If ,  however,  either  the 
object  be  moved  or  if  the 
reflecting  surface  be  moved 
out  of  its  own  plane,  the  ^P 
image  also  moves.                                  ^'°'  379.  —P'O-PO. 

3.  If  now  we  draw  a  straight  line  from  P  to  P',  we  find  by 
use  of  a  steel  square  that  the  reflecting  surface  is  at  right  angles 
to  this  line. 

4.  Not  only  so,  but  on  measiu'ing  the  perpendicular  distance 
PV  from  the  image  to  the  reflecting  surface,  and  also  the  per- 
pendicular distance  PO  from  the  object  to  the  reflecting  surface, 
it  is  found  that  these  distances  are  equal. 

These  facts,  which  are  familiar  to  nearly  every  one,  may  be 
summarized  by  saying  that  the  image  of  a  point  in  a  plane  mirror 
lies  on  the  perpendicular  let  fall  from  the  point  to  the  mirror^  and 
lies  as  far  behind  the  mirror  as  the  point  lies  in  front  of  the  mirror. 

The  Law  of  Plane  Reflection 

471.  The  general  fact  may  be  more  simply  described  as  fol- 
lows :  — 

The  point  P  is  sending  out  rays  of  light  in  all  directions.  Let 
0'  (Fig.  380)  be  a  point  at  which  one  of  these  rays  strikes  the 
mirror.     Then  the  two  right-angled  triangles  P'0'0  and  PO'O 
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ore  equal  for  they  have  one  common  aide  00',  and  the  sides  Of 
and  OP  are  equal.  Hence  the  angles  O'PO  and  O'P'O  are  eqnd. 
Draw  the  line  iVD'  p»- 
pendicular  to  mirror  at  &. 
lien  the  an^es  iiO'E  and 
IfO'P  are  equal,  ainoe  th^ 
are  respectively  equal  to 
O'V'O  and  O'PO. 

The  aii^  between  the 
normal  to  the  reflecting  sat- 
face  and  the  infndent  itf 
aO'P  is  called  the  angle  rf 
incidence.  The  an^  be- 
tween the  normal  and  the  reflected  ray  HO'E  is  called  the  aaglB 
of  reflection. 

But  these  are  the  angles  which  we  have  proved  to  be  equal,  in 
the  case  of  the  ray  PO' ;  the  same  evidently  is  true  of  any  otlxr 


Rirflectjon  of  watpr  wav«a. 


ray.  Not  only  so,  but  this  experiment  shows  that  the  reflected 
ray  lies  in  the  plane  of  the  normal  iVO'  and  the  incident  ray  PO'. 

Accordingly,  if  we  denote  the  angle  of  incidence  by  t  and  the  anf^e 
of  reflection  by  r,  we  may  state  the  laws  of  reflection  as  follows :  — 

(i)  At  each  point  of  the  reflecting  surface  the  angle  of  flec- 
tion is  equal  to  flie  angle  of  incidence. 
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(ii)    The  reflected  ray  lies  in  llie  plane  defined  by  the  normal 
and  the  incident  ray. 
Or,  in  terms  of  algebra 

i  =  r.  Eq.  173 

But  this  is  precisely  the  manner  in  which  we  have  found  (§  192) 
water  waves  behaving.  When  a  wave  coming  from  any  direc- 
tion strikes  a  solid  pier  at  a  definite  angle  of  incidence,  the  reflected 
wave  leaves  the  pier  at  the  same  angle  on  the  other  side  of  the 
normal.  If  we  employ  Professor  Hastings'  excellent  definition 
of  a  mirror  as  **  a  barrier  to  the  further  progress  of  the  waves 
which  does  not  destroy  their  motion,"  it  is  clear  that  the  rigid 
pier  is  k  mirror  for  water  waves  quite  as  truly  as  the  plate  glass 
for  light  waves. 


Huygens*  Explanation  of  the  Laws  of  Reflection 

472.  The  first  man  who  was  able  to  reduce  the  reflection  of 
light  to  anything  simpler  and  more  general  was  Huygens,  who, 
in  his  Treatise  on  Light,  published  in  1690,  enunciated  a  general 
principle  which  has  proved 
to  be  of  the  utmost  fer- 
tility in  almost  every 
branch  of  optics. 

The  principle  is  derived 
from  a  consideration  of 
what  must  happen  ac- 
cording to  the  principles 
of  ordinary  dynamics  if  a 
wave  motion  started  by 
any  luminous  particle  is 
propagated   through   any 

material  medium,  includ-       ^^-  ^^^ '  lUustrating  Huygens'  Principle. 

ing  the  free  ether.  Let  A  denote  a  luminous  particle  and  DCEF 
the  position  of  the  front  of  a  spherical  wave  at  any  instant  t.  Let 
6,  by  by  b  denote  particles  of  the  medium  through  which  this  wave 
has  passed  on  its  way  from  A  to  its  present  position.  Then  at 
some  instant  earlier  than  t,  each  of  these  particles  b  must  be  con- 
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sidered  as  a  source  of  disturbance  sending  out  ^bcncal  wavdeb 
of  its  own.  This  being  true,  we  must  consider  the  distiirbance 
at  any  pomt  on  the  wave  front  CJS  as  the  resultant  of  a  laige 
number  of  disturbances  arising  from  all  the  particles  of  the  me- 
dium over  which  the  wave  has  passed. 

Huygens'  Krindple  consists,  tbiai,  in  the  stafeement  ftat  the 
wave  front  in  a  train  of  light  waves  is  a  sufaoe  of  distmlMUios 
lAikh  results  from  and  envelops  (i.e.  is  tangent  to)  tbe  lecondsiy 


Fio.  383.  —  Reflection  of  a  spherical  wave  in  terms  of  Huy sens'  Principle. 

waves  sent  out  by  each  particle  lying  in  the  wave  front  at  an  ear- 
lier instant. 

473.  Let  us  now  apply  this  principle  to  determine  the  image 
of  a  luminous  point  in  a  plane  mirror,  the  ease  which  we  have 
already  solved  in  §  470.  If  P  be  the  luminous  point,  and  AOB 
a  plane  mirror,  a  series  of  spherical  waves  will  be  emitted,  by 
the  point  P  and  will  proceed  toward  the  mirror  with  the  speed 
of  light.  The  first  point  on  the  mirror  which  will  be  struck  by 
this  advancing  wave  is  the  point  which  is  nearest  P.  Call  this 
point  0.  Then  0  becomes,  according  to  Huygens'  Principle,  a 
soiu'ce  of  light  at  the  instant  when  the  wave  first  touches  the 
mirror.  At  immediately  succeeding  instants,  the  successive 
points  between  0  and  A  on  the  mirror  will  be  reached  by  the 
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incident  wave  front  and  they  will  in  turn  become  sources  of 
secondary  waves.  If  there  had  been  no  mirror  at  AB,  the  inci- 
dent wave  would  have  gone  on  and  occupied  the  position  A  IB. 
As  it  is,  the  spherical  wavelets  emitted  by  each  successive  point 
on  the  mirror  have  for  their  envelope  the  spherical  surface  whose 
trace  is  ARB.  This  envelope  is  therefore  the  reflected  wave 
surface.  By  symmetry  the  center  of  ciu-vature  P'  of  ARB  is  at 
the  same  distance  behind  the  mirror  that  the  source  P  is  in  front 
of  the  mirror.  To  an  observer  in  front  of  the  glass  the  reflected 
light  appears  to  come  from  the  point  P';  this  point  is  therefore 
the  image  of  P, 

In  this  manner  Huygens  derives  from  his  principle  the  laws 
of  reflections  at  plane  surfaces.    The  student  will  find  it  profit^ 


Fig.  384.  —  Reflection  at  a  spherical  mirror. 

able  to  draw  a  diagram,  corresponding  to  Fig.  383,  but  showing 
the  particular  case  in  which  the  luminous  point  P  is  at  an  infinite 
distance  and  in  a  direction  which  is  not  normal  to  the  mirror,  thus 
giving  rise  to  a  plane  wave  which  is  reflected  at  a  plane  surface. 

The  Reflection  of  Spherical  Waves  at  Spherical  Surfaces 

474.  This  is  the  most  general  case  of  reflection  met  with  in 
ordinary  optics,  inasmuch  as  spheres  are  the  only  surfaces  which 
can  be  accurately  ground  with  ordinary  machinery.  The  posi- 
tion of  the  image  can  here  be  easily  determined  by  means  of 
Huygens'  Principle;  but  the  method  which  depends  upon  the 
use  of  rays  is  more  generally  useful  and  practical,  for  which 
reason  we  here  adopt  it. 

In  Fig.  384  let  SP  indicate  a  spherical  mirror  whose  center 
of  curvature  is  at  C,  Let  L  denote  a  soiu'ce  of  light  —  a  lumi- 
nous point  —  and  L'  its  image  in  the  mirror.  In  general  we 
shall  denote  points  by  capital  letters  and  distances  by  small  let- 
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ters;    The  line  joining  the  apex  of  the  aurfioe  8  and  the  enter 
of  curvature  C  is  called  the  axis  qf  ihs  mirror.     We  shall  con- 
sider only  that  case  in  which  the  luminous  point  is  situated  some- 
where on  the  axis  of  the  mirror. 
The  center  (or  apex)  of  the  mirror  8  is  chosen  as  the  origin; 

and,  as  in  ordinsiy 


geometry, 
tanoes  measured 
to  the  right  will  be 
called  positive,  and 
those  measured  to 
the  left.   Dilative. 

Fio.  386.  —  Reflection  at  a  convex  minor.  IjSt  US  now  OfUI- 

sider  any  ray  of  light  LP  leaving  the  source  L  and  incident  upon 
the  mirror  at  P.  The  mirror  surface  at  P  is  normal  to  the  radius 
CP.  The  reflected  ray  will  therefore  cross  the  axis  of  the  mirror 
at  some  point  L^  such  that  the  angle  of  reflection  VPC  is  equal 
to  the  angle  of  incidence  LPC 

Let  LP  =  8y  VP  =  8\  CP  =  r,  and  the  an^e   PCS  -  ^; 
then  if  0  be  small,  CL  =  s  —  r  and  CV  =  r  —  *',  approximately. 


By  geometry, 


s  —  r 


sin0 
sin  i 


and 


r  —  8 


sin  0      o'  t 

— 7  =  - — •    oince,  however, 


sin  r 


sin  i  =  sin  r,  Ekj.  173,  it  follows  that 


8 


8  —  r 
r-8' 


Eq.  174 


an  equation  which  gives  us  «',  the  distance  of  the  image  from 
the  mirror,  as  soon  as  we  know  the  radius  of  the  mirror  and  the 
position  of  the  source.  Clear  of  fractions  and  then  divide  each 
term  in  the  equation  by  88' r ;  you  obtain 


i  +  i-2 
8      8       r 


Eq.  175 


a  more  easily  workable  form  of  the  same  equation. 

476.  Thus  if  one  be  asked  to  find  the  image  of  a  luminous 
point  placed  50  cm.  in  front  of  a  convex  mirror  having  a  20  cm. 
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radius  of  curvature,  he  has  merely  to  substitute  the  following 
values  in  Eq.  175 :  — 

y  =  +  50  cm., 
r  =  -  20  cm. 

From  which  it  follows  that  «'  =  —  Sf  cm. ;  that  is,  the  image 
lies  8^  cm.  to  the  left  of  the  mirror ;  in  other  words,  the  reflected 
rays  appear  to  come  from  an  image  8|  cm.  behind  the  mirror. 

Reed  and  VirtiuU  Images 

An  image  of  this  kind  from  which  rays  merely  appear  to  pro- 
ceed, but  do  not  actually  proceed,  is  called  a  virtual  image.  But 
when  a  mirror  so  changes  the  direction  of  a  group  of  rays  coming 
from  one  point  so  as  to  make  them  intersect  at  another  point  and 
actually  proceed  from  that  point,  this  second  point  is  said  to  be  a 
real  image  of  the  first. 

476.  The  case  of  reflection  at  a  plane  mirror  is  also  included 
in  Eq.  175;  for  a  plane  mirror  is  described  by  writing  r  =  oo, 
whence 

*=-*'.  Eq.  176 

In  other  words,  the  image  is  just  as  far  behind  the  mirror  as 
the  object  is  in  front  of  it,  a  conclusion  which  we  have  already 
(§  470)  derived  from  experiment.  The  two  positions  L  and  L', 
defined  by  s  and  s'  in  the  general  equation,  are  sometimes  spoken 
of  as  "  conjugate  points." 

Focal  Length  of  Mirror 

477.  If  the  source  L  be  at  an  infinite  distance,  i,e.  if  the  inci- 
dent rays  be  all  parallel  to  the  axis  of  the  mirror,  this  state  of 
affairs  may  be  described  by  writing 

*  =  00, 

from  which  it  follows  that 

*'=^  =  +/.  Eq.  177 

The  length  /,  defined  by  this  equation,  the  distance  from  the 
mirror  to  the  image  when  the  incident  rays  are  parallel,  is  called 
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flie  focal  length  of  flie  minor.    Introduciiig  this  ^^ifiiiMftn  mio 

the  general  equation  (175)»  we  may  write. 


1  +  i-l 


Eq.  178 


from  which  we  may  always  obtain  the  position  of  the  image  in 
terms  of  the  focal  length  of  the  mirror.  From  the  s^ymmeby 
with  which  the  two  variables  9  and  9^  enter  this  general  equa- 
tion, it  is  evident  that,  when  the  object  is  shifted  so  as  to  occupy 
the  position  of  its  former  image,  the  image  will  shift  to  the  fonner 
position  of  the  object.  Values  of  9  and  9'  being  interchangeaUe, 
the  positions  of  object  and  image  are  interchangeable. 

Size  of  Image  Tproduced  by  Mirror 

478.  So  far  we  have  considered  only  the  position  of  the  image 
of  a  luminous  point  situated  on  the  axis.  We  now  pass  to  a  body 
of  finite  size  situated  on  or  near  the  axis.  The  position  of  the 
image  of  each  point  of  this  object  will  be  found  exactly  as  befcMe. 
But  in  order  to  determine  the  9ize  of  the  image  as  compared  with 
that  of  the  object,  it  will  be  necessary  to  first  observe  two  very 
convenient  facts,  namelv :  — 

(i)  An  incident  ray  which  passes  through  the  center  of  cur- 
vature of  the  mirror  has  its  direction  unchanged  by  reflection. 

(ii)  An   incident 
Pi/ ^ L  ray  which  is  par- 

allel to  the  axis  of 
the  mirror  passes, 
on  reflection, 
through  the  princi- 
pal focus  of  the 
mirror ;  and  vice 
versa,  an  incident  ray  which  passes  through  the  princqud  focus 
will  be  reflected  in  a  direction  parallel  to  the  axis  of  the  mirror. 
With  these  two  rules  in  mind,  we  can  see  at  once,  from  Fig. 
386,  that  the  object  and  the  image  each  subtend  the  same  angle 
at  the  center  of  curvature  of  the  mirror,  from  which  it  follows 
that  their  sizes  are  proportional  to  their  respective  distances 


Fio.  386.  —  Showing  how  to  determine  size  of  image. 
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from  the  center.  For  let  LPi  be  an  incident  ray  from  the  point 
of  the  arrow  parallel  to  the  axis;  the  reflected  ray  must  pass 
through  the  principal  focus  F ;  and  hence  the  image  of  the  arrow 
point  must  lie  somewhere  on  the  line  PiF. 

Let  LP2  represent  an  incident  ray  passing  through  the  center ; 
then  the  image  of  the  point  L  must  lie  also  on  this  line  P2C.  And 
since  it  lies  on  both  PiF  and  P^C,  it  must  lie  at  their  intersection, 
L\  If  the  angle  SCP2  is  not  very  large,  we  may  equate  LC  to 
s  —  r,  and  VC  to  r  —  s',  which  enables  us  to  describe  the  size  of 
the  image,  as  follows :  — 

I  _  Size  of  Image  _r  —  s'  p     ^-g 

0      Size  of  Object      3  —  r 

Or,  in  virtue  of  Eq.  174, 

i  =  £^ 
0      s' 

The  student  will  find  it  an  interesting  problem  to  show  that 
this  construction  holds  as  well  for  convex  mirrors  as  for  concave ; 
only  in  the  case  of  a  convex  mirror  it  is  the  prolongations  backward 
of  the  two  incident  rays  which  pass  through  the  center  and  focus 
respectively. 

Problems 

401.  An  incandescent  lamp  is  placed  40  ft.  in  front  of  a  concave  mir- 
ror whose  radius  of  curvature  is  8  ft.     Find  the  position  of  the  image. 

402.  A  candle  placed  7  cm.  in  front  of  a  concave  mirror  gives  an  im- 
age at  21  cm.  behind  the  mirror.  Prove  that  the  radius  of  curva- 
ture of  the  mirror  is  21  cm. 

403.  Find  the  focal  length  of  a  concave  mirror  required  to  produce  at 
a  distance  of  20  cm.  from  the  mirror  an  image  of  an  object  which  is 
located  40  cm.  in  front  of  the  mirror. 

404.  Where  must  an  object  be  placed  in  front  of  a  concave  mirror 
in  order  to  give  an  image  which  shall  be  erect  and  of  the  same  size 
as  the  object? 

406.  Where  must  an  object  be  placed  in  front  of  a  concave  mirror  in 
order  that  the  image  may  be  inverted  and  of  the  same  size  as  the  object  ? 

406.  An  object  6  in.  high  is  placed  12  ft.  in  front  of  a  concave  mirror 
whose  focal  length  is  2  ft.     Find  the  size  of  the  image. 

407.  Prove  that  when  an  object  lies  between  a  concave  mirror  and 
its  principal  focus,  the  image  is  always  erect  and  virtual. 
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408.  An  object  lying  16  cm.  in  front  of  a  convex  mirror  gives  an 
image  at  a  distance  of  3  cm.  behind  the  mirror.  Find  the  radius  of  the 
mirror  and  then  the  size  of  the  image. 

409.  Why  do  convex  surfaces  such  as  polished  door  knobs  and  the 
rounded  wooden  knobs  on  furniture  give  such  **  high  lights  "  when 
one  b  photographing  **  interiors  "? 

410.  If  you  were  required  to  project  an  arc  light  upon  a  screen  and 
to  magnify  it  three  times,  what  kind  of  a  mirror  would  you  use  and 
where  would  you  hold  it  ? 

411.  An  international  candle  and  an  incandescent  lamp  are  placed 
8  ft.  apart.  Where  must  a  screen  be  placed,  on  the  line  joining 
these  two  sources  of  light,  in  order  that  it  may  be  equally  illuminated 
by  each?     Assume  the  lamp  to  be  20-candle  power. 

412.  In  comparing  a  gas  flame  with  a  16-candle  power  electric 
lamp,  by  means  of  a  Rumford  photometer,  I  find  the  shadows  are 
equally  deep  when  the  gas  flame  is  2  ft.  from  the  screen  and  the 
lamp  2  ft.  and  6  in.     Find  the  candle  power  of  the  flame. 

413.  Assume  that  the  moon  produces  the  same  illumination  as  does 
one  international  candle  at  a  distance  of  5  ft.,  and  compute  the  candle 
power  of  the  moon. 

414.  Two  arc  lights  of  500  and  300  candle  power  respectively  are 
placed  at  a  distance  of  40  meters  apart.     Show  that  there  are  two 

points  on  the  straight  line  passing  through  the  arcs  where  the  illumi- 
nation produced  by  each  of  the  two  lamps  is  the  same.  Find  these 
two  points. 

416.  What  candle  power  lamp  must  be  placed  in  the  center  of  a 
cubical  room,  measuring  6  meters  on  the  side,  in  order  to  produce 
an  illumination  of  20  meter-candles  at  a  point  directly  beneath  the 
lamp? 

416.  Show  that,  in  the  case  of  a  plane  mirror,  the  image  will  move 
away  from  the  object  twice  as  fast  as  the  mirror  moves  away  from  the 
object.  Show  also  that  when  the  mirror  is  rotated  the  reflected  beam 
will  rotate  twice  as  fast  as  the  mirror. 

417.  Two  plane  mirrors  are  hinged  together  and  placed  so  that  their 
polished  surfaces  include  an  angle  of  90°.  Prove  that  a  candle  placed 
anywhere  within  this  right  angle  will  give  three  images  in  the  two 
mirrors. 

418.  Interpret  Eq.  174  to  prove  that,  while  the  size  of  the  image 
bears  to  the  size  of  the  object  the  same  ratio  as  their  distances  from  the 
center f  the  ratio  of  their  sizes  is  also  the  same  as  the  ratio  of  their  dis- 
tances from  the  mirror. 
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419.  Prove  that  when  an  object  is  placed  midway  between  a  mirror 
and  its  principal  focus  the  image  is  twice  as  large  as  the  object. 

420.  Assume  the  sun  to  be  1  million  mi.  in  diameter  and  100  million 
mi.  distant.  Find  the  size  of  the  sun's  image  produced  by  a  concave 
mirror  having  a  focal  length  of  52.8  ft. 

421.  Explain  how  it  is  that  a  man  standing  in  front  of  a  plane  mirror 
can  see  his  complete  image  by  use  of  a  portion  of  the  mirror  which  is 
only  half  as  high  as  he  is. 

422.  Two  plane  mirrors  are  placed  with  their  polished  surfaces  par- 
allel and  facing  each  other.  An  incandescent  lamp  placed  between 
them  is  6  in.  from  one  mirror  and  8  in.  from  the  other.  Locate  the 
positions  of  the  first  two  images  in  each  of  the  mirrors. 

423.  An  incandescent  lamp  is  moved  from  a  position  which  is  120  cm. 
to  one  which  is  80  cm.  in  front  of  a  convex  mirror  of  radius  10  cm.  Find 
through  what  distance  the  image  is  shifted  by  this  motion  of  the  object. 

424.  Show  that  when  an  arc  light  is  shining  obliquely  on  a  mirror 
an  object  in  front  of  the  mirror  may  cast  two  shadows  instead  of  one. 

426.  Two  concave  mirrors,  each  of  12  cm.  radius,  stand  facing  one 
another.  The  distance  from  the  apex  of  one  mirror  to  the  apex  of  the 
other  is  36  cm.  A  luminous  object  is  placed  12  cm.  in  front  of  the  first 
mirror.  Prove  that  its  image  in  the  second  mirror  after  one  reflection 
occupies  the  same  position  as  the  image  in  the  second  mirror  after  two 
reflections,  i.e.  after  being  reflected  once  in  the  first  mirror  and  again 
in  the  second. 

VI.    The  Refraction  op  Light 

479.  The  first  man  who  succeeded  in  measuring  the  speed  of 
light  in  any  medium  other  than  air  or  "  vacuum  "  was  the  French 
physicist  Foucalt,  who  in  1860  proved  beyond  all  doubt  that 
light  travels  at  a  much  slower  rate  in  water  than  in  air  or  vacuum. 
Since  then  Michelson  has  measured  the  ratio  of  the  velocity  in 
air  to  that  in  water  and  finds  it  1.33.  The  ratio  of  the  velocity 
in  air  to  that  in  carbon  bisulphide  is  1.77.  Each  of  these  results 
is  for  white  light. 

All  experiments  show  that  light  travels  more  slowfy  in  any 
kind  of  ordinary  matter  than  it  does  in  a  vacuum.  Kundt, 
Drude,  and  others  have  proved  that  there  are  apparent  exceptions 
to  this  statement  under  certain  highly  special  conditions.  We 
are  now  prepared  to  trace  some  of  the  consequences  of  this  gen- 
eral result. 


542 


GENERAL  PHYSICS 


Fio.  387. 


Indians  in  spearing  fish  show  themselves  very  familiar  with 
the  fact  that  the  fish  is  not  exactly  where  he  api>ears  to  be  in 
the  water,  but  is  always  a  little  lower  down.  Boys  in  wading 
a  creek,  generally  learn  that  they  have  to  roll   their  trousers 

higher    than    at    first   they 

thought  necessary;    for  the  /\ 

creek  is  always  deeper  than 

it   appears   to  be.    A   lead 

pencil  placed   in  a  tumbler 

of  water  and   looked  down 

upon  from  one  side  appears 

to  be  sharply   bent   at  the 

point  where  the  pencil  enters 

the  surface  of  the  water. 

480.  Every  student  should 
repeat  for  himself  the  follow- 
ing experiment  which  is  de- 
scribed by  Lord  Bacon,  but 
which  probably  belongs  to  a 
wnturv  still  earlier  than  his. 
He  places  a  small  piece  of 
metal,  say  a  coin,  in  the  bot- 
tom of  an  opaque  bowl ;  and 
then  gives  his  eye  such  a 
position  K  that  he  just  cannot  see  any  part  of  the  coin  P  (Fip. 
387).  If  now  water  be  carefully  poured  into  the  bowl  while 
neither  the  position  of  the  eye  nor  that  of  the  coin  is  changed, 
it  will  be  seen  that  the  coin  is  lifted  into  view,  as  indicated  in 
Fig.  38<S.  The  change  in  direction  of  the  ray  PS,  when  it  leaves 
the  water  and  passes  into  air,  is  called  refraction. 

In  general,  it  is  found  that  the  ray  emerging  from  water  to  air 
is  bent  away  from  the  normal  NS,  while  a  ^y  which  enters  the 
water  from  the  air  is  always  bent  toward  the  normal. 

Another  Illustration  of  Refraction 

481.  The  laws  of  refraction  may  be  illustrated  by  means  of 
the  "  optical  disk,"  one  form  of  which,  devised  by  Professor  R.  R. 


Fio.  388.  —  Coin  is  lifted  into  view  by  tl» 

water. 


UGHT 


543 


Tatnall,  is  shown  in  Fig.  389.  Half  of  a  circular  disk  of  glass  A 
is  mounted  on  a  wooden  base  B.  A  horizontal  beam  of  light  from 
the  sun  or  from  a  projection  lantern  falls  on  the  mirror  M  and  is 
reflected  thence 
to  a  second  mir- 
ror N.  After 
leaving  N,  the 
beam  is  incident 
on  the  upper 
plane  face  of  the 
glass  disk  A. 

The  surface  of 
the  mirror  N, 
with  the  excep- 
tion of  a  narrow 
strip,  is  covered 

with  black  paper,  as  shown  in  Fig.  390.  By  means  of  this  dia- 
phragm, the  light  incident  on  the  refracting  surface  is  restricted 
to  a  narrow  beam.    This  beam  falls  upon  the  whitened  face  of 


P^.  389.  —  TstnaUVfonu  of  optical  disk. 


the  plate  B  at  a  small  angle,  so  that  the  course  of  the  incident 
ray  in  air  and  the  refracted  ray  in  glass  may  be  plainly  seen. 
The  frame  which  carries  the  two  mirrors  may  be  revolved  around 
the  pivot  by  which  it  is  attached  to  the  base  B,  and  in  this  way 
the  angle  of  incidence  may  be  varied  at  will. 
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If  the  mirror  N  be  placed  in  the  position  shown  in  Fig.  391, 
the  refraction  will  take  place  on  passing  from  glass  into  air.  Tlie 
incident  beam  GD,  the  refracted  beam  DE,  and  the  reflected  beam 
DF  are  now  all  seen  at  the  same  time.  The  refracted  beam  is 
bent  away  from  the  normal,  while  the  incident  and  reflected  beams 
make  equal  angles  with  the  normal. 

By  moving  the  mirror  N  toward  the  right,  in  Fig.  391,  the  angle 
of  incidence  is  increased;  but  the  angle  of  refraction  increases 
more  rapidly  than  the  angle  of  incidence.  When  the  critical 
angle  of  Incidence  is  reached,  the  angle  of  refraction  has  become 
a  right  angle,  and  the  beam  DE  just  grazes  the  refracting  sur- 
face.   On  increasing  the  angle  of  incidence  beyond  this  critical 

value,  it  will  be  found 
that  there  is  no  refracted 
beam,  the  light  being  now 
totally  reflected. 

482.  The  man  who  first 
described  all  these  phe- 
nomena in  a  simple  man- 
ner was  Willebrord  Snell 
(1591-1626),  a  Dutch 
mathematician.  His  de- 
scription is  as  follows :  — 
Let  AS  (Fig.  392)  be  any  bounding  surface  separating  two 
different  media,  say  water  and  air.  Take  any  point  S  on  this 
surface  and  describe  a  circle  about  it  as  a  center.  Let  QS  be  any 
ray  incident  at  S;  the  problem  is  to  find  the  direction  of  the 
refracted  ray  SP,  Snell  discovered  that  this  could  always  be 
done  as  follows ;  viz.  from  Q  let  fall  a  perpendicular  QL  on  the  line 
NS,  which  is  drawn  normal  to  the  surface  at  S.  Then,  if  we 
define  PM  as  the  perpendicular  distance  of  P  from  this  same 
normal,  the  ratio  of  QL  to  PM  is  constant  for  any  two  media. 
This  constant  is  usually  indicated  by  n,  and  is  called,  when  the 
upper  medium  is  air,  the  index  of  refraction. 

QL/PM  =  constant  =  n  =  index  of  refraction. 
For  water  and  air  this  constant  is  about  1.33;    for  ordinary 
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Fig.  392. — Snell's  description  of  the  refracted  ray. 
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glass  and  air  its  value  is  about  1.52.  Experiment  shows  also 
that  the  refracted  ray  SP  lies  in  the  same  plane  with  the  normal 
NS  an<l  the  incident  ray  QS. 

Definitums.  The  angle  QSL,  between  the  incident  ray  and 
the  normal,  we  have  called  the  angle  of  incidence ;  it  is  gener- 
ally denoted  by  i.  The  angle  PSM,  between  the  refracted  ray 
and  the  normal,  is  called  the  angle  of  refraction ;  it  is  generally 
denoted  by  r. 

The  Two  Laws  of  Refraction 
Accordingly  we  may  summarize  these  two  results  as  follows :  — 
(i)  The  angle  of  refraction  r  bears  to  the  angle  of  incidence 
i  the  relation 

^  _  3in_i  _  ^  _  constant.  Eq.  180 

PM     sm  r 

(ii)  The  refracted  ray  lies  in  the  same  plane  with  tiie  incident 
ray  and  the  normal  to  the  refracting  surface. 

Explanation  of  Refraction 
483.  Assuming  a  fair  familiarity  with  the  phenomena  of  re- 
fraction, we  proceed  to  Inquire  whether  it  b  like  any  other  phe- 
which    we 


have  already  studied; 
whether  there  is  any 
simpler  class  of  facts 
to  wliich  we  can  refer 
it  as  a  special  case; 
whether,  in  short,  we 
can  "  explain "  the 
phenomenon  of  the 
bending  of  the  rays. 

Let  us  suppose  that 
a  regiment  of  soldiers 
is    marching    over    a 
country     interspersed        *''o-  393.  —  Refraction  due  to  ohBDie  of  apeeii. 
with  plowed  fields;  and  suppose  also  that  the  regiment  moves 
with  a  speed  of  3  miles  an  hour  over  the  smooth  ground,  and  2 
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miles  an  hour  over  the  plowed  ground.  Let  AB  (Fig.  393)  reiH«- 
sent  the  line  which  separates  the  smooth  ground  from  the  plowed. 
The  arrows  indicate  the  line  of  maroh,  i.e.  the  arrows  are  at 
every  point  perpendicular  to  the  front  of  the  ranks. 

Consider  any  rank,  say  No.  S,  which  b  just  entering  upon  the 
rough  ground.  Evidently  the  right-hand  end  will  be  slowed  up, 
for  the  left  end  is  now  traveling  1  mile  an  hour  faster  than  the 
right  —  the  front  will  now  form  a  slightly  bent  line,  until  the 
whole  rank  has  crossed  into  the  plowed  region ;  and  then  the  rank 
will  again  be  straight,  but  it  will  be  headed  in  a  direction  slightty 
different  from  ttiat  «4uch  it  previously  had.  It  will,  in  fact,  be 
"  refracted."  Not  only  so,  but  the  line  of  march  will  be  refracted 
toward  the  normal  to  the  line  BA. 

We  have  already  seen  {§  479)  that  light  travels  more  slowly 
in  water  than  in  air.  The  refraction  of  rays  of  light  is  there- 
fore strictly  analogous  to  the 
refraction  of  the  line  of  mard), 
each  depending  upon  a  change 
of  speed  in  passing  from  one 
medium  to  another. 

Another   Type  of  Refraction 

484.  We  ha\-e  alread\-  found 
(§  IHl)  hy  experiment  that  the 
speed  of  water  waves  depends 
up()n  the  deptli  of  the  water  in 
wliich  tlu'V  travel  —  the  det'per 
the  water  the  faster  the  wave 
travels.  If  now  we  consider  a 
series  of  waves,  whose  crests  are  represented  by  the  straight  lines 
in  Fig.  394,  it  is  evident  that  when  these  waves  cross  the  boundary 
line  AB  into  more  shallow  water,  the\'  will  be  deflected  just  as  the 
soldiers  are,  and  just  as  the  rays  of  Hfiht  are.  This  analogy  be- 
tween water  waves  and  light  is  essentially  due  to  Huygens. 

From  what  precedes  it  will  be  e^■ident  that  the  amount  of 
bending  (refraction)  which  a  ray  undergoes  in  passing  from  one 
medium  to  another  depends  upon  the  ratio  of  the  speeds  of  light 
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in  these  two  media.    If  the  speed  is  the  same  in  each,  there  is  no 
change  in  the  direction  of  the  ray. 

From  Fig.  395  it  is  evident  that,  if  CA  represents  the  distance 
which  light  travels  in  air,  during  the  time  required  for  it  to  travel 
from  B  to  D  in  glass,  we  have 

Speed  of  incident  light      CA     sin  i  p,     -^^ 

Speed  of  refracted  light  ~  BD ""  sin  r  ~    * 

as  defined  in  §  482.    For  all  transparent  liquids  and  solids  n  is 
greater  than  unity. 
486.   Since  n  for  any  particular  medium  varies  inversely  as  the 
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Fio.  395.  —  The  physical  meaning  of 
refractive  index. 


FiQ.  396.  —  Refraction  away  from  the 
normal. 


speed  of  light  in  that  medium,  we  may  generalize  the  above  equa- 
tion by  writing  the  refractive  index  for  a  ray  passing  from,  say, 
water  to  glass,  thus,  2 

Speed  in  water  _  sin  i  _  ^  _  ?*^ 
Speed  in  glass      sin  i'      J_      w 

n 
where  n  is  the  refractive  index  for  water  and  n'  the  index  for 
glass ;  I  is  the  angle  of  incidence  and  t'  the  angle  of  refraction. 

A  more   significant   way  of  writing  this  equation  is  the  fol- 
lowing :  — 

n  sin  t  =  n'  sin  t'  =  optical  invariant.  Eq.  181 

Total  Reflection 

486.   Up  to  this  point  we  have  been  considering  the  passage 
of  a  ray  of  light  from  a  medium  where  it  travels  with  a  certain 
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speed  to  one  where  it  travels  less  rapidly.  Let  us  now  lewise 
the  sense  in  which  the  light  moves  so  that  the  meident  ray  tnnt 
along  the  path  of  what  was  formerly  the  refracted  ray.  Tit 
angle  of  refraction  will  in  this  case,  by  Huygens'  constnictiac 
(Fig.  396),  always  be  greater  than  the  angle  of  incidence, 

r  >  t. 
But  the  maximum  value  of  r  is  -.    Hence  the  nuudmum  vih 
of  i,  corresponding  to  any  refracted  ray,  is  given  by 


sin  t        .     .      1 
=  sm  t  =  -, 

.    T  n 

sm  - 

2 


Eq.l£ 


where  n  is  the  refractive  index  of  the  first  medium  with  re^MC 
to  air  or  vacuum. 

We  now  proceed  to  consider  what  happens  when  the  anfje 
of  incidence  is  greater  than  the  maximum  value  indicated  abo«. 
The   phenomena   which   occur   under   these    circumstances  are 


Fio.  397.  —  The  phenomenon  of  total  reflection. 

familiar  to  every  one  who  has  examined  minutely  a  freshlv  fallen 
snowflake  and  found  it  to  be  made  up  of  small  but  transparent 
crystals  of  ice.  How  does  transparent  ice  acquire  the  brilliant 
whiteness  of  snow  ?  The  same  phenomenon  has  been  obser\'ed 
by  every  one  who  has  ever  broken  up  a  piece  of  clear  ice  with  a 
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hammer.  The  moment  the  ice  is  broken  into  small  pieces  it  ap- 
pears white.  The  same  is  true  of  finely  broken  glass.  To  explain 
this  phenomenon,  let  us  consider  any  point  in  the  interior  of  a 
solid  piece  of  glass.  Suppose  a  ray  of  light  to  leave  the  point 
Pi  (Fig.  397)  and  pass  on  through  the  surface  AS,  The  angle  of 
incidence  is  PiSMi.  The  incident  ray  has  the  direction  Pi<S, 
but  is  refracted  in  the  direction  SQi.  Imagine  another  ray  to 
start  from  the  point  P2]  the  angle  of  incidence  now  becomes 
P2SM1,  the  angle  of  refraction  increases  to,  say,  Q2SL1.  As  the 
angle  of  incidence  increases  still  farther,  the  refracted  ray  finally 
takes  the  direction  SQs,  that  is,  the  refracted  ray  just  grazes  the 
refracting  surface.  The  perpendicular  from  Qi  let  fall  upon  the 
vertical  line  NMi  has  now  its  largest  possible  value.  What  will 
happen,  then,  if  we  increase  the  angle  of  incidence  to  PiSMil 

If  refraction  now  occurs,  the  ratio  -^—  can  no  longer  remain  con- 

PM 

stant.  It  is  observed  that,  under  these  circumstances,  refraction 
does  not  occur.  But  if  the  angle  of  incidence  ever  exceeds  the 
limit  PzSMy  the  ray  is  wholly  reflected  back  at  S  into  the  glass. 
This  phenomenon  is  called  total  reflection.  There  is  then  a 
certain  limiting  angle  of  incidence  —  called  the  critical  angle  — 
for  any  ray  in  glass,  defined  by  the  fact  that  if  this  angle  of  inci- 
dence be  exceeded,  the  ray  will  not  escape  from  the  glass  but 
will  be  sent  back  into  it.  This  is  the  angle  defined  by  £q.  182. 
The  following  table  gives  the  critical  angles  for  a  few  of  the 
more  important  substances :  — 

Table  op  Critical  Angles 

Diamond 24® 

Ruby 36^ 

Rock  Salt 4r 

Crown  Glass 42** 

Turpentine 43'' 

Water 48® 

487.   Every  student  should  examine  for  himself  the  reflection 
which  occurs  on  the  lower  side  of  the  free  surface  of  water  in  a 
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tumbler  placed  a  little  above  the  level  of  one's  eyes,  as  indicaU 
in  Fig.  398.  He  will  then  understand  why  snow  appears  so  white. 
Any  stray  ray  of  light  which  enters  a  body  of  snow  will,  in  general, 
penetrate  only  a  few  of  the 
transparent  crystals  before  it 
will  strike  some  refracting  sur- 
face at  an  angle  greater  than 
the  critical  angle.  It  will  then 
be  totally  reflected,  and  will 
gnally  find  its  way  out  into  the 
air  again.  A  large  proportion 
(not  all)  of  the  rays  of  light 
tumbler  whicli  fall  on  snow  will  there- 
fore be  sent  back.  But  this  is 
white  body,  viz.  one  which  reflects  a 
From  the  pre- 


Fiu.  398.  — Total  reflec 


all  that  we  mean  by 

large  portion  of  all  the  light  which  falls  upon  it. 

ceding  table  it  is  clear  also  why  rubies  and  diamonds  are  more 

brilliant  than  gla.ss  I   ^   f  I   T   I 

bodies  of  the  same     ■  III  I    I    ' 

size,      shape,     and 

polish. 

188.  An  impor- 
tant application  of 
this  phenomenon  is  Fiu,  399,  - 
seen  in  the  pris- 
matic pavement  lights  which  are  now  widely  used  in  large  cities.! 
These  prisms  receive  the  light  from  that  portion  of  the  sky  which 
is  directly  overhead,  and  send  it  by  total  reflection  back  into  an 
otherwise  dark  basement.  It  will  be  evident  from  the  figure  that 
the  slope  of  the  prism  must  be  such  a.s  to  make  the  angle  of 
incidence  greater  than  the  critical  angle  for  glass. 

Case  I.     Refraction  at  a  Single  Spherical  Surface. 

489.    Up  to  the  present  we  have  been  considering  the 
law  of  refraction,  which  we  now  proceed  to  apply  to 
ticular  cases  which  are  highly  important  in  the  arts. 

In  Fig.  400  let  PS  denote  a  spherical  surface  separating 
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media  whose  refractive  indices  are  n  and  n'  respectively.  We 
proceed  to  determine  the  position  of  the  image  produced  by  re- 
fraction at  this  sm-face,  for  which  purpose  we  adopt  the  following 
nomenclature,  which  is  essentially  that  used  in  the  Zeiss  optical 
works  at  Jena. 


Fig.  400.  —  Case  of  refraction  at  a  single  spherical  surface. 

Let  r  =  radius  of  curvature  of  refracting  surface  —  positive 
when  convex  side  of  surface  is  toward  incident 
ray, 

C  =  center  of  curvature, 

L  —  luminous  point,  source  on  axis, 
LC  =  axis  of  refracting  surface,  an  unlimited  straight  line, 
V  =  point  at  which  refracted  ray  crosses  the  axis,  image 
of  L, 

S  =  apex  of  refracting  surface, 

s  =  distance   from   apex   of  surface  to  luminous   object; 
negative  to  left,  positive  to  right, 

*'  =  distance  from  apex  to  image  L' ;  negative  when  meas- 
ured in  a  sense  opposite  that  in  which  the  light  is 
traveling,  positive  when  measured  in  the  same  sense, 

e  =  5  —  r, 

C     =  S     —  Tf 

(f)  =  angle  subtended  at  C  by  the  arc  SP, 
i  =  angle  of  incidence, 
z'  =  angle  of  refraction. 

Starting  now  with  the  optical  invariant,  Eq.  181 

n  sin  i  =  n'  sin  t'. 


diviuc  s~  [e  by  sin  ^,  whence 

^^V      w  sin  i      n'  sin  i' 
k„^^K       sin  ^         sin  0 

I  rays,  Uiat  Ls,  for  those  which  make  a  small  anglel 
with  the  axiS;   ve  have,  by  geometry, 


ma  4> 


ery  approximately, 


where  the  meanings  of  ;)  and  p'  are  evident  from  Fig.  400. 

Dividing  throu^  by  r,  we  have 

nf-  -  i)-  n'(~  -  -^  "^ST^^^ST    Eq.  183 

As  Boon  as  »,  the  position  of  the  source,  b  given,  this  equation 
enables  one  to  detennine  »',  the  position  of  the  image. 

This  equation  was  first  obtained,  in  a  general  form,  in  1693  by 
the  English  astronomer,  Halley. 

Special  Case  II.     First  Medium,  Air;    Second  Medium,  GUut, 
Water,  etc. 
490.  Here  n  =  1  and  n'  =  ft,  whence  Eq.  183  becomes 

t-l  =  ff^ll.  Eq.l84 


lUuslration.    Let  it  be  required  to  find  the  image  of  a  lumi- 
nous point,  placed  10  cm.  to  the  left  of  a  block  of  glass  (^—  1^) 
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bounded  by  a  convex  surface  of  12  cm.  radius  as  shown  in  the 

figure. 

Here  A*  =  1.5 

r  =  +  12  cm. 

^  =  —  10  cm.    Find  s'. 

XT  1.5  ,    1       0.5 

"'"^  -7  +  10  =  T2- 

Or  ^'  =  -  25.7  cm. 

Accordingly  the  image  is  virtual,  and  lies  25.7  cm.  to  the  left  of 
the  surface  of  the  glass. 

Special  Case  III.    Incident  or  Refracted  Rays  Parallel.    Focal 

Lengths 

491.  Let  5  =  00 ,  then  the  incident  rays  are  parallel  to  each 
other,  and  our  general  equation  (184)  becomes 

«'  =  — —  =  /'  =  second  focal  length. 
A*-  1 

Or  if,  instead  of  making  «  =  cao,  we  make  s'  =  oo, 

«  = =  /  =  first  focal  length. 

A*~  1 

Observe  that  the  second  focal  length,  i.e.  the  one  in  the  glass, 
is  M  times  greater  than  the  first  focal  length.     Note  also  that 
these  focal  lengths  have  opposite  signs,  and  that  the  sign  of  each 
depends  upon  the  sign  of  r. 
Employing  the  first  focal  length  /,  we  may  write,  Eq.  184, 

^  -  i  =  -  i.  Eq.  185 

9  8  J 

Employing  the  second  focal  length  one  obtains 

-, =  -r.*  Eq.  186 

s       s     f 

Special  Case  IV.    Refraction  at  a  Plane  Surface 

492.  To  describe  a  plane  refracting  surface  in  algebraic  terms 
we  have  merely  to  write  r  =  oo.    On  introducing  this  condition 
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into  our  general  equation  (184)  we  obtain, 

s'  =  A«.  Eq.  187 

From  this  it  follows  that  the  image  in  the  glass  or  in  the  water 
is  M  times  as  far  from  the  surface  as  the  object  is.  A  fish  swim- 
ming in  the  water  and  looking  at  a  fishing  rod  above  the  sur- 
face sees  it  1.3  times  as  far  away  as  it  really  is. 

Conversely,  since  ^  »  ^,  an  Indian  spearing  a  fish  sees  it  only 

-,  or  -7  as  far  below  the  surface  as  it  really  is. 
M       4 

Special  Case  V.    Refiectum 

493.  By  placing  m  »  —1,  and  again  measuring  rfram  the  ofigin 
according  to  the  rules  of  ordinary  geometry y  we  may  obtain  the 
entire  theory  of  reflection  at  plane  and  spherical  mirrors ;  for  then 
our  general  equation  (184)  becomes^ 

^   I   i  ^  2^        Equation  of  ppheiioal  ^p      lofi 

S  S  T 

If,  in  addition,  we  put  r  »  oo,  we  have  the  description  of  a  plane 

mirror, 

*=-*'.  Eq.  189 

The  student  will  observe  that  the  one  equation  which  we  have  been 
using  throughout  this  discussion  (Eq.  184)  is  perfectly  general 
and  holds  not  only  for  concave,  convex,  and  plane  refracting,  but 
also  for  concave,  convex,  and  plane  reflecting  surfaces. 

Problems 

426.  Find  the  refractive  index  when  the  angles  of  incidence  and  re- 
fraction at  a  plane  surface  are  45°  and  30°,  respectively. 

427.  The  critical  angle  for  a  certain  medium  is  45^.  Find  its 
refractive  index. 

428.  A  pebble  lies  at  the  bottom  of  a  pool  of  water  which  is  four  feet 
deep.  How  far  below  the  surface  will  this  pebble  appear  to  a  man 
looking  vertically  down  through  the  water?  Ans,    3  ft. 

429.  An  air  bubble  imprisoned  in  a  piece  of  glass  appears  to  lie  yv 
cm.  below  the  surface  of  the  glass,  which  has  a  convex  surface  of  20  cm. 
radius.  If  the  refractive  index  of  the  glass  is  1.5,  what  is  the  real  dis- 
tance of  the  air  bubble  below  the  surface?  Ans,     0.3  cm. 
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430.  In  what  direction  must  an  incident  ray  strike  a  spherical  glass 
surface  in  order  that  this  direction  may  not  be  changed  by  refraction  ? 

431.  A  luminous  point  is  placed  6}  cm.  to  the  left  of  a  surface  of 
glass  of  which  the  refractive  index  is  1.6.  The  image  which  is  virtual 
lies  16  cm.  to  the  left  of  the  surface.  Find  the  radius  of  curvature  of 
the  glass  surface.  Ans.     -|-  12  cm. 

432.  Show  from  the  general  equation  (184)  that  there  are  two  posi- 
tions on  the  axis  at  which  a  luminous  point  may  be  placed  such  that, 
after  refraction  at  a  single  spherical  surface,  the  image  will  coincide 
with  the  object. 

433.  What  refractive  index  will  be  required  in  a  glass  ground  with  a 
convex  surface  of  40  cm.  radius  in  order  that  a  point  situated  in  air 
25  cm.  to  the  left  of  the 

convex  surface  may  be 
brought  to  focus  at  a 
distance    of    90   cm.  to 

the  left  of  the  surface?    ^^ S] 

Ans,  fjL^  1.8. 

434.  A  microscope  is 
focused  upon  a  scratch 

on  the  upper  surface  of  i?       n 

the  flat  bottom  of  a  glass 

beaker.  Liquid  is  now  poured  into  the  beaker  to  the  depth  of  y  cm., 
when  it  is  found  that  the  microscope  must  be  lifted  through  a  distance 
h  in  order  to  remain  focused  upon  the  same  scratch.  Prove  that  the 
refractive  index  of  the  liquid  /a  is  given  by  the  following  equation, 

y 

y-  h 

435.  From  the  general  equation  (184)  find  the  two  principal  foci  for 
a  refracting  surface  S,  such  as  that  indicated  in  Fig.  402. 

436.  Referring  to  Fig.  402,  the  block  of  glass,  instead  of  being  left 
unfinished  at  the  right  hand,  is  ground  to  a  plane  perpendicular  to  the 
axis  and  is  silvered.  A  small  incandescent  lamp  is  placed  48  cm.  to 
the  left  of  the  surface  5.  Find  the  position  of  its  image  after  refrac- 
tion at  S  and  reflection  at  the  silvered  surface. 

Ans,    46  cm.  to  right  of  S, 

Case  VI.    Refraction  of  a  Spherical  Wave  Surface  at    Two  Re- 
fracting Surfaces  in  Succession,    Lenses 

494.  Definition.  A  portion  of  a  refracting  medium  which  is 
limited  by  two  curved  surfaces  is  called  a  lens. 
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The  only  surfaces  which  can  be  ground  in  lathes  with  acci^ 
racy  and  ease  are  spherical  surfaces,  hence  all  lenses,  practically, 
are  made  with  spherical  surfaces,  i,e,  the  shape  of  a  lens  may  be 
considered  as  the  shape  of  a  figure  bounded  by  two  spheres. 

Definition.  The  line  joining 
the  centers  of  curvature  of  the 
two  refracting  surfaces  is  called 
the  axis  of  the  lens. 

If  one  face  of  the  lens  is  a 
plane,   we   may   consider   this 
plane  as  a  portion  of  a  sphere 
of  infinite  radius.     The  axis  of 
Fio.  403.  —  A  conxerging  lens.  guch  a  Icns  is  the  line  through 

B  (Fig.  404)  normal  to  the  plane  surface. 

It  will  be  observed  that  the  axis  of  a  lens  is  normal  to  each 
surface  of  the  lens  at  the  point  where  it  passes  through  the  surface. 

We  proceed  now  to  trace  the  history  of  a  wave  surface  through 
a  lens  defined  as  above.  And  for  the  purpose  of  obtaining  a  gen- 
eral solution,  we  shall  choose  a  lens  limited  by  two  spheres  of  radii 
ri  and  r2  which  are  each  positive,  as  indicated  in  Fig.  407.     For, 


Fig.  404.  —  A  converging; 
lens  with  one  plane  surface. 


Fig.  405.  —  A  diverging  lens. 


as  before,  we  shall  consider  the  radii  positive,  when  the  convex 
surface  is  turned  toward  the  incident  light.  Here  also  we  shall 
use  the  same  nomenclature  as  before,  following  the  conventions 
of  ordinary  geometry  and  allowing  the  subscript  **  1  "  to  refer 
to  the  first  surface,  and  the  subscript  *'  2 "  to  the  second 
surface. 
The  first  problem  is  to  obtain  the  position  of  the  image  L' 
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due  to  a  luminous  source  L ;  in  other  words  to  find  b'  in  terms  of 
a,  r\.  T-i,  and  y.. 

This  mi^ht  be-  done,  as  in  the  ease  of  a  single  refractinf;  surface, 
by  following  through  the  lens  the  paths  of  a  pair  of  rays ;  but  it 
is  more  simply  aceomplished  by  following 
through  the  lens  a  single  wave  surface.  Since 
L  is  the  point  souree  whose  image  is  sought, 
it  will  Ih'  the  center  of  the  ineident  wave 
front.  liCt  -l/r  be  the  position  which  this 
incident  wave  front  would  have  assumed  at 
the  instant  I,  if  the  Ifjis  had  not  been  tkrTc. 
Owing  to  the  presence  of  the  gla-fs,  however, 
the  speed  of  tliis  wave  has  been  very  much 
slowed  up.  The  portion  which  is  mo«t  re- 
tarded is  that  part  which  has  had  the  greatest  thickness  of  glass 
to  travel  tlirough,  i.r.  the  center  of  the  wave  which  was  incident 
at  Si.  Now,  on  the  wa\e  theor>-,  the  focus  which  is  conjugate 
to  L,  that  is,  the  image  of  /.,  is  simply  thai  point  where  the 
disturbances  due  to  each  element  of  the  emergent  wave  front  meet 


Flo,  407.  —  tlliMttstins 


!diusa  boiind«I  by  fu'a  aiihrfifnl 


in  the  name  pha.se.     In  other  word.4  the  image,  L',  of  /.  is  a  point 
such  that  the  light  occupies  the  same  tunc  in  traveling  from  L  to 
I/,  whatever  be  the  path.     Kvidently  ihi.'i  point  U  identical  with 
the  center  of  curvature  of  the  emergent  wave  surface. 
I,*t  -^ftP  represent  this  emergent  wave  (K»\rt.\ttWi.  VSl .   \>^*."«« 


658  GENERAL  PHYSICS 

the  choid  AOP  perpendicular  to  the  axis  IrC.  If  a  denote  haV 
of  this  chord,  we  may  write,  very  approximately,  for  RO,  which  is 
called  the  sagitta  of  the  emergent  wave  front, 

RO  =  -— 7,  for  the  emergent  wave  front. 
And  in  like  manner, 

SiO  =  - — ,  for  the  refracting  surface  ASiP. 

2ri 

iSjO  «  -— ,  for  the  refracting  surface  AStP. 

2r% 

10  «  -— ,  for  the  incident  wave  front,  AIP. 

2  3 

Now  the  time  occupied  by  each  part  of  the  wave  front  in  tnvd- 
ing  from  L  to  L'  is  the  same  as  that  of  any  other  part.  Let  us 
therefore  equate  the  time  occupied  by  the  outer  edge  of  the  wave 
traveling  over  the  path  LAV  to  the  time  consumed  by  the  coh 
tral  portion  of  the  wave  in  going  over  the  route  LSi8tL\ 

If  we  call  the  speed  of  light  in  air  unity,  we  have 

LA  +  AV  ^  LI  -  Sxl  +  /XS1S2  +  S2V  Eq.  190 

=  L/  -  {SiO  +  01)  +  aa(SiO  -  StO) 
+  S2O  -  R0  +  RV. 

But  since  LA    =  LI    =  —  s  ]  -      .  1    #  n         .. 

H  AT'  ^  RT^  -4-    '    approximately  for  small  pencils, 

we  have  0  =  -  SiO  -  0/  +  fiiSyO  -  5,0)  +  SiO  -  RO. 

Introducing  now  the  value  of  the  sagitta,  as  just  defined,  and 
remembering  that  when  the  source  is  to  the  left,  as  in  this  case,  s 
is  negative,  we  have 

2ri      2*        \2ri      irj     2n      2»' 

.  .  .  o* 

Dividing  by  —  and  transposing,  we  obtain 

1       l=(^_l)(i_iY  Eq.l91 
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which  is  a  perfectly  general  equation  for  pencils  of  small  aper- 
ture coming  from  points  near  the  axis  and  incident  upon  thin  lenses. 
If  ri  is  positive  and  r2  negative,  we  have  a  double  convex  lens ; 
but  if  fi  is  negative  while  r2  is  positive,  we  have  a  double  concave 
lens.  Eq.  191  describes  completely  all  the  following  special 
cases,  which  need  therefore  be  merely  indicated. 

Special    Case    VII.    Incident  Wave  Front  Plane.    Focal  Length 
495.   Let    5  =  00. 

Hence       «'  = ( — ^-^ )  =  /,  say  =  second  focal  length. 

fA  —  l\r%  —  r\J 

Let  s'  =  00. 

Then  s  =  -I^L/'.ia^')  =  -  /  =  first  focal  length. 

|A  —  1  \r2  —  r\J 

In  terms  of  /,  the  second  focal  length,  the  general  equation  (191) 
becomes 

^-i  =  i-  Eq.l92 

s'      s     f 

These  expressions  for  the  focal  length  were  first  obtained  by 
Cavalieri,  the  Italian,  in  1647. 

The  point  at  which  the  emergent  wave  front  converges  when 
the  incident  wave  front  is  plane  is  called  the  principal  focus. 
Note  that  a  plane  incident  wave  is  equivalent  to  a  bundle  of  incident 
rays  each  parallel  to  the  axis.  The  power  of  a  lens,  which  we  may 
denote  by  P,  is  then  defined  as  the  reciprocal  of  the  focal  length. 
For,  the  shorter  the  focal  length  of  a  lens,  the  greater  the  change 
it  produces  on  the  direction  of  rays  passing  through  it ;  hence  its 
power  is  said  to  vary  inversely  as  its  focal  length. 

P  =  — .  for  power  of  a        Ilq.  193 

f  lens. 

A  lens  whose  focal  length  is  1  meter  is  said  to  have  a  power 
of  1  dioptric.  The  dioptric  is  the  tmit  of  power  for  lenses.  This 
unit  is  universally  used  by  oculists  in  prescribing  spectacles.  A 
lens  whose  focal  length  is  i  meter  has  a  power  of  2  dioptrics ;  and 
so  on.  The  power  of  a  lens  is  simply  its  ability  to  change  the 
divergence  or  convergence  of  rays  incident  upon  it. 
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Special  Case  VIII.    One  Refracting  Surface  Plane 

496.  Let  fi  —  00,  and  rs  be  negative,  then  we  have  a  plano- 
convex lens,  for  which 

i._l=l-^.  Eq.l94 

8       s        ri 

When,  however,  n  is  positive  and  rj  =  oo,  we  have  a  convezo- 
plane  lens,  for  which 

-^-i  =  ^^^^.  Eq.  195 

s       s         ri 

Graphical  Construction  of  Image 

497.  So  far  we  have  concerned  ourselves  only  with  the  posi- 
tion of  the  image  produced  by  a  lens.  Before  we  attempt  to 
determine  its  size,  it  will  be  convenient  to  add  one  more  term 
to  our  optical  vocabulary. 

Definition.  A  ray  of  light  falling  upon  any  point  of  a  lens 
may  have  such  an  angle  of  incidence  that  after  refraction  in  the 

lens  it  will  emerge  in  a  direction 
parallel  to  the  direction  of  inci- 
dence. If  we  draw  a  tangent 
plane  to  the  front  surface  of  the 
lens  at  the  f)oint  of  incidence, 
and  then  draw  another  plane, 
tangent  to  the  back  surface  and 
parallel  to  the  first  tangent  plane, 
we  may  at  once  construct  the 
Fio.  408.  —  llliistraiinK  thr  optical  rav  iu  tlic  gluss ;  for  its  path  will 
cenu^r  of  a  Uiis.  j^^    tlic    Huc   joining   these    two 

points  of  tangcncy.  Indeed,  the  lens  will  behave  as  a  plate  of 
plane  parallel  glass  for  a  ray  which  is  incident  at  A  and  emergent 
at  B  in  Fig.  408. 

That  point  where  an  undeviated  ray  in  passing  through  the 
substance  of  a  lens  crosses  the  axis  is  called  the  optical  center 
of  the  lens. 

In  any  actual  lens,  that  is,  in  any  lens  of  finite  thickness,  the 
emerged  portion  of  an  undeviated  ray  is  more  or  less  shifted  at 
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right  angles  to  the  direction  of  the  incident  ray  while  it  remains 
parallel  to  the  incident  ray.  But  in  thin  lenses,  such  as  we  are 
now  discussing,  this  shift  is  negligible.  The  advanced  student 
will  find  this  part  of  the  subject  beautifully  simplified  by  the 
consideration  of  "  principal  points  "  and  "  nodal  points,"  whose 
interesting  properties  would  here  lead  us  too  far  afield. 


Axis 


Fig.  409.  —  Illustrating  the  construction  of  an  image  in  a  double  convex  lens. 

To  construct  the  optical  image  of  a  point  (or  of  any  aggregation 
of  points)  we  have  therefore  only  to  employ  any  two  of  the  three 
following  general  principles :  — 

(i)  An  incident  ray  parallel  to  the  axis  passes,  on  emergence, 
through  the  principal  focus. 

(ii)  Or,  conversely,  an  incident  ray  which  passes  through  the 
principal  focus  will  emerge  in  a  direction  parallel  to  the  axis. 

(iii)  An   incident   ray 
which  passes  through  the    q 
optical    center    emerges 
without  change  of  direc- 
tion. 

Just  how  these  princi- 
ples are  applied  will  be 
clear  from  a  careful  con- 
sideration of  Figs.  409  and  410.  From  Fig.  409  will  be  seen 
how  the  three  typical  incident  rays  are  drawn  when  the  lens  is 
double  convex  and  when  the  object  is  placed  at  a  distance  from 
the  lens  which  is  greater  than  the  focal  length. 

From  Fig.  410  will  be  seen  the  behavior  of  a  double  .concave 

lens.     In  each  case  the  top  ray,  being  parallel  to  the  axis,  emerges 

in  a  direction  which  passes  through  the  focus.     Another  ray, 

being  directed  toward  the  optical  center,  emerges  without  change 

of  direction.    The  remaining  incident  ray  passes  through  the 

focus  and  hence  emerges  parallel  to  the  axis.    In  the  particular 
2o 


Fio.  410.  —  Illustrating  the  construction  of  an 
image  in  a  double  concave  lens. 
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cases  here  cited,  it  will  be  observed  that  the  double  convex  lens 
gives  an  image  which  is  real  but  inverted ;  while  the  double  con- 
cave gives  an  image  which  is  virtual  but  erect. 

Magnification 

498.  Definition.  The  ratio  between  the  linear  magnitude  of 
an  image  and  the  corresponding  linear  magnitude  of  the  object, 
both  measured  at  right  angles  to  the  axis  of  the  lens,  is  called 


Fio.  411.  —  Illuatrating  magnifying  power  of  lena. 

the  linear  magnification  of  the  lens.  It  is  evident  from  the 
typical  Fig.  411,  that  this  ratio  A'V I AL  is  identical  with  the  ratio 
s' Isy  as  will  be  seen  by  comparing  the  two  similar  triangles  AHL 
and  A'^sV, 

Spherical  and  Chromatic  Aberration 

499.  It  would  be  interesting  if  time  permitted  to  consider  a 
more  general  case  in  whicli  the  incident  ray  makes  a  larger  angle 
with  the  axis  of  the  lens,  and  in  which  the  luminous  point  is  at 
some  distance  from  the  axis.  The  lens  would  then  begin  to  show 
an  imperfection  known  as  *'  spherical  aberration."  The  image  of 
a  point  would  no  longer  be  a  point. 


M 

Red  Light                  Yellow  Light 
C                                       D 

Gr£sn  Liqbt 
F 

Flint  glass  .     .   ,             1.630            ;             1.035 
Crown  glass     .                1.527                         1.530 

1.648 

1.536 

So  far  we  have  assumed  that  M  is  a  constant,  but  if  we  use 
light  of  more  than  one  color  we  find  that  M  varies  from  color  to 
color  and  that  the  image  of  a  luminous  point  on  the  axis  is  drawn 
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out  into  a  string  of  images  each  of  a  different  color.    The  table 
illustrates  this  variation  of  refractive  index. 

Indeed,  it  is  at  once  evident  from  §  495  that  the  focal  length 
of  a  lens  is  shorter  in  proportion  as  A*  —  1  is  greater.  This  fail- 
ure of  a  lens  to  bring  all  colors  to  the  same  focus  is  called  "  chro- 
matic aberration."  The  manner  in  which  these  errors  are 
corrected  by  combining  several  lenses  of  different  refractive 
indices  and  different  radii  of  curvature  forms  a  chapter  of  great 
interest  to  the  advanced  student,  who  should  consult  Edser's 
Light  and  Czapski's  already  classical  Theory  of  Optical  Instru- 
ments, The  general  plan  is,  in  a  word,  to  combine  lenses  into  a 
system  in  such  a  way  that  the  error  of  one  element  is  equal  to  the 
error  of  another  element,  but  is  of  opposite  sign.  Such  a  system 
is  said  to  be  "  achromatic." 

Case  IX.     The  Prism 

500.  An  interesting  and  important  special  case  of  refraction 
at  two  surfaces  is  that  of  the  prism. 

Definitions,    (i)  The  angle  of  the  prism  is  the  dihedral  angle 


B  C 

Fio.  412.  —  Refraction  through  a  prism. 

between  the  inclined  planes  which  bound  the  refracting  medium. 
This  angle  a  is  represented  by  BAC  in  Fig.  412.  The  line  in 
which  these  inclined  planes  meet  is  called  the  refracting  edge 
of  the  prism. 

(ii)  Consider  an  incident  ray  DE  falling  upon  one  surface  of 
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the  prism  and,  after  two  refractions  as  indicated  in  Fig.  412, 
emerging  from  the  second  surface  as  the  ray  FG,  The  angle 
between  the  incident  and  emergent  rays,  which  we  here  denote 
by  5,  is  called  the  angle  of  deviation. 

If  we  denote  angles  of  incidence  by  i  and  angles  of  refraction 
by  r,  and  distinguish  between  the  first  and  second  surfaces  by 
subscripts  as  before,  it  is  evident  from  the  figure  that  the 

angle  of  the  prism  =  a  =  n  +  r2,  Eq.  196 

and  that  the 

angle  of  deviation  =  6  =  (ti  —  n)  +  (t2  —  r%).         Eq.  197 

To  derive  these  two  equations  we  have  merely  to  recall  that  the 
exterior  angle  of  any  triangle  is  equal  to  the  sum  of  the  oppo- 
site interior  angles.  These  two  equations  enable  us  to  determine 
the  deviation  of  a  ray  as  soon  as  we  know  ii,  a*,  and  a. 

Angle  of  Minimum  Deviation 

601.  As  has  already  been  pointed  out,  it  is  a  consequence  of 
the  law  of  refraction  that  when  any  emergent  ray  is  replaced  by 

an  incident  ray  which  has  the  same  direction  and  the  same  posi- 
tion, but  an  opposite  sense,  the  path  of  the  reversed  ray  through 
the  prism  is  identical  with  that  of  the  direct  ray.  In  other  words, 
if  we  consider,  in  Fig.  412,  GF  as  the  incident  ray,  then  ED  will 
be  the  emergent  ray. 

By  applying  this  principle  of  reversibility  to  a  prism  it  may 
be  shown  that  the  angle  of  deviation  is  a  minimum  when  the 
path  of  the  ray  inside  the  prism  is  symmetrical  with  respect  to  the 
two  refracting  surfaces. 

For  since  the  ray  is  reversible,  it  follows  that  corresponding 
to  any  one  angle  of  deviation  there  are  two  possible  angles  of 
incidence,  namely  i\  and  ii.  See  Fig.  412.  But  it  is  an  experi- 
mental fact  that  there  is  only  one  angle  of  incidence  at  w^hich  the 
deviation  is  a  minimum;  and  the  only  way  in  which  this  single 
value  for  the  angle  of  incidence  can  be  obtained  is  by  making  ii  =  i^ ; 
from  which  it  follows  that  ri  =  r2  and  hence  that  the  ray  inside 
the  prism  is  symmetrical  with  respect  to  the  two  refracting  surfaces. 

The  position  of  minimum  deviation  is  one  of  great  usefulness 


LIGHT 


565 


in  work  with  the  spectroscope,  as  well  as  in  the  accurate  meas- 
urement of  refractive  indices. 

Special  Case  X.     Prism  of  SmaU  Refracting  Angle 

502.  We  have  already  seen  (§  500)  that  in  general 

5  =  (ii  -  n)  +  (i2  -  rj) 
and  a  =  Ti  +  r2. 

T,     1  /»  ...  sin  ii      sin  iz 

By  denmtion,  "  —  — 


A*  = 


sm  fi      sm  fj 


NOfMIAL* 


,f(ff^^ 


\t 


Eq.  199 


Fio.  413.  —  Refraction  through  a  prism  of  small  angle. 

But  when  ii  and  ii  are  small,  as  indicated  in  Fig.  413,  we  may, 
approximately,  write 

A*  =  ^  =  ^.  Eq.  198 

ri      f2 

Eliminating  ii  and  ii  from  these  equations,  we  have 

6  =  (AA~l)(ri  +  rO  =  (A*-l)a, 
a   very   convenient   expression   for 
computing  the  effect  of  thin  prisms 
such  as  are  used  in  spectacles  and 
stereoscopes. 

Determination  of  Refractive  Indices 

503.  When  any  transparent  ma- 
terial can  be  obtained  in  the  form 
of  a  prism,  the  principle  of  mini- 


Fio.  414.  —  The  measurement  of 
refractive  indices. 
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mum  deviation  enables  one  to  measure  tlie  refractive  index  of 
the  material  with  considerable  ease.  For  since  the  path  of  the  i 
ray  inside  the  prism  is  symmetrical,  we  need  consider  only  one  i 
half  of  it,  as  shown  in  Fig.  414.     The  conditions  described  ai«  as 

follows :  —  ; 

I'l  =  it  and  ri  =  Ti. 

Hence  Eqs.  196  and  197  become 

a  =  2r 

and  5  =  2  (i  -  r). 


AccordinBly,  /*  =  -; ,  Eq.  200  '• 


which  is  the  laboratory  equation  for  the  measurement  of  /i.  The 
problem  then  reduces  itself  to  the  mea-surement  of  the  two  angles 
a  and  5.  These  measures  can  be  made  by  use  of  a  protractor  and 
a  few  pins ;  but  they  can  be  carried  out  with  a  very  high  degree 
of  accuracy  by  means  of  a  divided  circle  and  a  pair  of  telescopes. 

Dispersion.    Color 

604.  Observe  that  the  color  which  is  produced  by  a  prism  is 
due,  not  to  the  refraction,  but  to  the  difference  of  the  refraction 
for  various  rays.  This  transformation  of  a  beam  of  parallel  light 
into  a  divergent  pencil  is  called  diq>ersion.  The  measure  of  dis- 
persion for  any  substance  is  generally  defined  as  the  ratio  of 
the  difference  of  deviation  for  red  and  blue  rays  to  the  mean 
deviation  for  these  two  rays. 

This  leads,  through  Eq.  199,  to  the  following  definition:  — 

Dispersive  Power  -  ^^  ~  !^"  "ff^  ~  ^^"^  =  ^^'^.       Eq.  201 

where  /i,,  fh,  ^  are  the  refractive  indices  for  the  red,  blue,  and 
mean  rays,  respectively. 
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Composition  of  White  Light 

606.  The  fact  that  different  rays  travel  at  different  rates 
enabled  Newton  to  separate  white  light  by  means  of  a  prism 
into  its  various  constituents.  For  on  transmitting  a  small  beam 
of  sunlight  through  a  prism,  he  observed  that  the  deflected  light 
did  not  form  a  white  spot  on  the  wall  beyond  but  was  drawn 
out  into  a  brilliant  strip,  red  at  one  end  and  violet  at  the  other. 
Between  the  red  and  the  violet  are  distributed  an  infinite  vari- 
ety of  colors  which  are  usually  grouped  under  the  following  four 
names:  orange,  yellow,  green,  blue.  But  Newton's  capital  dis- 
covery in  this  domain  is  that  any  one  of  these  colors  after  disper- 
sion in  one  prism  undergoes  no  further  change  of  this  kind  on 
passage  through  a  second  prism. 

Table  of  Refractive  Indices  for  Different  Colors 


SUBSTAirCB 


Flint  glass  .  .  . 
Crown  glass  .  . 
Canada  balsam 
Oil,  cinnamon  .  . 
Oil,  cloves  .  .  . 
Fluor  spar  .  .  . 
Water  .... 
Carbon  bisulphide 
Alcohol,  ethyl .  . 
Diamond     .     .     . 


Indbx  of  RsrmACTiON  fob 


Red(C) 


1.5826 
1.5311 


1.4325 
1.3318 
1.6336 
1.3596 


YeUow  (D) 


1.5867 

1.5339 

1.53 

1.601 

1.532 

1.4340 

1.3336 

1.6433 

1.3614 

2.4699 


Blue(F) 


1.5967 
1.5404 


1.4372 
1.3377 
1.6688 
1.3657 


Table  of  Dispersive  Powers 


SUBaTANCB 

SuBSTAirCS 

Solidi 

Crown  glass  .... 
Flint  glass     .... 
Heavy  flint  glass    .     . 
Fused  silica  .... 
Rock  salt      .... 

0.0168 
0.0271 
0.0461 
0.0147 
0.0233 

Liquids 

Carbon  bisulphide    . 

Alcohol 

Turpentine.     .     .     . 
Water 

0.0545 
0.0171 
0.0206 
0.0180 

From  Kate  and  Laby's  Tables, 
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Newton  succeeded  also  in  compounding  or  adding  together 
these  various  colors  which  he  had  found  in  sunlight,  thus  ob- 
taining again  white  light;  in  this  manner  he  demonstrated  in 
a  synthetic  way  the  composition  of  ordinary  daylight,  a  fact 
which  he  had  already  proved  by  analysis. 

The  majestic  phenomenon  of  the  rainbow  he  showed  to  be 
merely  a  case  of  refraction  and  dispersion  in  raindrops. 


Fio.  415, 


Problems 

437.  Find  the  focal  length  of  a  thin  double  convex  lens  made  of  glass 
whose  mean  refractive  index  is  1.50,  the  radius  of  curvature  of  the  first 
surface  being  +  25  cm.  and  that  of  the  second  being  —  30  cm. 

438.  An  object  is  placed  on  the  axis  of  a 
double  convex  lens  whose  focal  length  is  +  20 
in.  The  object  is  placed  50  in.  to  the  left  of 
the  lens.  Find  the  position  and  magnification 
of  the  image. 

439.  The  projection  lens  of  a  lantern  (Fig. 
427  )has  a  focal  length  of  1  ft.  and  is  used  to 
throw  a  picture  upon  a  screen  which  is  24  ft. 
away.  How  far  back  of  the  lens  must  one 
place  the  glass  slide? 

440.  A  45-degree  prism  is  used  as  a  totally  reflecting  mirror  in 
the  manner  indicated  in  Fig.  415.  What  is  the  least  value  of  re- 
fractive index  which  the  glass  can  have? 

441.  A  gas  flame  placed 
in  front  of  a  thick  glass 
mirror  silvered  on  the  back 
gives  a  series  of  images. 
Explain  the  relative  inten- 
sity and  position  of  these. 

442.  How  far  in  front  of  a  double  convex  lens  must  an  object  be 
placed  in  order  to  give  an  inverted  image  of  the  same  size  as  the 
object? 

443.  A  simple  pocket  magnifying  glass  has  a  focal  length  of  2  in. 
Find  the  size  and  position  of  the  imago  when  the  object  is  placed  be- 
tween the  lens  and  the  focus  at  a  distance  of  J  in.  from  the  focus. 

444.  Locate  and  describe  the  image  produced  by  two  thin  lenses 
situated  as  shown  in  Fig.  416, 


Lo 


I0OO-CM7 


«0-Ci»r 
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/o  =  +80  cm., 
/g  =  +  4  cm., 
«o  =  -  1000  cm., 

wher&  the  subscripts  indicate  the  lenses  referred  to. 

446.   Locate  and  describe  the  image  produced  by  the  combination 
of  thin  lenses  shown  in  Fig.  417. 


■4  IW. 


o 
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/o  -  H-  6  in. 
/,  =  -  2  in. 
«o  =  —  2  mi. 

446.  What  must  be  the  refracting  angle  of  a  prism  of  ordinary  glass 
(fi  =^  1.52)  in  order  that  its  minimum  deviation  should  be  15°? 

447.  Prove  that  if  fi  »  1.333  for  water  and  1.5  for  glass,  the  focal 
length  of  a  glass  lens  is  increased  four  times  by  immersing  it  in  water. 

448.  Prove  that  in  the  case  of  the  ordinary  pocket  lens  —  double 
convex  magnifying  glass  —  the  magnification  is  D//,  where  D  is  the 
distance  of  distinct  vision. 

449.  Two  parallel  walls  are  20  ft.  apart.  It  is  desired  to  project 
upon  one  wall,  with  a  magnification  of  6,  an  object  situated  on  the  other 
wall.  Where  must  the  lens  be  placed  and  what  must  be  its  focal 
length? 

VII.    Interference  and  Diffraction 

606.  Up  to  the  present  we  have  been  considering  the  conse- 
quences of  only  two  fundamental  facts,  namely,  (i)  the  recti- 
linear propagation,  and  (ii)  the  finite,  but  variable,  speed  of 
light. 

But  there  is  a  large  group  of  important  phenomena  which  find 
their  explanation  in  the  fact  that  the  light  waves  producing 
them  are  compelled  to  pass  through  apertures  which  are  small 
when  measured  in  terms  of  a  wave  length  of  light.  These  beauti- 
ful phenomena  were  first  cleared  up  by  the  brilliant  young  French 
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physicist  Fresnel  (1788-1827),  whose  particular  achievements 
in  optics  are :  — 

(i)  The  introduction  of  the  idea  that  light  consists  in  trans- 
verse vibrations,  and 

(ii)  The  combination  of  the  principle  of  Huygens  with  that 
of  interference;  in  other  words,  the  union  of  the  principles  of 
Huygens  and  Young.  Just  how  this  second  idea  is  employed 
to  explain  what  happens  when  light  passes  through  small  aper- 
tures will  be  clear  from  the  following  illustrations. 

Case  I.     Passage  of  Plane  Waves  through  a  Single  Narrow  Slit: 

Effect  upon  a  Distant  Screen 

607.  When  the  glower  of  a  Nernst  lamp  or  any  other  neariy 
linear  source  of  light  is  viewed  through  a  narrow  slit,  held  par- 
allel to  the  source  and  close  to  the  eye,  a  series  of  colored  bands 
separated  by  dark  bands  something  like  those  shown  in  Fig. 
418  are  seen.  If  monochromatic  light  is  used,  the  spaces  in  the 
figure  represented  as  white  are  colored.  The  central  sp>ace  is 
always  broader  and  brighter  than  any  of  those  on  either  side. 


DARK 


DARK 


FiQ.  418.  —  Image  of  a  linear  source  produced  by  a  narrow  slit. 

For  this  experiment  a  single  ruling  having  a  breadth  of  from 
tjV  to  iV  millimeter,  made  upon  the  back  of  a  piece  of  silvered 
mirror,  is  well  adapted. 

It  is  often  convenient  also  to  observe  this  phenomenon  by 
viewing  a  small  brilliant  source  through  the  narrow  opening 
between  two  fingers  of  one's  hand.  These  bands  were  called  by 
Fraunhofer,  who  was  one  of  the  earliest  to  study  them,  **  spec- 
tra of  the  first  class.*' 

Fresnel's  explanation  is  as  follows:  I^et  AB  (Fig.  419)  be  a 
horizontal  section  across  a  vertical  slit.  I^et  w  indicate  the 
successive  incident  wave  fronts,  and  MM'  the  screen  illumi- 
nated by  the  light  passing  through  the  slit. 
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The  width  of  the  slit  is  indicated  by  s ;  the  distance  of  the  slit 
from  the  screen  by  b;  the  point  on  the  screen  which  is  nearest 
the  slit  by  P©.  It  is  evident  that,  if  the  width  of  the  slit  is  very 
small  compared  with  the  distance  of  the  screen,  the  light  from 
each  point  of  the  wave  front  AB,  passing  through  the  slit,  will 
reach  the  point  P©  in  the  same  phase;  therefore  P©  will  always 
be  brightly  illuminated.  Next  choose  a  point  P,  distant  x  from 
Po,  and  such  that  its  distance  from  the  edge  B  exceeds  its  distance 
from  the  edge  A  by  just  one  wave  length  of  light ;  or,  what  is  the 
same  thing,  let  -4  C  be  drawn  perpendicular  to  BP,  and  choose  P 
so  that  BC  is  exactly  one  wave  length.  From  the  center  0  of 
the  slit  draw  OP. 
Consider  the  two  ^      ^      ^ 


w 


B    


M i^zz^^zzi M' 

P  Po 

Fio.  419.  —  Diffraction  through  a  slit. 


halves  of  the  wave  ^  ^-^..^    » 

front  just  passing 

through   the   slit, 

AO     and     0  B. 

Light    from    the 

point  0  will  reach 

P  just  half  a  wave 

length  behind  that 

from  A ;    and  so 

for  any  other  point 

in  the  region  AO,  there  will  be  a  corresponding  point  in  the  region 

OB  which  will  send  light  to  P  just  180°  out  of  phase  with  the  ray 

from  AO, 

The  result  is  that  these  two  "  zones,"  AO  and  OB,  interfere 
at  P  in  such  a  way  that  one  just  annuls  the  effect  of  the  other. 
The  result  is  that  P  remains  dark.  This  explains  the  first  of  the 
dark  bands  shown  in  Fig.  418. 

Referring  again  to  Fig.  419,  imagine  P  to  move  still  farther 
away  from  P©  until  the  distance  BC  —  generally  called  the  reiar^ 
datum  —  is  equal  to  three  halves  of  a  wave  length  —  usually  writ- 
ten JX. 

The  wave  front  AB  can  now  be  divided  into  three  **  zones," 
such  that  the  left  hand  edge  of  one  will  send  light  to  P,  just  half 
a  wave  length  earlier  than  the  left  hand  edge  of  the  foUomng  zone. 
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The  result  is  that  two  of  these  neighboring  zones  will  mutual];  i 
annul  each  other,  and  the  only  illumination  received  at  the  point  ' 
P  will  come  from  the  third  zone ;  such  a  point  F  is  represented  ! 
by  the  first  bright  band  on  the  left  of  Fig.  418. 

If  P  be  moved  again,  still  farther  away  from  Po,  so  that  BC 
amounts  to  JX,  the  slit  width  can  then  be  divided  into  four 

N  zones,  such  as  those  described   i 

above.     Since  there  will  now  be   i 
just  two  pairs  of    these  zones, 
''''''  and  since  each  pair  is  mutually 

destructive,  P  will  now  be  dark. 
I   This  explains    the  second  dark 
band  in  Fig.  418.  i 

It  is  now  clear  that  the  key  | 
to  the  situation  lies  in  the  divi-  j 
sion  of  the  incident  wave  front 
into  zones  such  that  any  point    , 
in  one  zone  differs  from  the  cor-  I 
responding  point  in  the  neigh-  i 
boring  zone,  on  either  side,  by  exactly  half  a  wave  length-     This 
clever  idea  belongs  to  Fresnel  and  these  regions  are  called  Fremd 
zones.     Figure  420  shows  an  aperture  AB,  divided  into  7  Fresod 
zones.     A  point  on  the  screen  lying  in  the  direction  AD  will  be 
illuminated  in  this  case  by  only  one  zone,  that-  is,  by  one  aeventh 
of  the  area  represented  by  AB.    The  other  six  zones  will  destroy 
each  other  in  pairs. 

Referring  again  to  Fig.  419,  one  may  easUy  describe  the  por- 
tion of  any  bright  or  dark  band  in  a  quantitative  way  as  follows : 
since  the  triangles  ABC  and  OPP,  are  similar,  it  follows  that 


BC      BC 


approximately, 


where  »  is  the  width  of  the  slit ;  and  since  there  are  n  zones  in 
the  slit,  it  is  evident  from  the  definition  of  the  zones  that 
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where  X  is  the  wave  length  of  the  mcident  light.    Hence 


bn   X 
X  = 

8      2 


Eq.  202 


This  equation  tells  us  just  how  n  varies  as  the  point  P  moves 
along  the  screen,  while  b,  s,  and  X  remain  constant. 

For  any  given  position  of  P,  either  one  of  two  things  may 
happen,  according  as  n  is  an  odd  or  even  number. 

(a)  When  n  is  even,  it  is  clear  that  all  the  zones  of  the  slit  will 
just  annul  each  other  in  pairs.  The  condition  for  darkness  at 
any  point  P  is  then  that  the  slit,  when  divided  into  Fresnel  zones 
with  reference  to  P,  shall  comprise  an  even  number  of  these  zones. 
The  value  of  x  in 

Eq.  202  is  the  dis- 
tance from  the 
center  at  which 
any  dark  band, 
produced  by  n 
zones,  appears. 

(b)  When  n  is 
odd,  the  zones  of 
the  slit  will  inter- 
fere in  pairs  as 
before;   but  there 


Fio.  419.  —  Diffraction  through  a  alit. 


vrill  always  be  one  left  over  which  will  produce  a  disturbance  in 
the  ether  at  P.  And  hence  the  condition  that  P  shall  lie  on  a 
bright  band  is  that  the  slit  width  be  an  odd  number  of  Fresnel 
zones,  i.e.  n  in  Eq.  202  shall  be  odd. 

Equation  202  is  also  competent  to  tell  us  what  happens  at  any 
one  point  on  the  screen  when  the  slit  width  is  varied,  other  condi- 
tions remaining  constant.  As  one  jaw  of  the  slit  is  made  to  ap- 
proach the  other  it  must  cut  off  one  Fresnel  zone  after  another. 
As  the  zones  diminish  in  number,  n  in  Ek).  202  will  become  alter- 
nately odd  and  even ;  which,  in  turn,  means  that  the  fixed  point 
on  the  screen  becomes  alternately  bright  and  dark.  This  predic- 
tion is  easily  verified  by  viewing  the  filament  of  an  incandescent 
lamp  through  a  cut  in  a  visiting  card  which  can  be  bent  so  as  to 
make  the  slit  wider  or  narrower. 


Case  IL    DigneUm  <4  a  PJnw  Warn  at  a  Pair  tf  Namm  ami 
EipialSiUi.    5p«3(ra(/ fib SaeoMf Clow 

806.  louigiiM  tWD. narrow  slits,  sudt  as  tlie  Mie  wliidi  we 
baVe  just  been  rtndi^ng,  ruled  ride  1^  «de  abmit  t  miDimeter 
^Mrt.  On  viewnig,  tiirou^  Hob  pair  ol  aperturai,  any  linear 
source  sndi  as  a  Ncrost 
filammt  or  even  an 
ordinary  gaa  jrt  tamed 
km,  a  seriea  trf  alter* 
nstdy  tni|^  and  darh 
bands  an  seen  to  oo- 
cxxpy  the  emter  of  tfa 
fi^  and  to  MI  on  tfct 
region  eovoed  bjr  tkt 
broad  central  bt^ 
band  vhaA  would  be 
produced  by  cMierdit 
acting  akne.  We  t>- 
sume  that  the  source  b 
sufficiently  distant  from 
the  apertures  to  make  the  incident  waves  practically  plane,  and 
that  the  screen,  which  may  be  the  retina  of  the  eye,  b  suffi- 
ciently distant  to  permit  us  to  consider  the  arc  AC,  described 
about  P  as  a  center,  as  a  straight  line.  To  each  element  of  the 
incident  wave  surface  in  the  aperture  A  will  correspond  an  ele- 
ment in  the  aperture  B.  The  effect  at  any  point  P  on  the  screen 
will  be  obtained  when  we  add  up  the  effects  of  all  the  elements  in 
these  two  slits.  Use  red  glass  so  as  to  make  the  incident  lif^t 
monochromatic.    It  is  at  once  seen  by  the  method  of  Caae  I 

that,  if  P  is  so  chosen  as  to  make  BC  =  —,  we  shall  have  dark- 
2 

ness  at  P ;  for  each  element  in  the  aperture  A  will  reach  P  with 

a  phase  which  is  just  180°  ahead  of  the  corresponding  element 

in  B ;  the  resultant  amplitude  at  P  will  therefore  be  zero.    The 

w  thing  wiU  happen  if  P  be  moved  along  the  screen  to  any 

r «.  irime  BC  is  any  odd  number  of  half  wave  lengths* 


FiQ.  421.  —  Di&kction  thmugh  a  pair  of  slits. 
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Le.  when  BC  =  (2  n  + 1)-,  ?i  being  the  series  of  natural  nuni- 

bers,  beginning  with  zero.  The  triangles  ABC  and  OPP^  are 
similar;  therefore  if  we  denote  the  distance  between  the  slits 
hy  a  +  d,  and  the  distance  of  the  screen  by  6,  we  have 

fiC  =  (a  +  d)  ^  =  (fl  +  rf)  sin  », 

where  0  is  the  angle  of  diffraction  PqOP,  The  condition  that  P 
shall  lie  on  a  dark  band  is  therefore 

(o  +  d)sintf  =  (2n  +  l)|.     ^Stk^blid.       Eq- 203 

The  condition  for  a  bright  band  is  obtained  in  the  same  way,  only 
now  the  difference  of  path  between  two  corresponding  elements  — 
one  from  each  slit  —  must  be  an  even  number  of  half  wave  lengths. 
For  two  rays  of  light  which  are  any  whole  number  of  wave  lengths 
apart  will  reenforce  each  other,  and,  if  their  amplitudes  are  equal, 
will  produce  an  intensity  four  times  as  great  as  that  of  either  one 
alone.  The  position  a;  of  a  bright  band  on  the  illuminated  screen 
is  accordingly  expressed  as  follows  in  terms  of  algebra :  — 

(a  +  d)8in»  =  2n|.      ^fflt°bJld'    J^- 204 

Let  us  now  remove  the  red  glass  and  view  these  bands  in  white 
light.  It  is  then  seen  that  the  bright  bands  are  colored,  bluish 
green  on  the  side  toward  the  center  of  the  field  and  red  on  the 
side  away  from  the  center  of  the  field.  Each  of  these  bands  is 
in  fact  a  spectrum  of  the  source.  Fraunhofer  called  these  "  sfKic*- 
tra  of  the  second  class  "  to  distinguish  them  from  those  which  are 
seen  through  a  single  slit. 

The  distribution  of  intensity  among  these  various  spectra  is 
an  enticing  problem  for  later  study. 

Case  III.    Diffraction  through  a  Large  Number  of  Effuidvttant 
Parallel  Slits.     The  Plane  Diffradum  Grating 

609.  Here  again  we  shall  coasider  the  incident  arul  diffracted 
wave  fronts  as  plane,  since  this  is  the  ca.se  principally  u.Hed  in 
spectroscopy. 
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Let  AE  (Fig.  422)  represent  an  opaque  acreen  in  wliidi  haw 
been  out  a  large  number  of  equidistant  parsHd  aperturen.  Let 
a  be  the  width  of  eadi  qiertitre  and  d  the  mdfh  at  the  opaqtw 
portion  between  any  two  consecutive  apartures.  Then  »  +  d 
will  be  what  ia  called  "  the  grating  qwoe,"  that  a,  the  diBtance 
betweoi  any  two  CMresponding  dements  of  the  wave  sinimee  in 
two  ccHuecntive  upertaiw.. 

If  the  source  ol  Ug^t  is  placed  In  the  princqial  f  ocua  of  the 
odlimator  lens,  the  emagmt  wave  tronta  idu  uk  etc.,  will  be  plane. 
In  like  manner,  the  dif- 
fracted wvn  AD  will 
reach  the  iHincipal  focn 
ot  the  view  tdeeotqte 
without  any  diange  of 
phase  in  its  vaiiooi 
parts;  tm  the  "critical 
itiirf»iwm  "  to  the  princi* 
pal  focus  P  b  the  same 
bam  an  parts  ef  AD— 
it  being  supposed  that 
the  axis  of  the  telescope 
is  perpendicular  to  AD. 
Hence,  the  phase  differ- 
ence with  which  raj's 
from  the  various  aper- 
tures reach  the  plane 
AD  is  precisely  the  phase  difference  with  which  they  will  reach 
the  focus  P.  We  need,  therefore,  to  consider  only  the  phase  in 
which  the  light  reaches  the  plane  AD. 

610.  Two  principal  questions  now  arise :  (i)  what  an^e  must 
the  axis  of  the  view  telescope  make  with  the  nonnal  to  the  grating 
in  order  that,  for  any  one  wave  length  X,  the  point  P  may  be  x 
maximum  of  intensity?  and  (ii)  what  is  the  intensity  of  light  >t 
any  point  P,  in  terms  of  the  intensity  of  the  light  incident  upon 
any  one  of  the  n  apertures?  The  first  only  of  these  queries 
will  be  here  considered;  the  answer  to  the  second  is  a  longer 
story. 


Fia.  433.  —  Tho  iMmctiuc  uratiatl. 
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It  is  evident  from  previous  cases  that  when  the  telescope  is 
directed  normally  upon  the  grating,  the  light  from  each  aper- 
ture will  reach  P  in  the  same  phase  and  we  shall  have  the  great- 
est possible  intensity.  This  bright  band  is  called  the  "  central 
image."  As  P  moves  to  the  left,  say,  the  field  will  remain  more 
or  less  bright  imtil  the  distance  DE  (which  is  the  retardation  of 
the  ray  at  one  end  of  the  grating  over  that  at  the  other  end)  be- 
comes equal  to  one  wave  length.  When  this  occurs,  the  light 
from  the  aperture  A  will  be  just  180**  out  of  phase  with  the  light 
from  the  middle  of  the  grating ;  in  like  manner  the  light  from  B 
will  be  just  180**  out  of  phase  with  that  from  the  ruling  next  to 
the  middle,  and  so  on,  —  the  effect  being  that  the  light  from 
one  half  the  grating  is  annulled  by  the  light  from  the  other  half. 
When*Z)£  =  2  X,  the  point  P  will  again  be  dark;  for  then  the 
grating  will  interfere  by  quarters,  the  light  from  each  quarter 
being  180**  out  of  phase  with  the  light  from  the  adjoining  quarter, 
giving  absolute  darkness  at  P.  At  points  between  these  there 
will  be  slight  illumination;    for  instance,  at  the  point  where 

DE  =  3- ;    since  now  the  first  third  of  the  grating  will  interfere 

destructively  with  the  second  third,  leaving  the  last  third  to 
illuminate  the  point  P.    A  slight  maximum,  due  to  light  from  one 

fifth  of  the  grating,  will  also  occur  when  PE  —  5— ;   and  so  on. 

But  the  first  intense  illumination  on  either  side  of  the  central 
image  will  occur  when  BE  is  equal  to  as  many  wave  lengths 
as  there  are  spaces  on  the  grating ;  for  then  CB  will  be  equal  to 
one  wave  length,  and  the  retardation  for  each  aperture  will  be  a 
whole  number  of  wave  lengths  so  that  the  light  from  each  aperture 
will  reach  the  surface  AT)  m  precisely  the  same  phase.  The 
light  which  is  thus  concentrated  at  P  is  called  the  "  spectrum 
of  the  first  order."  If  the  difference  of  phase  between  corre- 
sponding elements  in  two  successive  apertures  is  nX,  the  light 
which  then  reaches  P  in  maximum  intensity  is  said  to  be  the 
"  spectrum  of  the  nth  order."  So  long,  therefore,  as  the  inci- 
dent wave  front  is  parallel  to  the  grating,  the  condition  that  P 
shall  be  bright  is  that  CB  shall  be  equal  to  a  whole  number  of 
2p 
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wn  kogthi,  cr,  in  tcnm  of  algBbn, 

ia  +  d)aii»-2n^,  Eii.206 

irbtn  9  is  the  aa(^  ot  diffnutioo,  DAE. 

If,  however,  the  aa^  of  mmiImm  •  a  not  mo  (as  in  Fig.  423^ 
but  is  an  ao^  BAE  tack  as  indicated  in  Fig.  423,  thai  ths  n> 
tanUticai  d  th«  eitnmB  ray,  betmm  the  two  wave  fronts  AB 
and  AD,  n  BE+  ED.  Henoe,  the  general  oonditiaei  tint  ? 
ihall  be  bri^t  beoomaa 

(a  +  d)(illl«  +  ans^-2n|.  Bq.  20B 

A  grating  of  die  kind  jnat  d»- 
■cribed,  in  irtik^  thedifteMtod 
li^  paaeea  thnnii^  paraU 
iVvtaRa,  is  caUedn  tranirai^ 
rim  ftsUng. 

It  the  Sght  lalfing  qpon  radi 
a  grating  wen  «D  of  one  wsn 
legogdi  (m.  fd  one  oolor)  tka 
the  specbum  ot  any  oida,  on 
either  side,  would  ccmsist  of  t 
single  bright  line;  but  if  the 
incident  li^t  is  white,  then  the 
spectrum  will  con^st  ot  a  bud 
rra.  **>.  made  up  of  many  coIms.    For, 

in  Eq.  205,  each  different  value  of  X  will  give  a  different  value  ta  $. 

RefiecHon  GratinffB 
Sll.  The  opaque  regions  of  a  transnussion  grating  are  gen- 
erally produced  by  ruling  glass  surfaces  with  a  diamond  p(HDt 
But  the  diamond  point  deteriorates  very  rapidly  during  this  work 
and  hence  it  is  customary  to  employ  highly  polished  speculum 
metal  for  the  ruled  surface.  The  speculum  metal  is  softer  than 
the  glass  and  will  permit  the  diamond  point  to  cut  many  more 
lines  upon  it  than  upon  glass.  A  grating  ruled  upon  a  polished 
opaque  surface  behavea  exactly  as  a  transmission  grating  in 
which  the  incident  wave  is  the  image  of  the  adual  mme  tailing 
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upoD  the  opaque  grating.  Thus,  in  Fig.  424,  where  the  grating 
b  supposed  to  be  one  of  speculum  met&l,  the  effect  is  precisely 
the  same  as  if  the  incident  wave  A  H  were  replaced  by  its  ima^ 
A  H'  and  the  grating  were  at  the  same  time  made  transparent. 
In  either  case  the  retardation  of  the  ejttreme  ray  b  HE  +DE, 
and  the  position  of  the  spectrum  of  the  nth  order  b  given  by 


(a  +  d)iam  i  +  sin  tf)  =  2  n^ 


Eq.  206 


where,  as  above,  t  —  angle  EAH,  and  0  =  angle  EAD.  Ruled 
surfaces  at  which  the  reflected  wave  front  b  diffracted  are  called 
reflection  gratings. 

The  best  gratings  of  the  world  are  ruled  on  Rowland's 
engine  at  Baltimore,  and  on 
Michelson's  at  Chicago.  In 
most  cases  they  contain  some- 
where between  five  and 
twenty  thousand  lines  to  the 
inch ;  so  that  in  many  cases 
the  polished  surface  between 
two  adjacent  rulings  becomes 
vanishingly  small.  Notwith- 
standing thb  fineness  Wal- 
lace, Thorpe,  and  Ives  have 
shown  that  it  is  possible,  by 
means  of  transparent  cellu- 
loid, to  make  a  "  cast  "  of  a  reflection  grating  and  to  mount  thb 
cast  upon  a  piece  of  plane  glass  in  such  a  way  as  to  give  a  very 
perfect  spectrum.  A  transmission  grating  produced  in  thb  way, 
by  using  an  opaque  grating  as  a  mold,  is  called  a  replica. 

The  Anggtrom  Unit 

61S.  The  numerical  value  of  a  wave  length  of  light  is  usually  ex- 
pressed, not  in  terms  of  centimeters,  but  in  terms  of  b.  much  smaller 
unit  introduced  by  the  Swedish  physiciBt  AngstrOm,  and  hitherto  called 
the  "  AngstrOm  unit."  Its  value  is  very  approximately  the  hundredth- 
millionth  of  a  centimeter.     But  by  action  of  the  International  Solar 


Fra.  424.  —  The  reflecUoa  gratiii«. 


Union  at  Paris  in  1907  this  unit  is  now  defined  as  - 


1 
"  6438.4696  " 


~  of  the  wave 
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longUior  tiwndMdmkm  MjlBRir  at  nonul  pm 
tt  isMBedthe  "  MVtrom,"  md  it  dcBotod  far  ^  I 

Cub  XV.    Itarffliiiwir  Propatation  tf  LifH 

SIS.  When,  tm  ■  dear  ni^it,  <Hie  observes  »  stair  with  t^ 
naked  eye,  iriiy  b  it  that  the  jdane  wave  bout  vhidi  strilKS 
him  in  tibe  bee,  so  t6  i^eak,  gives  jheimpeBSiion  of  B^  com- 
ing bran  a  nn^  directioiit  How  is  it  possiUe  to  screen  off  aH 
at  tlus  wave  Iront  eioept  a  small  portitHi  inmiediatdy  boanfing 
Ae  directitm  of  the  star  irithout  ^ipreciably  affecting  the  h^ 
irtiidi  raulies  the  eye  from  the  starT  lUs  is  the  great  prob- 
lem of  the  rectilinear  propagatim  of  li^t  ubiA  eyoi  me  han- 
dred  years  ago  was  still  Apm»nA\ng  e^ilanation. 

The  simi^  and  duect  answor  lAicb  FVesnd  gav^  and  wbiA 
was  perfected  by  fittdces  near  ^  middle  of  the  nineteenth  ecn- 
tiny,  is  based  iqxm  ihe  princ^les  of  diffracti<m  and  interference 
whidi  we  Itava  just  been  stods^.  'Ihe  time  at  oar  diqiosal 
will  not  pennit  of  the  rqiroductiDn  of  their  aigument  here;  bat 
the  .interested  student  will  find  himself  eauly  aUe  to  ftdlow  the 
discussion  of  this  subject  in  some  of  the  larger  compendia  of 
physics.  The  same  remark  might  be  made  concerning  diffrac- 
tion in  the  case  of  light  passing  a  straight  edge,  a  circular  apei^ 
ture,  or  a  narrow  wire. 

ProUems 

480.  A  linear  aperture  whose  width  ia  ^  cm.  ia  placed  parallel  to 
and  60  cm.  in  front  of  a  Bcreen.  If  this  aperture  be  illuminated  with  & 
beam  of  parallel  raya  whose  angle  of  incidence  is  cero,  and  whose  wave 
length  is  nin  cm.,  what  will  be  the  distance  between  the  central 
image  and  the  first  dark  band  of  the  diffraction  image  on  the  screen? 

Ant.     1.5  +  cm. 

461.  A  glass  grating  is  ruled  with  4250  lines  to  the  centimeter. 
When  a  plane  wave  of  yellow  light  strikes  this  grating  at  perpendicular 
incidence,  it  is  observed  that  the  spectrum  of  the  second  order  is  de- 
viated (diffracted)  through  an  angle  of  30°.  What  is  the  wave  length 
of  the  yellow  light?  Ant.    X  -  0.00005880  cm. 

4fiS.  A  source  of  light  emits  two  colors.  When  examined  through 
a  grating,  it  is  found  that  the  spectrum  of  the  4tb  order  for  one  color 
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is  seen  in  the  same  direction  as  that  of  the  5th  order  for  the  other  color. 
What  is  the  ratio  of  the  wave  lengths  for  these  two  colors? 

453.  A  certain  spectrum  of  the  2d  order  is  produced  by  a  grating 
which  is  ruled  with  400  lines  to  the  millimeter.  Another  spectrum 
of  the  same  source  but  of  the  4th  order  is  produced  by  a  grating  which 
contains  300  lines  to  the  cm.     Compare  the  lengths  of  these  two  spectra. 

464.  Two  point  sources  of  light,  each  in  the  same  phase,  are  situated 
at  a  distance  of  i^  mm.  apart.  If  the  wave  length  of  the  light  which 
they  emit  is  6500  A,  how  far  apart  will  be  the  spectra  of  the  second  class 
on  a  screen  one  meter  away  from  the  sources  and  parallel  to  the  line 
joining  the  sources? 

466.  How  much  will  the  phase  of  a  ray  of  light  be  retarded  by  in- 
serting in  its  path  a  cover  glass  one  millimeter  thick  having  a  refrac- 
tive index  of  1.6?  Assume  the  light  to  be  that  of  the  yellow  sodium 
flame  for  which  X  »  5893  A. 

466.  Prove  that,  if  the  opaque  spaces  are  exactly  equal  to  trans- 
parent spaces  in  a  transmission  grating,  spectra  of  the  fourth  order 
will  be  missing. 


CHAPTER  Xin 
OPTICAL    IHSTRUMEZTTS 
I.     The  Photographic  Camera 


I 


614.  A  photographic  camera,  which  is  perhaps  the  simplest 
and  best  known  of  all  optical  instrmnents,  is  merely  a  box  fitted 
at  one  end  with  a  converging  lens  and  at  the  other  end  with  a 
device  for  holding  a  plate  which  is  sensitive  to  light.  Ety- 
mology of  cavtera  ?  The  sides  of  this  box  are  usually  made  of 
p  folded  leather  so  that  the  distance  of  the 

plate  P  (Fig.  425)  from  the  lens  L  mxv 
be  varied  at  will. 

The  rear  end  of  the  camera  is  furnished 

also  with  a  ground  glass  which  may  be 

placed  in  the  same  position  that  the 

sensitive  plate  b  to  occupy  later. 

The  first  step  in  taking  a  photograph  consista  in  placing  this 

ground  glass  in  such  a  position  that  the  lens  will  produce  upon  it 

a  sharp  image  of  the  object  whose  photograph  is  desired.     Tliis 

is  called  "  focusing." 

The  second  step  is  to  cover  the  lena  so  that  no  light  can  enter 
the  camera ;  then  put  the  sensitive  plate  in  the  position  formeHy 
occupied  by  the  ground  glass  and  "  expose  "  the  plate  by  agun 
uncovering  the  lens  for  the  proper  length  of  time. 

The  third  step  is  to  "  develop  "  and  "  fix  "  the  plate,  lie 
lights  and  shadows  are  now  just  -reversed  from  wfiat  they  are  in 
the  object.  The  plate  in  its  present  condition  is  therefore  called 
a  "  negative." 

The  fourth  step,  called  "  printing,"  again  reverses  the  U^ts 
and  shadows  and  gives  the  finished  picture,  which  is  called  the 
"  positive." 
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A  good  photographic  lens  is  one :  — 

(a)  Which  has  the  same  focal  length  for  yellow  as  for  violet 
light;  yellow  rays  being  those  which  are  principally  used  in 
focusing  on  the  ground  glass,  violet  rays  being  those  which  most 
affect  the  sensitive  plate.  In  other  words,  the  lens  must  be  cor- 
rected for  chromatic  aberration  (§  499). 

(6)  Which  has  the  same  focal  length  for  the  edges  as  for  the 
center  of  the  lens.  When  this  is  so,  the  whole  of  the  lens  can  be 
used,  and  the  photograph  taken  with  a  short  exposure.  Such  lenses 
are  said  to  be ''  quick  ** ;  they  are  corrected  for  spherical  aberration. 

(c)  Which  produces  an  image  distinct,  not  only  at  the  center, 
but  clear  out  to  the  edges  of  the  sensitive  plate  for  which  it  is 
intended.    Such  a  lens  is  said  to  have  a  "  flat  field." 

{d)  Which  gives  the  same  magnifying  power  at  the  center 
and  at  the  edge  of  the  photographic  plate.  If  the  lens  is  not 
carefully  corrected  so  as  to  give  this  result,  buildings  and  geo- 
metrical figures  will  be  distorted.  A  lens  so  corrected  is  said 
to  be  "  rectilinear." 

For  special  purposes,  such  as  portrait  or  landscape  photog- 
raphy, it  is  obviously  unnecessary  that  the  lens*  should  possess 
all  of  these  four  qualities. 

II.     The  Human  Eye 

616.  The  eye,  from  an  optical  point  of  view,  is  a  camera  in 
which  the  sensitive  photographic  plate  is  replaced  by  a  sensitive 
membrane,  called  the  retina. 
This  retina  is  connected  with 
a  nerve  called  the  optic  nerve, 
which  conveys  the  impression 
to  the  brain. 

In  the  front  part  of  the  eye 

is  placed  a  converging  lens  0  ;        ^^o-  ^26.  —  Longitudinal  section  of  the 

this  is  called   the  crystalline  umaneye. 

lens.  This  lens  projects  upon  the  retina  an  image  of  external 
objects.  The  distance  between  this  lens  and  the  retina  remains 
practically  constant.  How,  then,  can  the  eye  see  objects  which 
lie  at  different  distances  from  the  eye?    For  it  is  evident  from 
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Fig.  409  thftt  the  distance  <rf  the  image  feomi  the  lane  ordiiiariljr 
variaa  with  the  distaiice  of  the  object  from  the  leria>  Theaaawer 
to  this  ^ueatioii  Uaa  in  the  tect  tttat  the  muadea  of  the  ^ye  aie 
able  to  dbange  the  focal  kiigth  <rf  the  cryrtalline  k  The 

power  of  this  iena  fa  thus  varied  atttomati<Wiy  to  salt  ti» 
of  the  dl^iect    Thfa  pvocess  of  changing  the  focal  laigtli  of  the 
^ye  to  soii  the  distanoe  oi  Hm  object  fa  eaBed  aoeommodatlflB. 

Immediate  in  front  of  the  ciyrtaDine  lens  hangs  a  daih- 
coh»ed  diaphfagm»  in  the  center  of  whidi  fa  an  opening  called 
the  pitpiL  Thfa  qpertofe  varies  with  the  ammmt  ci  lig^t  Ufiog 
upon  the  qrs.  As  the  li|^t  grows  brig^iter,  the  pupil  ccmtracts; 
as  the  li^  grows  weaker,  the  piqNl  enhirges.  Kiamine  ths 
pqpilof  your  own  ^ye  in  a  mirror  after  remaining  for  a  few  min> 
tttesinadaifcroom;  in  a  moment  after  ccnning  into  tiie  Hi^  tihe 
pui»l  contracts  again  to  its  natural  aae. 

Every  student  should  ffiamine  carefully  mie  of  tliese  littfe 
pasteboaid  models*  eaBed  '^skiasoopic  eyes'';  nothmg  eioqit 
periiaps  an  actual  dissection  will  make  the  structure  of  the  qre 


Via.  427.  —  The  projection  lantern. 

SO  plain.  The  model  is  provided  with  a  lens  which  enables  one 
to  easily  examine  its  retina  with  the  ophthalmoscope  of  Helm- 
holtz,  and  to  try  the  effect  of  various  spectacle  lenses.  It  b 
interesting  to  note  that  the  only  kind  of  light  which  the  eye  can 
use  for  vision  is  a  convergent  or  at  most  a  parallel  pencil. 

III.     The  Projection  Lantern 

616.  This    instrument    consists    essentially    of    three    parts, 
namely :  — 
(i)  A  brilliant  source  of  light  A  (Fig.  427) ;  preferably  a  directs 


OPTICAL  INSTRUMENTS  585 

current  arc  or  a  nitrogen-filled  incandescent  lamp  with  concen- 
trated filament. 

(ii)  A  pair  of  large  short  focus  lenses  C,  of  large  aperture, 
which  shall  distribute  this  strong  light  uniformly  over  the  object 
S  which  is  to  be  projected,  and 

(iii)  A  fairly  well-corrected  lens  P,  which  throws  upon  the 
screen  or  wall  W  an  enlarged  image  of  the  picture  on  the  glass 
slide.  This  second  lens  is  generally  of  the  rectilinear  type  and  is 
called  the  "  projection  "  or  "  focusing  "  lens. 

All  that  here  needs  special  mention  is  the  function  of  the  con- 
densing lens  C,  which  has  nothing  to  do  with  producing  the 
picture  on  the  screen,  except  to  deflect  towards  the  axis  those 
rays  which  would  otherwise  pass  through  the  edge  of  the  slide 
and  never  enter  the  projection  lens.  If  the  condenser  is  re- 
moved, the  effect  is  to  diminish  the  area  of  the  slide  which  is 
visible  on  the  screen.  It  is  absolutely  essential  that  the  convex 
surfaces  of  these  lenses  should  be  placed  facing  in,  as  shown  in 
Fig.  427.  Evidently  the  slide  and  the  screen  must  be  in  conjugate 
foci  of  the  projection  lens.  If  the  object  to  be  projected  is  opaque, 
the  light  A  and  the  lens  P  must  of  course  both  be  on  the  same  side 
of  the  object. 

rV.     The  Simple  Microscope 

617  This  instrument  consists  usually  of  a  single  converging 
lens  of  short  focal  length.  The  distinguishing  feature  of  the 
simple  micro- 
scope is  that  the 
lens  is  always 
placed  at  a  dis-  -4 
tance  from  the 
object  which    is 


I    "^ 


less  than  its  focal  ^'°-  ^^-  -  '^^  "^^^^  micrcx^ope. 

length.  Now,  if  the  object  0  (Fig.  428)  were  placed  exactly  at 
the  focus,  the  power  of  the  lens  would  be  just  sufficient  to  flatten 
out  the  curved  wave  front  tcfi,  so  that  it  would  emerge  as  a  plane 
wave  front.  But  if  the  object  be  placed  between  the  focus  and  the 
lens,  as  in  this  case,  rqfi  will  be  too  convex  for  the  lens  to  over- 
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BUl  mature  entirely ;   the  emergent  wave  front  wft  will 

therefon  be  convex  on  its  ad\'anring  side.     This  image  /  n  ill 

lei  a  the  same  side  of  the  lens  as  the  object  0.    The 

image  '  tierefore  (§  475),  be  virtual  and  erect.     Since  the 

image  ana  the  object  subtend  the  same  angle  6  at  the  center  of 
the  lens,  it  is  evident  that  the  image  will  be  larger  than  the 
object  in  the  following  ratio :  —  i 

Size  of  image  _  Distance  of  image  from  lens 
Size  of  object      Distance  of  object  from  lens  1 

But  since  the  lens  is  always  held  very  near  the  eye,  the  dis- 
tance of  the  image  is  practically  the  distance  of  distinct  vision, 
say  10  inches;  and  since  the  object  is  always  held  very  near  the 
principal  focus  of  the  lens,  its  distance  from  the  lens  is  practically 
the  focal  length.  Denote  this  focal  length  by  /,  and  the  distance 
of  distinct  vision  by  » ;  then  the  magnifying  power  of  the  simple 
microscope  may  be  described  in  terms  of  algebra  as  follows :  — 

L  ^t  Equation  of  nmpte  p       ofl? 

where  0  is  a  linear  dimension  of  the  object,  and  /  the  correspond- 
ing  linear  dimension  of  the  image. 

We  might,  of  course,  bring  an  object  up  close  to  the  eye  so 
that  it  would  subtend  an  angle  as  large  as  that  of  the  image  seen 
through  the  microscope,  but  unfortunately  the  human  eye  can- 
not accommodate  for  these  short  distances.  The  necesuty  for  the 
microscope  arises  then  from  our  limited  power  of  accommodation. 

Distinguish  carefully  between  the  "  power  "  of  a  lens  (§  495), 
which  is  the  reciprocal  of  its  focal  length,  measwing  its  ability  to 
change  the  curvature  of  a  wave  surface,  and  its  "  magnifying 
power,"  which  is  the  ratio  of  the  size  of  the  image  to  the  ^se  of 
the  object. 

V.     The  Compound  Microscope 

618.  The  compound  microscope  is  an  instrument  which  b 
rendered  necessary  by  the  fact  that  the  magnifying  power  of  the 
simple  microscope  cannot  be  pushed  very  far.  As  Indicated  in 
Fig.  429,  the  essential  features  of  this  instrument  are :  — 


OPTICAL  INSTRUMENTS 


687 


(i)  A  very  perfect,  but  highly  com- 
plex, lens  placed  dose  to  the  object  and 
giving  a  magnified  real  and  inverted 
image  of  the  object.  From  its  proxim- 
ity to  the  object,  this  lens  is  called  the 
objective. 

(ii)  The  other  essential  of  the  com- 
pound microscope  is  a  simple  micro- 
scope with  which  to  examine  the  real 
image  produced  by  the  objective.  From 
its  proximity  to  the  eye,  thb  lens  is 
called  the  eyepiece. 

If  we  denote  by  F  the  focal  length 
of  the  objective  and  by  T  the  length 
of  the  tube  of  the  microscope,  the  mag- 
nification which  the  objective  produces 
is  practically  T/F;  for  T  and  F  are 
the  respective  distances  of  image  and 
object  from  the  objective.  As  we  have 
seen  above  (§  517),  the  magnification 
which  the  simple  microscope  —  here  the 
eyepiece — produces  is  the  dbtance  of  dis- 
tinct vision  divided  by  its  focal  length 
v/f.  Consequently  the  magnifying 
powOT  of  the  compound  microscope  may  be  described  as  follows :  — 

^  ^    i_V         E^atioQ  of  com-  y,       ofje 

O        Ff'  pound  inicrowmpe.  EA\.  ^uo 

llie  perfection  of  the  modem  compound  microscope  is  due 
very  largely  to  the  late  Professor  Abbe  of  the  University  of  Jena, 
working  in  conjunction  with  the  optician  Carl  Zeiss.  Its  com- 
plete theory  forms  several  of  the  most  beautiful  chapters  in 
geometrical  and  physical  optics. 

VI.     The  Aatronomical  Telescope 
S19.   The  astronomical  telescope   is  an   instrument  used   for 
viewing  very  distant  objects.     The  rays  of  light  which  fail  upon 
the  telescope  are,  therefore,  generally  parallel. 
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TW  poffKise of  tke  telescope  b  twofold:  — 

vl"^  To  ffttlKT  m  kife  amount  of  U^t  and  condense  it  into 

m  small  bundle  of  rayss  so  that  these  can  aU  ent^  the  pupU  of  the 

e\Y«  and  thits  make  a^y  luminous  point  appear  mudi  brighter 

than  it  vouM  to  the  naked  e\T. 

v2)  To  ma|?Dd^'  the  an^  subtended  by  two  luminous  points, 

and    thus    nuke 
"^A  5  them  appear  far- 

ther apart  than 
when  seen  by  the 
naked  eye. 

Tliese  purposes 
are  accomplished 
most  simply  by 
two  con>^ef|:in|r  lens($«  L  and  E.  The  lens  L  is  called  the  object 
lens«  or  simply-  the  objectnre ;  the  lens  E  is  called  the  eye  lens,  or, 
more  frequently*  the  qrqiiece. 

The  wave  front  m/i  sent  out  by  a  star  is  practically  plane  wbok 
it  strikes  ttie  ob}ecti¥e«  as  is  indicated  in  Fig.  430.  The  effect 
of  the  objei^tive  is  to  turn  this  plane  wave  front  into  a  spherical 
one  irf*.  Ix^t  F  denote  the  center  of  cur\*ature  of  the  wave  front 
wfi.  This  is  i^alleil  the  principal  focus  of  the  telescope.  The 
e\e  lens  is  so  adjiisteil  that  it:>  principal  focus  also  lies  at  F,  There- 
fore ttie  njs  which  emerge  from  the  eyt  lens  are  again  parallel 
The  effei*t,  therefore,  of  a  large  telescope,  such  as  that  at  the 
Lick  Observatory  or  at  the  Yerkes  Obser\'ator}',  is  to  take  a 
bundle  of  parallel 
rays  forming  a  cylin- 
der a  vard  or  so  in  

diameter     and     con-  ^''^U  F 

dense  it  into  a  small 

i.     ]  •  II   1    Fio.  431.  —  The  telescope  as  uaed  to  mmcnify  an  ancSe- 

cyhnder    of    parallel  ^^ 

rays  just  large  enough  to  enter  the  pupil  of  the  eye.     So  that  a 
star  (which  is  practically  a  luminous  point)  appears  immensely 
brighter  when  viewed  through  a  telescope  than  it  does  to  the 
naked  eye. 
620.  If  two  stars  close  together,  say  a  double  star,  be  viewed 
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through  a  telescope,  each  will  send  a  beam  of  parallel  rays  through 
the  instrument,  as  indicated  in  Fig.  431.  But  ^e  two  parallel 
beams  ^rtiich  emerge  from  flie  eye  lens  make  wifli  each  o^er 
a  much  larger  angle  than  do  ihe  two  parallel  beams  which  enter 
ihe  objective.  The  telescope  ^us  magnifies  ^e  angular  dis- 
tance between  two  stars.  It  thus  enables  us  to  recognize  certain 
stars  as  double  when  to  the  naked  eye  they  appear  single.  For 
we  can  only  distinguish  two  luminous  points  as  separate  when 
they  subtend  at  the  eye  an  angle  which  is  greater  than  about 
two  minutes  of  arc. 


VII.     The  Opera  Glass 

621.  The  earliest  telescopes  did  not  employ  a  converging 
eyepiece  such  as  those  represented  in  Figs.  430  and  431 ;  but 
instead  they  used  a  double  concave  eye  lens,  the  power  of  which 
was  equal  to  and  opposite  in  sign  to  that  of  the  human  eye.    The 


Fio.  432.  —  The  opera  glass. 

telescope  with  which  Galileo  discovered  four  satellites  of  Jupiter 
is  s^own  in  Fig.  432.  On  account  of  its  compactness  and  because 
it  gives  an  upright  image,  thb  same  principle  is  employed  in  the 
modem  opera  glass. 

If  we  assume  what  is  nearly  true,  namely,  that  the  eyepiece 
produces  a  curvature  of  the  incident  wave  front  which  is  ex- 
actly equal  and  opposite  that  produced  by  the  human  eye,  then 
by  placing  the  objective  of  the  opera  glass  at  such  a  distance 
that  its  principal  focus  lies  on  the  retina,  we  shall  see  the  ob- 
ject distinctly;  and  since  the  image  is  much  larger  than  that 
produced  by  the  naked  eye,  we  shall  see  the  object  magnified. 
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In  short,  the  eyepiece  and  the  eye  act  together,  as  if  they  con- 
stituted a  piece  of  plane  glass. 

The  ordinary  opera  glass  here  described  has  been  immensely 
improved  in  recent  years  by  the  introduction  of  a  pair  of  prisms 
between  the  eyepiece  and  the  objective.  Just  how  the  introduo- 
tion  of  the  prisms  allows  one  to  put  into  the  small  compass  of  an 
ordinary  opera  glass  an  instrument  of  nearly  three  times  its  focal 
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no.  40.  •  Tte  priM  tabwoKlv. 


leogthwillbedear frMUftuinqieetioDof FUg. 433.    Thhiiii 
focal  length  permiti  of  grettermagnifyiDf  power.    TlietwDtot>II;r 
reflecting  prisms  whidi  double  its  ray  back  opcm  itself  serve  ibo 

to  make  the  image  erect.    Accordingly  a  converging  lens  is  used 
in  the  eyepiece. 

This  instrument,  which  we  owe  lai^y  to  J.  Porro  and  E.  Abbe, 
is  called  a  priam-tnnoctdaT,  It  has  the  marked  advantage  of 
giving  a  field  which  is  uniformly  sharp  clear  out  to  the  edge. 


VIII.     The  InierferoTneter 

622.  The  interferometer  b  an  instrument  devised  by  Michd- 
son  (1881)  for  the  study  of  aberration;  it  is  now  employed  ft* 
a  great  variety  of  purposes,  but  its  fundamental  use  is  perhaps 
the  accurate  measurement  of  small  dbtances.  As  the  name 
would  imply,  the  principle  involved  is  that  of  the  interference  of 
light  waves.  But,  as  we  shall  see  presently,  the  interference  is 
not  between  two  single  point  sources  or  two  single  Unear  sources, 
as  in  §  463,  but  between  pairs  of  corresponding  points  whidi, 
taken  together,  constitute  tioo  extended  wave  turfacea. 

623.  Just  what  is  meant  by  this  will  be  clears  after  the  student 
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has  repeated  the  following  experiment :  Take  two  small  strips 
of  ^-indi  glass  plate  and  damp  them  together  at  one  end,  as  shown 
m  section  in  Fig.  434.  At  the  other  end  DB  place  a  single  thick- 
ness of  tissue  paper  between 
the  plates.  Now  examine 
these  plates  in  the  light  re- 
flected from  some  mono- 
chromatic source,  such  as  a 
sodium  flame  or  mercury  arc. 
The  region  between  the  two 
plates  will  be  seen  filled  with  a  large  number  of  alternately  bright 
and  dark  lines.  The  explanation  of  these  "  interference  bands," 
as  they  are  called,  is  perhaps  most  simply  given  in  terms  of  Fig. 
435,  which  b  taken  from 
an  article  by  Dr.  Henry 
G.  Gale  in  the  American 
Machinist,  July  11,  1901. 
Imagine  AB  and  CD 
to  be  the  two  glass  sur- 
faces inclosing  the  wedge- 
shaped  ail  film  in  Pig. 
434.  The  fine  parallel 
dotted  Imes  in  Fig.  435 
are  drawn  )  wave  length 
apart  so  that  one  can 
estimate  the  thickness 
of  the  film  at  any  ■point 
to  within  a  small  frac- 
tion of  a  wave  length, 
by  merely  looking  at  the 
diagram.  Next  imagine 
Fio.  436.  —  iiiuitratiDg  iiit«rfet«Dce  between  two    a  ray  of  light  coming 

Urgew.vefroDt^  j^^^  ^j^^  ^^^  ^j  j^^j, 

dent  upon  the  surface  AB  (the  inner  surface  of  the  glass),  at  the 
point  «' ;  part  of  the  light  will  be  reflected  from  AB  and  part  of 
it  will  be  refracted  into  the  air  film,  and  there  reflected  from 
the  surface  CD.    These  two  rays  are  now  in  a  condition  to 
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interfere;  for  thejr  eadi  have  their  origjn  in  the  nme  huninoiis 
particle. 

Let  U8  diooee  the  pmnt  e  such  that  the  thjekneee  ci  the  fifaa 
at  that  point  is  just  one  half  wave  length,  and  then  ask  iHiat 
the  retardation  of  the  second  train  of  waves  is  irium  oompared 
with  the  first  It  f dlows  that  the  total  retardatbn  due  to  the 
air  fifan  is  X,  where  X  is  the  wave  totgth  ci  the  li|^t  enqplogred. 
The  same  thing  happens,  of  course,  at  poiots  sudi  as  g,  t,  ir,  etc, 
where  the  thidmess  <rf  the  air  fifan  is  2, 3, 4,  etc,  any  whole  num- 
ber of  half  wave  lengths.  So  far,  theref (»e,  as  the  differaaoe  in 
path  between  the  two  rays  is  concerned,  they  would  be  in  the 

same  nhase.  and  hence  re&ifofoe  eadi  odier. 
whoever  the  air  was  any  wbcie  number  of 
half  wave  lengths  in  thidmess.  But  ccmsider 
what  happens  at  /,  where  the  air  film  has  a 
thickness  of  |  X.  Here  the  retardation  due  to 
one  round  trip  across  the  film  b  fX;  in  the 
same  manner  h  win  be  seen  that  at  il  and  i  the 
difference  in  phase  is  f  X  and  f  X,  respediv^; 
in  othar  words,  the  two  trains  h^^  differ  hf 
an  odd  number  of  half  wave  lengths,  and  ought 
therefore  to  interfere  destructively,  giving  rise 
to  a  dark  band.  We  are  thus  led  to  expect 
exactly  such  a  series  of  alternate  bright  and  dark  bands  as  those 
observed  with  the  two  pieces  of  plate  glass  in  Fig.  434. 

624.  But  oddly  enough,  experiment  shows  that  the  blade 
band  occurs  at  exactly  the  position  where  the  above  view  would 
lead  us  to  expect  a  bright  band.  The  one  consideration  which 
is  here  needed  to  complete  the  theory,  is  vigry  dearly  set  forth 
by  Professor  Michelson  in  terms  of  Kelvin's  wave  modd,  as 
follows :  *'  This  discrepancy  is  due  to  the  assumption  that  both 
reflections  took  place  under  like  conditions,  and  that  the  phase 
of  the  two  trains  of  waves  would  be  equally  affected  by  the  act 
of  reflection.  This  assumption  is  wrong,  for  the  first  reflectioB 
takes  place  from  the  inner  surface  of  the  first  glass,  while  the 
second  occurs  at  the  oiUer  surface  of  the  second  glass.  The 
first  reflection  is  from  a  rarer  medium  —  the  air ;  while  the  sec- 
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ond  is  from  a  denser  medium  —  the  glass.  A  simple  experiment 
with  the  Kelvin  wave  apparatus  (§  186)  will  illustrate  the  dif- 
ference between  the  two  kinds  of  reflection.  The  upper  end  of 
this  apparatus  is  fixed,  while  the  lower  end  is  free ;  the  fixed  end, 
therefore,  represents  the  surface  of  a  denser  medium,  the  free 
end  that  of  a  rarer  medium.  If  now  a  wave  be  started  at  the 
lower  end,  by  twisting  the  lowest  element  to  the  right,  the  twist 
travels  upward  till  it  reaches  the  ceiling,  whence  it  returns  with 
a  twist  to  the  left,  i.e.  in  the  opposite  phase.  When,  however, 
this  l^  twist  reaches  the  lowest  element,  it  is  reflected,  and 
returns  as  a  twist  to  the 

left  —  so  that  the  refleo-  M  i-Z^ 

tion    is    in    the    same 
phase. 

"  There  is  thus  a  dif- 
ference of  phase  of  one 
half  a  period  between 
the  two  reflections,  and  . 
when  this  is  taken  into 
account,  experiment 
and  theory  fully  agree." 
—  Light  Waves  and 
Their  Uses,  p.  16. 

Accordingly  we  see 
that  destructive  inter- 
ference occurs  when  the  thickness  of  the  film  is  any  even  number 
of  quarter  wave  lengths ;  reinforcement  occurs  when  the  thick- 
ness of  flie  film  is  any  odd  number  of  quarter  wave  lengths. 

626.  Now,  instead  of  thinking  of  these  two  surfaces  AB  and 
CD  (Fig.  435)  as  made  of  glass,  let  us  imagine  them  produced 
as  follows:  A  Bunsen  flame  containing  sodium  is  placed  in  the 
principal  focus  of  a  converging  lens  L.  A  certain  luminous 
particle  S  in  this  flame  emits  a  spherical  wave.  The  lens  L  trans- 
forms this  spherical  wave  into  a  plane  wave,  as  indicated  in 
Fig.  436. 

This  plane  wave  strikes  a  fixed  plane  parallel  plate  of  glass 
R  at  an  angle  of  45°.    The  rear  surface  of  this  plate  is  thinly 
2q 
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Fio.  436.  —  Diagram  of  Micbelson's  interferometer. 
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Fia.  437.~MichelMti'a  Intarfvomstw. 

nut  of  a  screw  whose  axis  lies  in  the  direction  joining  the  mirron 
R  and  M.  From  the  mirror  3/  the  wave  front  is  reflected  nix- 
mally  and  is  transmitted  by  A  so  as  to  enter  the  eye  from  the 
same  direction  as  the  other  wave  front.  '  In  brief  the  inctdent 
wave  front  from  the  source  S  is  split  up  by  the  mirror  R  into  two 
wave  fronts  which  enter  the  eye  in  a  condition  for  interference. 
The  wave  front  from  the  fixed  mirror  F  behaves  exactly  as  if  it 
came  from  its  image  in  the  niiiTor  R,  i.e.  from  a  portion  indicated 
by  the  dotted  line  F'.  Any  wave  front  leaving  M  and  the  corre- 
sponding wave  front  from  F'  may  therefore  be  regarded  as  a  p«r 
of  wave  fronts  replacing  the  two  which  were  reflected  from  AB 
and  CD  in  Fig.  435 ;  only  these  two  surfaces  are  not  fimd  as  were 
AB  and  CD.  Here  the  mirror  M  can  be  moved  with  the  screw 
so  as  to  make  these  two  surfaces  coindde,  or  so  as  to  put  Mther 
one  in  advance  of  the  other.  Not  only  so,  but  one  observes  that 
as  the  mirror  M  advances,  the  fringes  (interference  banda)  move 
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across  the  field  at  the  rate  of  one  fringe  for  each  half  wave  length 
of  advance  in  the  position  of  the  mirror.  Note  that  the  lettering 
in  Fig.  437  is  precisely  the  same  as  that  used  in  the  inmiediately 
preceding  figiu^. 

In  this  manner  Michelson  has  succeeded  in  using  the  wave 
length  of  light  as  a  new  unit  of  length  for  the  accurate  measure- 
ment of  very  minute  distances.  In  1892  he,  in  conjunction 
with  Benoit,  measured  the  standard  meter  at  Paris  in  terms  of 
the  wave  length  of  the  red  cadmium  ray  and  found,  with  an 
error  probably  less  than  one  part  in  a  million,  that  the  meter  is 
equal  to  1553163.5  such  wave  lengths.  The  moral  effect  of 
Michelson's  determination  was  to  render  the  red  cadmium  wave 
length  our  standard  of  length. 

The  extraordinary  accuracy  of  these  measures  is. firmly  estab- 

•        

lished  by  the  recent  work  (1907)  of  Benoit,  Fabry,  and  Perot, 
three  eminent  Frenchmen  who,  using  slight  improvements,  find 
the  meter  to  contain  1553164.13  red  cadmium  waves;   or 

Wave  length  of  red  cadmium  ray  =  6438.4696  X  10"^®  meter. 
This  is  the  value  adopted  by  the  International  Solar  Union  at 
Paris  m  1907. 

IX.     The  Spectroscope 

626.  If  one  observes  a  Bunsen  flame  through  an  ordinary 
(^ass  prism  held  close  to  the  eye,  he  sees  a  succession  of  colored 
images  of  the  flame.  This  series  of  colored  images  is  called  the 
^ectrum  of  the  flame. 

An  instrument  such  as  the  prism  which  will  separate  the  various 
radiations  emitted  by  any  source  of  light  is  called  a  spectroscope. 
Accordingly  we  may  define  spectroscopy  as  that  branch  of  physics 
which  has  for  its  object  the  determination  and  description  of  the 
various  radiations  which  bodies  emit,  reflect,  and  absorb. 

Sources  of  Radiation 

627.  In  practice  we  are  limited  to  two  artificial  sources  upon 
which  we  can  experiment  —  flames  and  electric  currents.  In 
addition  to  these  there  are  a  number  of  natural  sources  whose 
occurrence  is  so  far  beyond  our  control  that  we  can  only  observe 
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them.    The' following  classification  may  be  iiaed  to  sununariBe 
these  facts :  — 


SOUBCES 


Natural 


Artificial 


Lightning 

Stars,  induding  the  Sun 

Comets 

Auroras 

Meteors 

Glowworms 

Candle 

Alcohol 

Bunsen 

Qxyhydrogen 

Arc 

Spark 

Brush  discharge 

Electric  furnace 


Flames 


Electric 
Currents 


The  Bunsen  flame,  devised  by  the  German  chemist  of  that 
name  in  1856,  has  three  marked  advantages  as  a  spectroscopic 

source,  namely :  — 

(i)  It  is  simple  in  construction  and  operation. 

(ii)  Its  outer  mantle  is  almost  totally  devoid  of  any  charac- 
teristic spectrum  of  its  own. 

(iii)  It  possesses  a  high  temperature,  not  less  probably  than 
1788^  C. 

The  electric  arc,  with  a  temperature  lying  probably  between 
3500**  and  3900**  C,  is  exceedingly  efficient  as  a  source  because 
it  easily  volatilizes  any  substance  placed  in  it. 

The  electric  spark,  obtained  by  the  use  of  the  induction  coil, 
is  the  source  of  radiation  which  is  most  generally  convenient 
and  is  most  widely  employed.  In  general,  the  electric  spark 
produces  two  spectra,  namely,  the  spectrum  of  the  electrodes  and 
the  spectrum  of  the  air  or  other  gas  between  the  two  electrodes. 
But  it  was  discovered  by  the  German  mathematician  Plucker,  in 
1858,  that  the  spectrum  of  the  electrodes  may  be  avoided  by 
inclosing  them  in  a  partial  vacuum.  Accordingly,  the  universal 
method  of  studying  the  spectra  of  gases  is  now  to  seal  platinum  or 
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aluminum  electrodes  into  a  glass  tube  and  then  fill  the  tube  under 
low  pressure  with  the  gas  to  be  studied.  The  converse  problem 
of  getting  the  spectrum  of  the  electrodes  without  that  of  the  air 
between  them  has  recently  been  solved  by  Schuster  and  Hem- 
salech,  who  have  proved  that  the  air  ceases  to  become  lumi- 
nous when  a  sufficient  amount  of  inductance  (electrical  inertia) 
has  been  placed  in  the  circuit  through  which  the  spark  passes. 

Separation  of  Radiations 

528.  Let  us  suppose  now  that  we  have  before  us  one  or  more 
of  the  above-mentioned  sources  which  we  wish  to  examine.  The 
next  step  will  be  to  separate  the  rays  of  various  wave  lengths 
so  that  we  may  examine  them  individually.  For  the  student 
may  here  assume,  what  is  the  experimental  fact,  that  each  dif- 
ferent chemical  element  introduced  into  the  flame  or  arc  gives  a 
different  spectrum,  and  one  which  is  peculiar  to  itself. 

The  Prism  Spectroscope 

529.  If  the  source  of  light  be  small  or  linear,  and  if  it  is  neces- 
sary to  make  only  a  hasty  visual  examination,  the  most  convenient 
plan  is  to  view  the  source  through  a  prism  placed  immediately 
in   front   of   the 

eye,  as  indicated  y\  ^.^^'^^^^^ 

in  Fig.  438.  The 
chief  difficulty  in 
the  naked  prism 
is  that  the  source, 
however  small,  is 

.„         ,  .     ,  Fio.  438.  —  A  simple  form  of  spectroscope. 

still  SO  large  that 

the  successive  colored  images  formed  by  the  prism  will  overlap 
each  other,  leaving  the  separation  incomplete.  To  avoid  this 
difficulty  a  small  astronomical  telescope  —  called  a  collima- 
tor—  is  placed  between  the  prism  and  the  source,  as  shown 
m  Fig.  439.  In  the  principal  focus  of  its  objective  is  placed 
a  narrow  straight  slit  with  movable  metal  jaws.  The  source  is 
now  placed  immediately  back  of  this  slit,  or  a  real  image  of  the 
source  is  focused  upon  the  slit  by  means  of  a  lens  called  the  image 
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lens.  '  >n  the  slit  is  properly  placed  and  illuminated,  each 
point  of  it  will  emit  tlirough  the  lens  of  the  collimator  a  beam  of 
nearly  parallel  light,  whose  cross  section  is  the  effective  aperture 
of  the  objective.  If  now  this  emergent  beam  be  examined  through 
a  prism  by  the  naked  eye  as  before,  a  series  of  colored  images  of 
the  slit  will  be  seen,  each  appearing  to  be  at  an  infinite  distance 
from  the  observer ;  and  if  the  slit  is  narrow,  these  images  n'ill  be 
sharp  and  fine  and  easily  separated.  But  they  will  not  in  general 
appear  very  bright,  because  the  human  eje  is  too  small  to  admit 
more  than  a  fraction  of  the  emergent  beam.  Accordingly,  these 
colored  images,  each  at  an  infinite  distance,  are  viewed  through 


Fio.  439.  —  A  prism  Bpeotitwcopfi  ftdjualcd  to  view  one  pKrticutKr  colw. 


another  small  telescope  called  the  view  telescope.  Thla  serves 
to  condense  the  entire  beam  which  emerges  from  the  prism  and 
to  reduce  it  to  another  parallel  beam  just  large  enough  to  fill  the 
aperture  of  the  average  human  eye. 

The  Spectrograph 

630.    When  it  is  desired  to  photograph  a  spectrum,  the  view 

telescope  is  removed  and  b  replaced  by  a  camera  provided  with 

a  photographic  objective.    Such  an  instrument  is  known  as  s 

spectrograph,  a  convenient  form  of  which  is  shown  in  Fig.  440. 

The  Spectrometer 

BSl.   When  the  typical  spectroscope  represented  in  Fig,  439 

is  provided  with  a  graduated  circle  and  so  arranged  that  the 

view  telescope  and  the  prism  can  rotate  about  the  axis  <^  the 
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circle,  the  instrument  is  known  aa  a  spectrometer,  and  can  be 
employed  for  the  measurement  of  prism  angles  {§  503)  and  wave 
lengths  (§  510)  as  well  as  for  the  examination  of  spectra. 

In  the  prLsm  spectroscope  it  h  nearly  alwa>s  necessary  for 
the  sake  of  good  definition  to  place  the  prism  in  such  a  position 
that  it  will  produce  a  minimum  deviation  for  the  pencil  of  rays 


under  observation.  For  it  may  be  shown  by  geometrical  optics 
that,  if  the  prism  be  placed  in  any  other  position,  the  image  of 
a  point  source  will  not  be  a  point,  but  a  line. 

The  Graiing  Spectroscope 

632.  So  far  as  auxiliary  parts  are  concerned,  this  piece  of 
apparatus  is  very  like  the  prism  spectroscope ;  but  as  regards 
its  essential  feature,  the  dispersing  piece,  the  two  instruments 
are  radically  different.  For  the  <lispersion  which  is  produced 
by  a  prism  rests  ultimately  upon  the  fact  that  the  waves  of  longer 
length  travel  through  glass  with  a  higher  speed  than  those  of 
shorter  length;  while  the  dispersing  effect  of  a  grating  is  due 
to  the  fact  that  when  waves  of  different  lengths  are  forced  to 
pass  through  a  narrow  opening,  they  are  all  spread  out  like  a 
fan,  ^  diffracte<i,  —  the  longer  waves  being  more  spread  out,  how- 
ever, than  the  shorter  ones. 

If  a  gas  flame,  turned  low,  or  the  filament  of  an  incandescent 
lamp  be  viewed  through  a  single  narrow  slit  in  a  vi.siting  card,  a 
a.  number  of  spectra  are  seen  on  each  side  of  the  bright  central 
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image.  Tlieae  bave  been  called  by  Traunbioler  "  qpectra  of  the 
first  da88.''  They  aie  not  used  in  qiectiosoopy.  U,  however, 
the  same  source  be  viewed  through  two  or  more  fine  parallel  equi- 
distant slits  placed  dose  together,  say  less  than  lAr  iodx  apart, 
another  series  of  spectra  will  be  observed,  lliese  are  the  comr 
bined  effect  of  li^t  passing  through  several  c^pemngA;  th^  are 
known  as  ''  spectra  of  the  second  dass  "  and  are  |»actiGaIly  the 
only  ones  used  in  the  grating  qiectroscc^. 

These  narrow  equidistant  paralld  slits  were  first  prepared  by 
the  German  optician  lEVaunhcrfer,  at  Munidi,  in  1821«    He  made 
them  by  wrapinng  fine  wire  over  the  threads  of  two  paralld  screws, 
then  soldering  the  wire  to  the  screws,  and  afterwards  cutting 
away  one  entire  aide  of  the  little  cage  thus  fcnrmed.    Sndi  s 
device  he  called  a  gcaling.    The  modem  *  grating  is  made  by 
ruling  straight  lines  with  a  diamond  pcmit  on  a  flat  jdate  of  hi^ 
polished  speculum  metaL    Here  the  hfjixt  is  reflected  from  the 
unruled  surface  between  two  furrows  made  by  the  diamond; 
and  diffraction  occurs  exactly  as  if  the  li^t  had  passed  throagb 
a  narrow  aperture  of  the  same  width.    Sudi  a  device  b  called  a 
reflection  grating,  and  when  placed  where  the  prism  stands  in  an 
ordinary  prism  spectroscope,  we  have  what  is  known  as  a  grating 
spectroscope.     The  student  should  now  review  those  sections  of 
this  book  which  deal  with  the  passage  of  light  through  narrow 
apertures. 

When  a  beam  of  parallel  light  emerges  from  the  collimator 
lens  and  falls  upon  a  grating  placed  with  its  rulings  parallel  to  the 
slit  of  the  collimator,  part  of  the  light  is  reflected  according  to 
the  laws  of  ordinary  reflection,  and  forms  in  the  focal  plane  of 
the  view  telescope  what  is  known  as  the  central  image.  The 
remainder  of  the  light,  however,  is  spread  out  on  either  side  of 
this  central  image,  the  blue  light  being  deviated  least  and  the 
red  light  (longer  waves)  being  deviated  most.  Unlike  the  prism, 
the  grating  yields  several  spectra,  distributed  on  each  side  of  the 
central  image. 

If  monochromatic  light  be  viewed  with  such  an  instrument,  a 
series  of  bright  lines  —  sharp  maxima  —  each  an  image  of  the 
slit,  will  be  seen  oiv  eac\v  ^vSi^  o\  \!cvfc  oeo^x^  vx\&^.    The  image 
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nearest  the  central,  on  either  side,  is  said  to  be  the  "  spectrum 
of  the  first  order,"  the  next  is  called  the  "  second  order  spec- 
trum," etc. 

Position  of  Spectra 

633.  Three  questions  may  now  be  fairly  asked  about  these 
spectral  lines.    The  first  is  as  follows :  — 

Given  light  of  wave  length  X,  what  will  be  the  position  of 
its  line  in  a  spectrum  of,  say,  the  nth  order  ?  The  answer  to  this 
question  is  completely  given  in  the  following  equation 

(a  +  d)(sin  i  +  sin  0)  =  nX,  Eq.  206 

which  has  already  been  derived  in  §  510.  This  equation,  solved 
for  Of  tells  one  in  exactly  what  direction  (angular  position)  he 
must  look  for  the  spectrum  of  the  nth  order  when  the  incident 
light,  of  wave  length  X,  makes  an  angle  of  incidence  i,  upon  a 
grating  whose  rulings  are  a  +  d  centimeters  apart. 

Resolving  Power  of  a  Grating 

634.  A  second  question  is  this.  What  is  the  smallest  differ- 
ence of  wave  length  which  two  lines  may  have  and  yet  be  rec- 
ognized as  double  by  use  of  any  particular  grating  ? 

It  is  not  difficult  to  show  that  the  sharpness  of  the  image  of 
any  linear  source  of  light,  such  as  the  illuminated  slit  of  a  spec- 
troscope (§  529),  viewed  through  a 
grating,  varies  directly  as  the  num- 
ber of  lines  on  the  grating.  The 
same  source  presents  very  different 
appearances  according  to  the  num- 
ber of  apertures  through  which  it  is  («)  W  (^) 
viewed.  If  ordinates  represent  in-  Fio.  441.  —  iiiuatrating  the  eflfect  of 
tensitiesand  abscissas  wave  lengths,  "°*"  '^'^^  ^«"  '^^^'^^^^^  p°^"'- 
(a)  in  Fig.  441  will  illustrate  the  broad  diffuse  appearance  of  a 
line  when  seen  through  a  grating  of  few  rulings :  (6)  and  (c)  show 
the  same  line  through  gratings  which  contain  more  lines.  The 
reason  for  this  is  as  follows :  suppose  the  spectrum  of  the  nth 
order  to  be  seen  in  any  direction  0 ;   then  if  the  incident  ro.Y  V^ 
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normal  to  the  grating,  we  have 

(o  +  d)  sin  fl  =  n\.  Eq.  205 

If  N  be  the  total  number  of  lines  in  the  grating,  we  have 
JV(o  +  d)  sin  9  =  Nn\  =  retardation  of  last  ray  over  the  first 
ray.  This  retardation  would  amount  to  ED  in  Fig.  422.  Sup- 
pose now  that  the  direction  of  view  be  changed  from  fl  to  I?',  a 
very  small  amount,  so  that 

JV(a  +  d)  sin  6'  =  Nn\  +  X  =  Nn\', 

in  other  words,  so  that  the  retardation  of  the  last  ray  becomes 
one  wave  length  greater  than  before.  We  shall  then  have  de- 
structive interference  between  the  light  from  the  two  halves  of  the 
grating.  If  it  contain  one  thousand  lines,  the  light  from  the 
first  aperture  will  be  just  half  a  wave  length  ahead  of  that  from 
the  SOlat  aperture :  in  like  manner  the  second  aperture  interferes 
with  the  502d ;  and  so  on. 
From  the  two  preceding  equations,  it  follows  that 

^^P  (fl  +  d){3in  e'  -  sin  fl)  =  n(\'  -  X)  =  K         Eq.  209 

^^^  N 

which  means  that  for  any  given  wave  length  the  angular  dis- 
tance from  a  point  of  maximum  intensity  0  to  the  next  mini- 
mum 9'  is  inversely  proportional  to  the  total  number  of  lines  N 
on  the  grating  and  to  the  spacing  of  the  lines. 

The  ability  of  a  grating  to  separate  the  images  of  b  sin^ 
source,  emitting  two  nearly  equal  wave  lengths  X  and  X',  is  called 
its  resolving  power.  It  follows  from  the  preceding  equation  that 
the  numerical  value  of  the  resolving  power,  which  we  shall  denote 
by  R,  b  measured  by  the  following  expression :  — 

Eq.  210 

where  X  -~  X'  is  the  difference  of  wave  length  between  the  dosest 
images  which  the  grating  will  show  as  double.  Evidently  this 
resolving  power  depends  {if  the  graiing  he  -perfect  in  other  respedi) 
upon  the  product  of  ttie  total  number  of  rulings  on  the  patiBi 
^  bjr  Ibe  order  ol  &a  B9«cAram.  i^. 
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Brightneas  of  Spectra    • 

635.  The  third  question  is,  How  bright  will  any  particular 
spectrum  be  compared  with  the  intensity  which  one  would  obtain 
by  use  of  a  single  aperture  of  the  same  width  as  those  on  the 
grating  ?  The  complete  answer  is  too  long  a  story  for  thb  volume, 
but  the  result  is  as  follows :  — 

If  /  b  the  intensity,  in  any  given  direction,  of  the  spectrum 
of  a  monochromatic  source  of  Wave  length  X,  produced  by  a 
grating  which  has  N  lines  ruled  upon  it  at  the  uniform  distance 
of  a  +  d  cm.  apart,  then 

sur       ^     — ^ 

i^r i—ta^'  Eq-211 

2 

where  r  is  the  intensity  which  a  single  aperture  would  give  in 
the  same  direction.  The  "  given  direction  "  is  here  defined  by 
/i>  whose  value  is 

M  =  —(sin  i  +  sin  $), 

A 

where  the  algebraic  symbols  have  the  same  meaning  as  in  Eq. 
206. 

B36.  In  1883  Rowland  invented  a  concave  grating  spectroscope, 
the  dbtinguishing  feature  of  which  is  that  it  requires  neither 
collimator  nor  view  telescope,  consisting  as  it  does  of  a  grating 
ruled  upon  a  concave  spherical  mirror  of  speculum  metal.  If 
one  has  regard  both  to  convenience  and  resolving  power  this 
instrument,  for  general  spectroscopic  purposes,  is  probably  un- 
excelled. 

The  Echelon  Spectroscope 

637.  Measured  by  resolving  power  the  echelon  spectroscope 
devised  by  Michelson  in  1898  is  a  still  more  eflfective  instru- 
ment. This  is  essentially  a  grating  with  only  a  few  rulings,  in 
which,  however,  the  form  of  the  ruling  or  groove  is  given  a  per- 
fectly definite  form.  The  result  is  obtained  by  using  a  pile  of 
from  ten  to  thirty  plane  parallel  glass  plates  of  equal  thickness. 
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the  edge  of  eadi  plate  being  atic^itijr  diqphced  over  that  of  its 
oeighbOT.  The  U^  ranlviiig  power  is  here  obtained  by  the 
use  of  spectra  of  hi^  otdera»  even  as  hi^  as  twmxty  or  thirty 
thousand. 

FteofcnpuBi  or  SFBcnoeooFr 

BS8.  The  scienoe  oi  speetroeoopy  is  a  kurge  and  independent 
sobject.  whiph  must  be  left  for  later  study.  But  it  may  be  here 
rtated  jlliat  the  «itire  structure  13  built  upon  a  foundation  oon- 
sisting  of  something  like  the  f (blowing  prindides :  *:- 

(i)  Spedra  of  Oomb.  —The  emission  qiectnim  id  a  gas,  unless 
stronj^  con^»essed,  is  always  a  qiectrum  of  bright  lines. 

(ii)  Kirehkqfs  Xoicw.^  (1)  Tlie  ratio  of  the  thennal  emissfam 
to  the  absorption,  in  a  sdid  or  liquid  body,  depends  upmi  the 
temperature  only;  and  (2)  this  ratio  is  nummcally  equal  to 
the  emisrion  of  an  absolutely  Uadc  body  at  the  same  tenqmar 
ture. 

(iii)  Doppfef'^  Prmeifle. — The  effect  of  motion  in  die  fine 
ct  si{^t  is  to  apparently  shorteli  the  wave  length  when  source  and 
observer  approach  each  other ;  and  to  lengthen  the  wave  length 
when  source  and  observer  recede  from  each  other.  See  §  207. 
It  is  by  use  of  this  principle  that  the  rate  of  approach  of  the 
"  fixed  "  stars  is  measured. 

(iv)  Principle  of  Humphreys  and  MoKUr.  —  Effect  of  in- 
creased pressure  about  the  source  is,  in  general,  to  slightly  increase 
the  wave  length. 

(v)  The  Zeeman  Effect.  —  When  a  source  of  light  b  placed 
in  a  strong  magnetic  field,  each  individual  line  in  its  spectrum 
will,  in  general,  become  a  triplet,  or  a  still  more  complex  line. 

(vi)  The  Stark'LoSurdo  Effect.  —  When  a  source  of  light  is 
placed  in  a  strong  electric  field,  each  individual  line  in  its  spectrum 
will,  in  general,  become  a  more  complex  line. 

(vii)  Temperature  Effects.  —  (1)  The  maximum  radiation  of 
a  solid  body  varies  as  the  fifth  power  of  its  absolute  tempera- 
ture. (2)  The  wave  length  of  the  maximum  radiation  from  a 
solid  body  varies  inversely  as  the  absolute  temperature  of  that 
body.    See  |  274. 
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(viii)  Law  of  Spectral  Series.  —  It  has  been  shown  by  Kayser 
and  Riinge  and  Rydberg  and  others  that,  in  the  case  of  many 
chemical  elements  nearly  all  their  spectral  lines  are  arranged  in 
series,  and  that  their  respective  wave  lengths  X  may  be  computed 
from  the  following  formula :  — 


X  (m  +  C)2 

in  which  A,  fi,  and  C  are  constants  for  each  series  and  m  denotes 
the  natural  numbers  beginning  with  3.  Each  chemical  element 
has  its  own  different  characteristic  values  for  the  constants  A 
and  C.  This  fact  is  the  foundation  of  spectrum  analysis,  a 
great  science  which  has  made  a  "  triple  alliance  of  astronomy, 
chemistry,  and  physics." 

639.  In  conclusion  the  student  is  warned  not  to  think  of  the  pre- ' 
ceding  outline  of  optics  as  anything  but  a  very  incomplete  sketch. 
For  instance,  the  entire  subject  of  color  vision  and  color  mixture 
has  been  omitted;  likewise  the  phenomena  of  polarized  light. 
The  subject  of  astrophysics  has  not  been  touched  upon.  These 
and  many  other  interesting  topics  are  discussed  in  the  following 
books :  — 
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HuTOENS.  Treatise  an  Light.  Translated  from  the  French  by  S.  P. 
Thompson.     (Macmillan,  1914.) 

Newton.    Opticks.    London,  1704.    Price  approx.,  S5.00. 

MiCHELSON.  Light  Waves  and  Their  Uses.  (Univ.  Chicago  Press, 
1902.) 

Kayser.  Handlmch  der  Spectroscopie.  (Leipzig,  1900-1912.)  Six  vol- 
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Hastings.  Light,  a  Consideratian  of  the  More  Familiar  Phenomena  of 
Optics.     (Scribners,  1901.) 

Wood.    Physical  Optics.    2d  Ed.     (Macmillan,  1914.) 

Edser.    Light  for  Students.     (Macmillan.) 

PoYNTiNG.  Pressure  of  Light,  pp.  103  (Soc.  Prom.  Chris.  ICnowledge, 
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Fmnklin's  t 
Franklin,  B  ill. 

PraunhaffT.  J.  t..  G70.  601. 
Frae  vibration*,  318. 
Frequency,  definitioci  of,  258. 
Fretnel.  A..  fi70. 
PrcRnel  Koaes,  S72. 
FriotlDn,  wort  of.  13S, 
Fulcrum,  133. 
FuBioa,  heat  at.  339. 

Uoede  pump,  IBS. 

Unwle'ti  moleculnr  pump,  109. 

Ga/(,  HenniG..5y\. 

OaUleo,  2.  3.  4f),  6S,  74,  128,  156,  Did. 

271,  282,  520,  68f). 
GaUon.  Francis,  25S, 
Go^ranf.  L..  426. 
Qaivauometer.  437,  466.  486. 
Gu-coiutaiit,  320. 
Gu  eogioes,  348. 
Gam*,  defined,  146. 
Gases,  kinetic  theory  of.  321. 
Gaoes,  properties  of.  184. 
Om  therrncimtter.  285, 
Oawn,  K.  F..  178. 

QnUfiS,  unit  of  nia^netip  inteniity,  363, 
aau-Lutae.  J.  L..  31S. 
QenenttoT,  electric,  490,  493. 
OtrOner,  F..  210. 
Oaryk  pump,  197, 
Gcvura.  337. 

OiOKTl.  WUliam,  363,  3C4,  384. 
Glaciers,  theory  of,  326. 
Gnome  eagine,  the,  349, 
Goidtlein,  E..  607. 
Golf  ball,  theory  of.  171. 
Oram,  definitiou  of,  63, 
Grating,  diffrartion.  575, 
Grating,  roaolviag  power  of,  601, 
GrtLting,  spectroscope.  599. 
Gravitation.  87,  114. 
GntvitatioDBl  constant,  IIS, 
Gravity  ceU.  432. 
Grau,  Blitha.  496. 
Grau.  Stephen.  3S7.  39S. 
Green.  George,  404. 
(Jretnhia,  Sir  George.  130. 
Orouping  of  cells.  446. 
Guxrielu.  Otto  ton.  ISA. 
GuiUaume,  C.  B..  46,  309. 
Guitnr,  270, 
Guthe.  K.  E..  40. 
Gyroscope.  The,  94. 

BaU.  E.  H..  296, 

NaUey.  E..  552. 

Hammer  break.  Ixihavior  o(,  601. 

Harmonic  curve,  54. 

Harmonica,  261. 


Harp,  272, 

Hartmann.  George,  358. 

Hiutinai.  C.  S..  433,  606, 

Beart,  human.  105. 

Heal  engiaea.  345. 

Healh,  T.  L..  206. 

Heating  effect  oF  on  elcot^i(^  eurrent.  4At. 

Heat  of  (usion.  339. 

Heat  of  vaporiiatiiin,  339. 

Heat,  theory  of.  276. 

HetmiiolU.  H..  126. 

Henni.  Joseph.  42U,  489,  SOS.  | 

Heroiiitut.  1.  I 

Herithel.  CUmms.  169. 

Herli.  H..  504. 

Hookt,  Robert,  150,  2S3. 

Hooke'a  law,  150. 

Uoriiontal  component  of  earth's  Geld, 

366. 
Harrar  vaeui,  185. 

Horse-power.  deGned,  132.  I 

Huohea.  D.  E..  497.  I 

HuO,  a.  F.,  305.  ' 

Human  eye.  583. 
Human  heart,  196. 
Humpkreus,  W.  J..  188.  402,  60*. 
H'ixlev.  T.  H..  234. 
HuuO"".  C,  73.  93,  97,  107,  126,  156. 

527,  533. 
Huygens'  Principle,  633. 
Hydratilic  mining.  231 . 
Hydraulics,  165, 
Hydrastuticti.  157, 

IcB  pail  experiment  of  Faraday.  398. 

ideal  gas  scale  of  temperature,  345. 

Ignition  spark,  500. 

illuminatioa,  defined.  517. 

Image,  cooalfuclion  of.  in  leni.  561. 

Image  lens.  697. 

Incandescent  lamps,  466. 

Inclined  plane,  136. 

Inclined  plane  experiment  of  Galileo,  99. 

Index  of  refraction,  definod.  544. 

Induced  currents.  476. 

Induction  coil.  409. 

Induction,  electmatatic.  395. 

Induction,  magnetic,  370. 

Inertia.  57  et  sq. 

Inertia,  moment  of,  60.  128. 

Inertia,  rotational.  68,  128. 

Influence  macbiuc.  39S. 

IngersoU  and  Zobel.  350. 

Inleneity  of  luminous  source,  518. 

Intensity  of  magnetiiation  defined,  373 

Intensity  of  sound,  253. 

Interieronco  of  light  wavee,  524  el  ig. 

Interference  of  waves  in  Btriocs,  223. 

Interference,  optical.  669. 

luterferomeler.  590. 
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Intermittent  currents,  477. 
Internal  combustion  engines,  348. 
International  ampere,  440. 
International  Bureau  of  Weights  and 

Measures,  64. 
International  candle,  519. 
International  volt,  445. 
International  watt,  465. 
Interval,  musical,  264. 
Invar,  310. 

Inverse  square  law,  518. 
Inversion  of  waves,  225. 
Inversion,  thermo-electric,  471. 
Ions,  460. 

Jeans,  J.  H.,  156. 
Jets,  liquid,  178. 
Joule,  defined,  122. 
Joule,  J.  P.,  461. 
Joule-Kelvin  experiment,  334. 
Joule's  equivalent  of  heat,  340. 
Joule's  law,  464. 
Jurin's  law,  180. 

Kamerlingh-Onnea,  H.,  449. 

Kaye  and  Laby  —  quoted   throughout 

the  volume. 
Kayeer,  H.,  605. 
Kelvin,  Lord,   147,  233,  288,  343,  354, 

420. 
Kelvin's  wave  model,  209. 
Kepler's  Laws,  114. 
Key,  telegraph,  489. 
Kilowatt-hours,  466. 
Kinematics,  6,  44. 
Kinetic  energy,  126. 
Kinetic  theory  of  gases,  321. 
Kirchhoff,  Gustav,  6,  306. 
K6nig,  Rudolph,  251. 
Krakatoa,  explosion  of.  249,  275. 
Kundt's  resonance  tube,  238. 

Lamb,  H.,  156. 

Lambert,  J.  H.,  285. 

Langevin,  P.,  378. 

Langley,  S.  P.,  305. 

Laplace,  P.  S.,  246,  404. 

Larmor,  Sir  Joseph,  156. 

Latent  heat,  339. 

Laue,  M.,  508. 

Lavoisier,  A.  L.,  23,  62,.  187. 

Law  of  Buys-Ballot,  192. 

Law  of  inverse  squares,  electric,  390. 

Law  of  van  der  Waals,  204. 

Law  of  Wiedermann  and  Frans,  294, 

450. 
Laws  of  motion,  Newton's,  78  et  sq. 
Lead  tree,  456. 
L^Msdew,  P.,  305. 
Leclanch6  cell,  433. 


LeibniU,  G.  W„  126. 

Lenard,  P.,  402. 

Length,  unit  of,  11. 

Lenses,  555. 

Lens's  law,  495. 

Levers,  132. 

Leyden  jar,  417. 

Libra,  73. 

Lift  pump,  196. 

Light,  512. 

Lightning,  protection  against,  401. 

Light-waves,  524  et  sq. 

Linde,  C„  333,  336. 

Lines  of  force,  electric,  394,  409. 

Lines  of  force,  magnetic,  359,  375. 

Liquefaction  of  gases,  333. 

Liquid  bodies,  defined,  146. 

Liquid  jets,  178. 

Liquids,  properties  of,  157. 

Little,  Charles  J.,  234. 

Lodge,  Sir  Oliver,  431,  503. 

Longitudinal  waves,  defined,  221. 

Loops,  220. 

Lorentz,  H.  A.,  294,  450. 

Lowell,  J.  R.,  473. 

Lumen,  defined,  519. 

Luminous  flux,  517. 

Lux,  defined,  520. 

Luxfer  prisms,  550. 

Lyman,  C.  8.,  211. 

Mach,  E.,  156,  238. 
Magic  lantern,  584. 
Maoie,  W.  F.,  176. 
Magnetic  axis,  355. 
Magnetic  declination,  355. 
Magnetic  field,  395. 
Magnetic  induction,  370. 
Magnetic  meridian,  355. 
Magnetic  moment,  366.  373. 
Magnetic  permeability,  375. 
Magnetic  shell,  483. 
Magnetic  susceptibility,  373. 
Magnetic  theory,  376. 
Magnetic  variation,  380. 
Magnetism,  leading  facts  of,  353. 
Magnetite  arc-lamp,  469. 
Magnetisation,  intensity  of,  373. 
Magnetometer,  theory  of,  366. 
Magnification,     produced     by    mirror 

538. 
Magnus,  H.  G.,  171. 
Major  chord,  265. 
Major  triad,  265. 
Malus,  E.  L.,  528. 
Manometric  flame,  251. 
MariotU,  E.,  202. 
Mass,  center  of,  66.  110. 
Mass,  moment  of,  66. 
I   Mass,  unit  of,  63. 


HattH,  VMM  pnw«titB  tf,  IST. 
UirtUr.  nUak  of  MMfir,  US. 
MmmAJ.C.  M,  m  88,  sn  378.  Ul, 
401.  MM. 


D.  C.  368,  378. 

'    nMtw,  4Sft. 

A.  J..  808. 


>.  681. 
Mirror,  ■pheric&l,  S35. 
Model  of  voltaic  c«U.  432. 
Mohter.  J.  F..  604. 
Moment,  mBgDetic,  defined,  360. 
Moment  of  ioertia,  128. 
Momentum,  Bngul&r.  OH,  79. 
Momentum,  linear,  67,  79. 
Morin'B  laws  □(  friction,  139. 
Motion,  relative.  32. 
Motion,  simple  hannonlc,  47. 
Motor,  electric.  404. 
Moving  coil  salvsnometer,  465. 
MUtuUrbtTg,  H.,  5. 
MuHical  echo,  246. 
MuiicBl  interval,  264. 
Muidcat  nomSDClature,  267. 
Music  ai  scale,  264. 
MutgchtrAroek.  Fitter  van,  417. 

Neap  tides,  225. 

JVsununn,  F.  E.,  480. 

Neumann's  equation,  461. 

Newton.  Sir    Itaac,  3,   17,  62,  74,   lU, 

126,  301. 
Newton'a  Lavs  of  Motion.  76  et  tq. 
NichoU.  E.  F.,  304. 
Nitrogen  filled  lamps.  466. 
Nodei,  226. 


Nuse,  distinEuished  fn 

243. 
Normal  atmaspherle  p 


Objective.  587,  588. 

Octave,  264. 

OtTtltd.  H.  C.  437,  47S. 

Ohm.O.  S..  441. 

Ohm's  Law,  441. 

Ohm.  The.  442. 

Opaque  bodies.  deGaad,  filS. 

0|iera  elau,  589. 

Optical  center,  SBO. 

Optica]  disk  of  TatBMlL  54S. 

Ojitioal  instrumento,  883. 

OrEao  pipes,  268. 

Oscillatory  discharas,  U9,  tOi, 

Otlo  cycle.  The,  348. 

OvertoDM,  261. 

PaciruMi.  A.,  495. 
PtirallelogrHm  of  fottm,  88. 
Paramngnetiam.  373. 
Tanona'  sleun  lurhiaa,  8i7. 
Particle,  dehncd,  6. 
Fascal,  Blauc.  IMt. 
Path,  definition  of.  SI. 
Pavement  lighU.  HSU. 
Peltier  effect.  471. 
Pender,  Harold,  423. 
Pendulum.  1U7. 
Pendulum,  magnetic.  387, 
Pendulum,  physcal,  111, 
Pendulum,  reversible,  112. 
Pendulum,  simple,  107. 
Pendulum,  torsion.  1S3. 
Perfect  gas,  definition  of,  320. 
Period,  defined.  41. 
Period  of  S.  H.  M.,  4B. 
Perkim.  H.  A..  350. 
Permeability,  magnetic,  378. 
Pemel,  J.,  282. 
Perot,  A..  505. 
Perpetual  motion.  126. 
Ferrin,  J„  506. 
Perversion  o[  wave*.  22S. 
P/und.  A.  H..  304. 
PhaaeotS.  H.  M.,  60. 
Pholoniotry,  617. 
Physical  pendulum.  111. 
Physics.  deSnJtioD  of,  S. 
Piano.  271. 
Pitch,  muaicat,  257. 
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Poinaot,  L.,  87. 

Polar  oo5rdinate8,  8,  10. 

Polariiation,  electric,  433. 

Polariiation  of  light,  526  et  tg. 

Polygon  of  forces,  84. 

Porro,  J.,  590. 

Position,  6,  10. 

Potamian  and  Walsh,  423. 

Potential,  electric,  404. 

Potential  energy,  128. 

Potential,  measurement  of,  414. 

Poundal,  76. 

Pound  avoirdupois,  64,  75. 

Power,  defined,  131. 

Power  of  a  lens,  559. 

PoytUing,  J.  H„  605. 

Poynting's  apparatus,  439. 

Practical  units,  440,  442,  451. 

Precession,  94. 

Pressure,  defined,  158. 

Pressure,  units  of,  158. 

Principle  of  Huygens,  533. 

Prism  binocular,  590. 

Prisms,  563,  597. 

Projection  lantern,  584. 

Proof  plane,  385. 

Properties  of  matter,  57. 

Properties  of  matter,  special,  157. 

PuU,  in  golf,  171. 

PuUies,  133. 

Pumps,  194. 

Puptn,  M.  I.,  497. 

Pure  rotation,  17. 

Pure  translation,  17. 

Pjrrometry,  286. 

Quality,  miisical,  259. 

Radian,  defined,  13. 

Radiation  of  heat,  300. 

Radiograph,  508. 

Radiometer,  304. 

Radiomicrometer,  304. 

Rain,  explanation  of,  337. 

Rayleigh,  Lord,  272,  436. 

Real  image,  537. 

Reaumur  degrees,  281,  284. 

Rectangular  coordinates,  7,  10. 

Rectilinear  propagation  of  light,  514, 

580. 
Reflection,  as  special  case  of  refraction, 

554. 
Reflection  grating,  600. 
Reflection  of  light,  530,  541. 
Reflection  of  sound  waves,  243. 
Reflection  of  water  waves,  213. 
Refraction  at  plane  surfaces,  553. 
Refraction,  explanation  of,  545. 
Refraction  of  water  waves,  212. 
Refractive  index,  measurement  of,  565. 


Regelation,  326. 

Regnatdt,  H.  V.,  285,  313. 

Replica,  579. 

Resistance,  electrical,  441. 

Resistance  thermometers,  286. 

Resistivity,  446,  463. 

Resolving  power  of  a  grating,  601. 

Resonance,  electrical,  503. 

Resonance,  sympathetic,  219. 

Resonators  of  Helmholts,  261. 

Resultant.  16,  84. 

Reversible  pendulum,  112. 

Rey,  Jean,  283. 

Richardson,  O.  W„  294. 

Richer,  J„  73. 

Richmann,  G.  W„  289. 

Rigid  body,  defined,  144. 

Rigidity  modulus,  152. 

Ripples.  214. 

Rock-salt,  thermal  properties  of,  303. 

Roemer,  Ole,  521. 

Rolling  friction,  141. 

Ross,  Sir  James,  364. 

Rowland,  H.  A.,  289.  378,  420,  579,  603. 

Rumford,  Count,  340. 

Rumford  photometer,  518. 

Rydbero,  J.  R.,  605. 

Safety  lamp  of  Davy,  295. 

Saturated  vapor,.  329. 

Savcury,  Filix,  501. 

Scalar  quantities,  9. 

School,  Father,  283. 

Second  of  time,  definition  of,  23. 

Seebeck  e£Fect,  470. 

Self  inductance,  502. 

Semitone,  defined,  267. 

Series  in  spectra,  605. 

Shakespeare,  W„  78,  207. 

Shaw,  Sir  W,  N.,  206; 

Shearer,  J,  S.,  33,  55,  106,  171.  205,  275. 

Shearing  modulus,  152. 

Shunt,  487. 

Sidney,  Sir  PhUip,  384. 

Simple  Harmonic  Motion,  47. 

Simple  Harmonic  Motion,  angular,  53. 

Simple  Microscope,  585. 

Simple  Pendulimi,  107. 

Simpson,  O.  C,  402. 

Sine  Curve.  54. 

Siphon,  200. 

Skiascopic  eye,  584. 

Slice,  at  golf,  171. 

SneU,  Willebrord,  544. 

Soap  bubbles.  183. 

Solid  body,  defined,  145. 

Solitary  waves  in  air,  242,  249,  275. 

Solitary  waves  in  strings,  222. 

Sound,  234. 

Sounder,  telegraph,  489. 


Bounding  ho"^    theory  of,  256, 

Bound,  Bpeo(  !45.  2A0. 

SaalluiU.  J,  B06. 

Spark  coil,  ivi,. 

Sp&rh.  electric.  596. 

Specific  gt»vity.  65. 

gpooific  heat,  390. 

gpeolfio  bmta.  table  of,  202. 

Specific  inductive  capacity.  391.  417. 

Bpectra.  brigbtnera  of,  003. 

Bpectnd  serieo.  605, 

Speelra  of  the  first  olam.  570. 

Spectra  of  tbe  second  claaai  S75. 

SpeolroRTBpb,  598. 

SpectroniEtar,  598. 

3peotro«cope.  595. 

^perttoseopy,  priuciplcs  of.  OOl. 

Bpectrum  anatyaia,  605. 

Speed.  23. 

Speed.  BDKular.  28. 

Speed  of  Usht,  520. 


Speed  of  waves  in  utriogi!,  2211 


I 

1      Sphoricftl  aberration.  562, 
I      Bprensol  pump,  197, 
-M      Spriog  tidM,  225. 
J        Stability  of  aoBtiag  Indies,  163. 

Standard  «ell.  43S. 

Standard  current,  440. 

Standard  nwatanoes.  443. 

Standard  tempera  turea,  2  ST. 

Sialics,  a7. 

Stationary  waves  in  air.  23il. 

StatJODoty  wavee  in  striuEH.  226. 

Stationary  waves  in  water.  214. 

Steady  motion,  de&ned.  tS8. 

Steam  engine,  345. 

Steam  turbine,  348. 

Stefan -Boltimann  law,  305. 

atmviuon.  R.  L..  353, 

aietiniu,  S.,  126.  163. 

Stewart-Kirrhboff  law.  306. 

Si«*e«,  Sir  Gaorgf,  150.  255.  510, 

SKmfv.  G-  John*Umr.,  460. 

Storage  celix,  434. 

Strain.  deBned.  147. 

Slmllon.  S.  W.,  64. 

Stream  lines.  168. 

StTBBa.  defined,  U7. 

Slurffeon,  WOliajn.  480. 

Super-oonductors,  450. 

Surface  leaaion.  172,  21S, 

Sympathetic  reeonance,  210,  227, 

Table  of  critiral  doU,  333. 
TaU.  P.  a..  171,  223.328. 
TalnalL.  R.  R.,  543. 
Telephone  of  Bell  and  Gray.  496. 
Telescope,  astrooomical,  5H7. 


Temperature,  defined,  27S. 

Temperatures,  table  of  standard,  287. 

Tempered  scale,  in  music.  268. 

Thala.  1,  384. 

Therroal  conductivity,  297. 

Thermocouples,  303. 

Tbermodynamics,  first  lav  of,  343. 

Thermodynamics,  second  law  of.  343. 

Thermoelectric  rurrsnls.  4T0. 

Thermoelectric  power,  471. 

Thermogalvanomeler,  46fl, 

TherDUiiiieter.  electrical  reaistontc,  28A 

Thermometer,  mercury,  2S0. 

Thermometry.  279. 

Thermos  boiclea.  336. 

Thompum,  S.  P..  423.  606, 

Thamtim.  Sir  J.  J..  67.  ISA,  378. 

Thundorstarm.  theory  of,  403. 

Tides.  210, 

Timbre,  musical,  259, 

Taepler.  A..  238. 

Top,  spinniDg,  94. 

Torque,  definition  of.  70. 

ToiricelU.  K..  185. 

Torricelli'i  theorem,  1S6. 

TnrsioD  pendulum,  163. 

Total  niHeclion.  547. 

Transformer,  497. 

Tnmslueont  bodtn,  defined,  514. 

Transmlsaion  grating,  678. 

Transmitter,  telephone.  406. 

Transparent  K>diee,  defined,  513. 

Trauaverso  waves,  defined,  331. 

Trochoidal  waves,  311. 

Trombone,  270. 

Trouadaie,  E.  A..  380. 

Tube  of  flow,  IBS, 

Tube  of  force.  395. 

Tungsten  filament  lompe,  467. 

Turbine,  steam.  346. 

Twist.  18, 

Tiflutall.  John.  275. 

Uniplanar  motion.  20. 

I'nit  magnet  pole,  definition  of.  362. 

Unit  of  aocolcration,  35,  36. 

Unit  of  angle.  13. 

Unit  of  capacity,  461. 

Unit  of  electric  current.  440. 

Unit  of  electrification.  392. 

Unit  of  electromotive  force,  436,  4SL 

Unit  of  heat,  389, 

Unit  of  length.  11. 

Unit  of  mass.  63. 

Unit  of  optical  power.  559. 

Unit  of  power,  132, 

Unit  of  pressure.  158. 

Unit  of  resistance.  442. 

Unit  of  speed,  24, 

Unit  of  work,  131. 
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anita,  C.G.S.,  64. 

Units,  derived  and  fundamental,  63. 
Units  of  photometry,  519. 
Universal  gravitation,  114. 

Vacuimi  pump,  196. 

Vacuimi  tube  discharge,  505. 

Valency,  460. 

van  der  Menabrugge,  174. 

van  der  Waals'  equation,  334. 

van  der  Waals,  law  of,  204. 

Vapor  distinguished  from  a  gas,  330. 

Vaporisation,  heat  of,  339. 

Variation,  magnetic,  380. 

Varignon,  P.,  17. 

Vectors,  9. 

Vectors,  addition  of,  15. 

Velocities,  addition  of,  31. 

Velocity,  22,  25. 

Velocity,  angular,  28. 

Velocity  of  a  body,  27. 

Velocity  of  light,  620. 

Velocity  of  sound,  245,  250. 

Velocity,  unit  of,  24. 

Vena  contracta,  107. 

Ventral  segments,  226. 

Venturi  water  meter,  169. 

View  telescope,  598. 

Viola,  271. 

Violin.  271. 

ViolonceUo,  271. 

Virtual  image,  537. 

VUruviua,  73. 

Volt,  436. 

VoUa.  A.,  397,  426. 

Voltaic  ceU.  426,  444. 

Volt,  defined.  481. 

Voltmeter,  Weston,  485. 

WaUi8,  J.,  78. 

Water  hammer.  176. 

Water,  thermal  expansion  of,  316. 
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The  book  is  thoroughly  adapted  to  the  actual  requiiements  of  the 
classhxxn,  on  account  of  the  general  mode  of  presentation  by  which 
the  student  is  led  gradually  from  a  consideration  of  simple  and 
familiar  physical  phenomena  and  the  principles  and  theories  evolved 
therefrom  to  a  study  of  more  complex  phenomena  and  more  intricate 
problems.  To  present  the  fundamental  fisicts  of  physics  in  clear, 
concise  and  teachable  form  that  arrangement  of  topics  has  been 
chosen  which,  in  the  experience  of  the  authors,  has  been  found  to 
lend  itself  most  readily  to  a  simple  and  natural  treatment  of  the  sub- 
ject as  a  whole,  viz.:  Mechanics  (125  pp.),  Sound  (56pp.),  Heat 
(91  pp.),  Electricity  and  Magnetism  (184  pp.),  Light  (156  pp.). 

The  treatment  of  the  various  subjects  is  pre&ced  with  a  brief  but 
explicit  statement  of  the  different  theories  which  have  contributed 
to  the  progress  of  the  science.  Special  effort  has  also  been  made  to 
bring  within  the  comprehension  of  the  average  college  student  the 
results  of  modern  theories  and  recent  investigations.  To  this  end 
the  electron  theory,  radioactivity  and  radiation  have  been  given 
somewhat  more  than  usual  prominence. 
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After  a  wide  use  for  twenty-one  years,  this  book  now 
comes  from  the  press  in  a  completely  revised  form,  which 
incorporates  the  progress  of  the  science  during  this 
period,  and  brings  the  treatment  abreast  of  the  most 
recent  developments  in  theory  and  practice. 

Not  only  have  the  various  topics  taken  up  in  the  older 
book  been  brought  to  date  and  expanded  where  neces- 
sary to  meet  the  needs  of  teacher  and  student,  but  the 
newer  phases  of  the  subject  have  been  covered  in  the 
same  clear,  direct  manner  which  made  the  earlier  volume 
popular  as  a  text 

Entirely  new  chapters  are  devoted  to  the  Electron 
Theory,  to  Wireless  Telegraphy,  to  the  Transmission 
and  Distribution  of  Power,  and  to  Electric  Traction. 
In  fact,  progress  in  the  development  of  the  industrial 
applications  of  electricity  has  been  so  great  in  the  past 
decade  as  to  necessitate  the  remodelling  of  the  latter  half 
of  the  book.  Throughout  the  book  modem  progress  in 
construction  and  industrial  application  is  described,  and 
illustrated  by  many  drawings. 
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Develops  in  logical  order  the  more  important  numerical  relations 
existing  among  the  principal  quantities  employed  in  electricity  and 
magnetism.  No  attempt  is  made  to  present  any  phy.sical  theory  as 
to  the  ultimate  nature  of  electricity  and  magnetism  or  any  mechanism 
by  which  electric  and  magnetic  clianges  lake  place.  The  relatioDS 
are  developed  from  definitions  and  elementary  laws  which  are  pur- 
posely stated  in  language  free  from  the  terms  and  conventions  o 
any  particular  physical  theory-  Only  those  relations  which  a 
damental  to  the  design  of  the  various  machines  and  ins 
used  ID  engineering  practice  are  developed. 

Problems  are  given  to  illustrate  the  use  of  formula  and  to  fix  in 
the  mind  of  the  student  the  conditions  to  which  they  apply. 

This  book  may  be  efTectively  used  in  conjunction  with  a  text  on 
general  physics  or  even  with  a  general  teit  on  electricity  and  mag- 
netism. Its  use  in  this  manner  is  facilitated  by  its  moderate  price 
and  by  the  attractive  and  yet  compact  form,  of  pocket  size,  in  which 
it  is  printed.  The  book  may  also  be  used  by  all  students  who  desire 
a  thorough,  concise  and  logical  development  of  the  quantitative  re- 
lations as  well  as  a  clear  statement  of  the  premises  upon  which  the 
derivations  depend.  Students  of  mathematical  physics  who  wish  to 
have  rigorous  demonstrations  of  these  relations  made  easily  acceS' 
Fible  will  also  find  this  volume  most  serviceable. 
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